Google 



This is a digital copy of a book that was preserved for generations on Hbrary shelves before it was carefully scanned by Google as part of a project 

to make the world's books discoverable online. 

It has survived long enough for the copyright to expire and the book to enter the public domain. A public domain book is one that was never subject 

to copyright or whose legal copyright term has expired. Whether a book is in the public domain may vary country to country. Public domain books 

are our gateways to the past, representing a wealth of history, culture and knowledge that's often difficult to discover. 

Marks, notations and other maiginalia present in the original volume will appear in this file - a reminder of this book's long journey from the 

publisher to a library and finally to you. 

Usage guidelines 

Google is proud to partner with libraries to digitize public domain materials and make them widely accessible. Public domain books belong to the 
public and we are merely their custodians. Nevertheless, this work is expensive, so in order to keep providing this resource, we liave taken steps to 
prevent abuse by commercial parties, including placing technical restrictions on automated querying. 
We also ask that you: 

+ Make non-commercial use of the files We designed Google Book Search for use by individuals, and we request that you use these files for 
personal, non-commercial purposes. 

+ Refrain fivm automated querying Do not send automated queries of any sort to Google's system: If you are conducting research on machine 
translation, optical character recognition or other areas where access to a large amount of text is helpful, please contact us. We encourage the 
use of public domain materials for these purposes and may be able to help. 

+ Maintain attributionTht GoogXt "watermark" you see on each file is essential for informing people about this project and helping them find 
additional materials through Google Book Search. Please do not remove it. 

+ Keep it legal Whatever your use, remember that you are responsible for ensuring that what you are doing is legal. Do not assume that just 
because we believe a book is in the public domain for users in the United States, that the work is also in the public domain for users in other 
countries. Whether a book is still in copyright varies from country to country, and we can't offer guidance on whether any specific use of 
any specific book is allowed. Please do not assume that a book's appearance in Google Book Search means it can be used in any manner 
anywhere in the world. Copyright infringement liabili^ can be quite severe. 

About Google Book Search 

Google's mission is to organize the world's information and to make it universally accessible and useful. Google Book Search helps readers 
discover the world's books while helping authors and publishers reach new audiences. You can search through the full text of this book on the web 

at |http : //books . google . com/| 





REPAIRED BY 

WISCONSIN 

W P A 

BOOK REPAIR 

PROJECT NO. 



T)aX^pi^J-i-^- 




BY THE SAME AUTHOR. 



Second Edition^ reznsed and enlarged, 

SANITARY WORK IN THE SMALLER 

TOWNS AND IN VILLAGES. Comprising :— 
I. Some of the more Common Forms of Nuisance, 
and their Remedies. — II. Drainage. — III. Water 
Supply. By Charles Slagg, A.-M.I.O.B. With 
Illustrations. 12mo. 3«. 6d. cloth. 

**We have in the conrse of our duty read the work, and we 
find nothing but good in it. It contains all that snch a treatise 
can be expected to contain, and appears to ns sound and tmst- 
worthy in every particular .... the observance of the instructions 
it contains may save not only money but lives."— 7A« Builder. 

" The information given is Just that which is so often wanted by 
those who have the management of house property in villages and 
the smaller towns. . . . The information given is excellent, while 
Mr. Slagg has the power of conveying it clearly and tersely. It is 
an exceedingly useful handbook, which we have pleasure in com- 
mending."— JE<R^neer»n^. 



LONDON: 
CROSBY LOGKWOOD & SON, 7, Stationkbs' Hall Court, E.G. 



! 



SKATER ENGINEERING 



A PRACTICAL TREATISE 

ON THE' 

:easueement, stobage, conveyance, and 

utilisation of water foe the slpply 

of towns, for mill power, and for 

other purposes. 



By CHARLES SLAGG 

9 • 
TEB AND DRAINAQS BK6IKBBE, ASSOCIATE MEVBBR OF THE INSTITUTION OF CIVIL ENGINEERS, 
ACTHOB OF " SANITABT WORK IN THE SMALLER TOAVNS, AND IN VILLAGES." 




LONDON 

OEOSBY LOCKWOOD AND SON 

7, STATIONERS' HALL COURT, LUDGATE HILL 

1888 

\Al\ rights reserved'] 



LONDON: 
PRIN^TED BY WILUAM CLOWES AND SONS, Limited, 



STAMFORD 8TBEET AND CHABIKG CB068. I 



♦SL 






PREFACE. 



Since a series of articles on * The Water Question/ by 
the Anthor, appeared in the * Building News/ frequent 
requests have been made that thej should be reprinted 
in book-form. Those requests have now been complied 
with, and the Author has, at the same time, added much 
new matter, and rewritten some parts of the old. 

So large a subject could not be treated from the 
Author's own experience alone, and he has freely 
1^ referred to such sources of information as were avail- 

able to him, for those parts of the subject which did not 
come immediately within his own experience. But, for 
the most part, the information is derived from direct 
observation during a period of about thirty years. 

The authorities referred to are, it is hoped, fedrly 
quoted throughout ; at least it has been the desire of the 
Author not to assert as of his own observation that which 
is due to the statements of eminent engineers. 



Lbgminstbb. 
3fay, 1888« 
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SECTION I. 

Embankments of Waterworks-reservoirs. 

Ieseryoir embankments in general are made with the 

aaterials found on or near the site, be they earth, shale, 

>r stone. With earth or shale the English practice makes 

I he watertightness of a reservoir dependent on a wall of 

-..•uddled clay, carried up in the centre of the embankment 

l4:om retentive ground below its seat. The thickness of 

' he puddle wall varies from 4ft. to 8ft. at the top, and at 

. he bottom it is as much more as is required for a batter 

' n each side of an inch to every foot in height. But it is 

! ot good practice to make the thickness of the puddle wall 

t the top so little as 4ft., and 6ft. is the least dimension 

vhat ought to be given to it, increasiDg beyond this, 

o 3Cording to the quality of the clay, to 8ft. in perhaps 

LOSt cases. Thus, where the height of the bank is 24ft., 

le thickness of puddle at the bottom would be 12ft., or 

alf the height. Where the height is 48ft., the thickness 

'ould be 16ft., or one-third of the height; and it has 

3en recommended to make the thickness one-third of the 

sight also in high banks, and this would be, for a bank 

3ft. in height, 32ft., although, according to the pro- 

3rtions above stated, it would be 24ft., or, in this case, 

• le-fourth of the height. 

Puddled clay, upon which the watertightness of reser- 
< )ir embankments has for so long a time depended, since, 

B 



2 EMBANKMENTS OF WATERWORKS-RESERVOIRS, 

at least, the time of Brindley and canal-making, lias come 
to be regarded with disfavour and distrust where it is 
itself exposed to the action of water or of the air. When 
some canal-makers complained to Brindley that they could 
not stop a run of water, his advice was to " puddle it, 
puddle it"; and the good reputation which puddle has 
always had in waterworks-engineering led at one time to 
its careless use, and it was solely depended upon for the 
watertightness of reservoir embankments, which, however, 
was not always effected. 

Certainly, some reservoir embankments have been made 
of very great height, and they have stood safely, and there 
is no apprehension whatever that they will not always 
continue so, with, of course, due attention to the outer 
parts, to repair the continued action of the weather — frost, 
thaw, rain. But these embankments have been well- 
made, not only in the core, which is formed of puddled 
clay from end to end of the bank, like a wall, but on each 
side of it ; on the inside to prevent the water in the reser- 
voir having access to it in any considerable body, and on 
the outside to prevent the water with which the puddle is 
made being drawn out of it, whether by evaporation or 
capillary attraction, by which it might become gradually 
dried, and the cracks which would be consequently formed 
might extend so far into the wall as to reduce its virtual 
thickness materially. Bough stone, for instance, or earth 
loosely tipped in, would admit the air to it, and the water 
incorporated with the puddle would continue to evaporate 
as long as the air itself was not saturated with moisture. 

Puddled clay does not readily part with the water with 
which it is incorporated, and not at all if the outer andi 
drier air is wholly excluded from it ; but this can only 
be done by placing against it a compact material. On the 
other hand, in the presence of water having any motion, 
it easily dissolves — melts away ; and the best puddle for a 
wall — ^that is, the closest in texture — ^melts the soonest under 
this action; nevertheless, it is absolutely necessary that 
puddle riiould be so worked as to bring it to a close tex- 
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tnre ; but at its best it is porous, and if water bas aocess 
to it under great pressure, it is only a question of degree 
bow mucb water will be forced tbrougb tbe puddle wall. 
In tbe first place, a great deal of water is used in making 
it ; dry clay will absorb nearly a tbird of its own woigbt 
of water ; and if it be taken, not in a purposely dried state, 
but in a naturally dry state, it will absorb, in tbe process 
of puddling, say an eigbtb or a sixtb of its weigbt of 
water. Tbus, water acting under pressure on one face of 
a puddle wall tends to force water out on tbe otber side, 
being itself incompressible, and tbe quantity it can force 
tbrougb in a given time is limited only by tbe smallness 
of tbe pores and tbe lengtb and tortuousness of tbe course 
wbicb a run of water must follow. It is, therefore, bigbly 
important to protect tbe puddle from contact witb water 
under great pressure. It might almost seem that if it 
requires so mucb protection it can be of little use, and tbat 
it migbt be dispensed witb altogether ; but this extreme 
would be as unwise as tbat of depending solely upon it 
without precautions; and as it is so readily procurable, 
it remains still a necessary material for waterworks- 
reservoirs. 

There are two kinds of puddle — clay puddle and gravel 
puddle — ^proper to be used for different purposes, or rather 
in different positions for the same purpose of watertight- 
ness; the one consisting of clay only, the other with 
stones incorporated. When there is a liability to a wash 
of water, stones are necessary to bold the clay together, 
and of stones rounded grav^-stones are the best, besides 
being generally the more easily obtained, inasmuch as 
they are more uniformly dispersed through the mass of 
clay than angular stones can be in the process of working, 
which is by cutting and cross-cutting with long-bladed 
tools, reaching down at every stroke, through the layer of 
clay being worked, into the puddle beneath it. The tool 
slips past a rounded gravelnstone without much disturbance 
of the adjoining clay ; but angular stones, when struck by 
the puddling tool, have a tendency to congregate together^ 

B 2 



4 EMBANKMENTS OF WATERWORKS-RESERVOIRS, 

Gravel puddle is proper to be used where weights have to 
be sustained, as for the walls of a service reservoir. Clay 
puddle can hardly be worked stiff enough to support the 
weight, which squeezes the clay outwards and upwards, 
and there is an inconvenient settlement of the wall ; but 
with gravel puddle the weight can be sustained and water- 
tightness effected also, because with a mixture of gravel 
the puddle can be worked stiffer. 

The sketches given below which are numbered 1, 2, 
and 3, show respectively a longitudinal section, a plan, 
and a cross-section of an embankment formed of earth, 
with a puddle-trench and wall. The trench is shown to 
be cut straight down, so that the bottom is as wide as 
the top, and the advantage of this over sloping sides is 
that, in case the ground should not prove watertight at 
the depth anticipated, the trench may be carried down to 
any further depth. The trench is filled in with puddled 
clay up to the surface of the ground, above which, up to 
and above the top-water level of the reservoir, the puddle 
is continued as a wall, having a batter on each side of lin. 
to a foot, and finishing 8ft. thick at the top ; 4ft. is not 
a sufi&cient thickness, 6ft. is sufficient with precautions, 
but 8ft. is advisable ; if, however, there be the means of 
placing a nearly watertight mass of ecorth next the 
puddle, as B B on the sketch, the thickness of the top of 
the puddle may be 6ft. 

In the longitudinal section. Fig. 1, the bottom of the 




Fig. 1. 

puddle-trench is cut into the hill-side as far down as to 
pass through loose or fissured ground to a water-tight 
bottom, which is often found nearer the surface on one 
Bide of the valley than on the other. That side should be 
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chosen for the discharge-pipe or culvert, but it cannot 
always be determined before the puddle-trench has 
been cut. 

On the plan, Fig 2, A B is the original course of the 




stream ; C D, the two ends of the embankment ; E F, an 
open channel, cut near the bottom of the reservoir; 
F G, the discharge-pipe, laid in the solid ground ; some- 
times laid in a culvert of masonry, itself laid in the 
solid ground. GH, an open channel; H, the gauge- 
basin ; I, the waste- weir ; I K, the bye-wash. 

The discharge-pipe has a valve on its inner end, at 
F, and it is necessary to erect a tower of some kind, from 
the top of which it can be worked. Access to the top of 
the tower is procured by means of a bridge, either from 
the top of the embankment or from the side of the reser- 
voir, as shown in the sketch. When the puddle-trench is 
everywhere sunk below the level at which the water is 
drawn off, the discharge-pipe is taken round the end of 
the bank, instead of direct from F to G, for the sake of 
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being in tlie solid ground, and a tunnel is then preferable 
1o an open trench, as shown by the dotted line F, M, N, G, 
shafts being sunk at M and N. It may not be quite justifi- 
able to put the preference of a tunnel on the less dis- 
turbance of the ground, for with careful timbering, perhaps 
less disturbance would occur with an open trench. The 
open trench can, at least, be closely filled in again, which 
cannot be said with certainty of the space between the 
crown of a tunnel and the earth above it. 

Although tunnels have of late been much advocated 
instead of culverts, it would certainly be unwise to 
adopt them in every case. In every case, however, 
there is a necessity for a tower or valve-well, for a valve 
cannot be satisfactorily worked with sloping rods, and 
because it is absolutely necessary to place a valve on 
the inner end of a discharge-pipe, if any regard at all be 
had to the safety of the reservoir. Certainly, discharge- 
pipes have been laid under embankments, which have 
had no valves at the inner ends, the discharge being 
controlled at the outer ends, at the foot of the embank- 
ment; but considering that a cast-iron pipe, if of large 
size, may be broken by the external pressure of the earth, 
and that, whatever the size, it is subject to leakage at the 
joints, where it cannot be got at for repair, this method 
will not bear repetition. A valve, then, being necessary 
at the inner end of the discharge-pipe, and a tower for 
access to it, it becomes desirable to draw off the water, 
not from the bottom of the reservoir, where it is muddy, 
but as near the top, at all times, as is practicable, and the 
tower affords facilities for the insertion of a short pipe 
through the wall at as many different heights as may be 
desired. 

Instead of placing the tower or valve-well in the 
reservoir at or near the foot of the slope of the embank- 
ment, it has been sometimes placed almost in the middle 
of the bank, close to the puddle wall, and the water 
is conducted to it by a culvert from the foot of the 
inner slope of the embankment; but this position does 
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not afford the facilities of drawing off the irater at 
different heights that the exposed tower does. 

With a good masonry cnlTert or twmel of sound bricks 
or thick stonework, a pipe in addition seems superfluous, 
where the reservoir is constructed fi>r one dischaige only ; 
but if it be 80 situated that two discharges are required 
from it, one, for instance, for a town supply, and another 
for the stream itself, the continuation of the supply-pipe 
up to the valve-tower, through the culvert or tunnel, is 
necessary, the discharge to the stream running on the 
bottom of the culvert or tunnel beneath the supply-pipe, 
which is supported from side to side so as to leave room 
beneath it for the stream discharge. The quantity given 
to the stream, under these circumstances, is usually 
required to be open to inspection by turning it over a 
gauge-weir to a depth agreed upon, the length of the 
gauge being fbced, by which the quantity being dis- 
charged can be ascertained for the satisfaction of millers 
and others interested in the stream. 

The waste-weir and bye-wash are shown in the sketch 
on the opposite side to the other works, but, according to 
circumstances, they may be on either side. They are 
very important parts of the work, for when the Reservoir 
is full at a time of flood nearly all the water must pass 
that way, and therefore not only must the length of the 
waste-weir be sufficient to prevent the flood rising to a 
dangerous height against the embankment, but the bye- 
wash must be so constructed that it will not be torn up 
by a great body of water rushing down so steep a channeL 

In the cross section. Fig. 3, A is the puddle-trench and 




Fig. 3. 



wall ; B B, material selected from that excavated as being 
the most easily compacted ; G C« a rough stone bank 



8 EMBANKMENTS OF WATERWORKS-RESERVOIRS, 

necessary for the outer slope, and advisable also for the 
inner ; I) D, . the rest of the material excavated, except 
peat. This is a material which, although sometimes 
abundant on reservoir sites, is very objectionable in an 
embankment, even in small quantities. 

The . top of the embankment, when consolidated, has 
usually been made from 4ft. to 6ft. above the top water 
level, and in situations much exposed to high winds not 
less than 6ft. ; for a gale of wind blowing down the 
reservoir rolls against the face of the bank waves of con- 
siderable height, and this may occur when the reservoir 
is more than full, and water going over the waste-weir at 
a depth of, perhaps, 2ft., thus reducing the clear height 
to 4ft. 

The width of the top of the bank has usually been 
made from 12ft. to 24ft. The proper width is determined 
by the considerations of whether or not a roadway is- 
required to be made along it, and what width the imddle 
wall is to be at the top. Leaving out of consideration 
the question of roadway, which must be always a local 
requirement, the width necessary to properly enclose and 
protect the puddle wall is about twice the width of the 
top of the puddle wall itself. 

The safety of a reservoir embankment does not depend 
upon one thing only, as upon the perfection of the pud- 
dling, but equally upon several others, chief amongst 
which is the consolidation of that part of the bank which 
lies within the puddle wall, and into which, therefore, 
water would penetrate if not prevented, and this preven- 
tion depends chiefly upon the thickness of the layers of 
earth with which the embankment is raised. Thin layers 
are always desirable ; but the maximum thickness which 
may be allowed depends on the material and the means 
by which it is deposited in the bank. A heavy and dry 
material may be deposited in thicker layers than one of 
less specific weight, with equal effect in both cases in 
forming a solid bank. The thickness allowable has been 
variously stated at 6in., 12in.^ 18in., and 2ft. 
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Where the chief consideration has been the urgent pro- 
gress of the work to meet a demand for water, as was the 
case when, in order to meet the demands of the approaching 
summer the embankment of the reservoir on the Dale Dike 
atBradfield was urged forward by the Sheffield Waterworks 
Company, in the early part of the year 1864, and which 
bnrst in March of that year ; the earth forming the bank 
on each side of the puddle wall had been tipped from rail- 
waggons at a height of 5ft. or 6ft., and more ; but few 
waterworks engineers would sanction that, except for the 
outer part of the bank, and eyen for that part it is too 
high, because the large and small rock are not evenly 
mixed ; the large lumps roll to the bottom of the tip and 
form a layer there of themselves ; the finer stuff lying 
together upon the coarse layers; whereas, to prevent 
slipping, which is one great object of all the precautions, 
the large and the small should be as evenly mixed as is 
practicable, except in those parts where material is pur- 
posely selected to be deposited, fine in one part and large 
in another, for different purposes. If the material tipped 
into the bank were all stone, the rolling of the large lumps 
into a separate layer would be less objectionable; and» 
indeed, with stone for the material it might even be an 
advantage that the layers should be so arranged, for the 
one would drain the other, and the bank, as a whole, 
would retain less water than it otherwise would do ; but 
with other materials, such as shale, whether blue or dark» 
or, indeed, any material but stone, the same object would 
not be effected. 

In making the inner part of the embankment of a reser- 
voir the object is to make it as compact as possible to 
prevent the water reaching the puddle wall, and, there- 
fore, the material should be small and clayey ; but in the 
outer part of the bank dryness and stability are the chief 
objects, for which larger and harder material is more suit- 
able. The inner slope of an embankment is usually made 
flatter than the outer slope, as 3 to 1 inside and 2 to 1 
outside, for the inner part of the bank is more liable to 
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filip than the outer. When the water-level in the reser- 
voir is reduced, if the inner part of the bank has been 
penetrated by water and become partially saturated, slips 
are more likely to take place, a;nd the flatter slope meets 
this tendency ; but outside, with dry materials, 2 to 1 is 
-as good a slope as 3 to 1 inside. As a further precaution 
against slipping it is desirable to keep up the outer parts, 
next the. slopes, higher than the inner parts next the 
puddle wall, as in Fig. 4. 



INNER SLOPE 




Fig. 4. 

If rail-waggons be used at all, it is desirable that they 
should be of small size, to hold, say, not more than one 
cubic yard ; but if waggons be allowed, there will always 
be a tendency on the part of those who do the work to make 
the tips high and the layers thick, to avoid much shifting 
of the rails if possible, and especially by the use of side- 
tip waggons ; but if the instruments for carrying the stuff 
into the bank be confined to barrows, dobbin-carts, and 
•common one-horse carts, it does away with this tendency 
in a great measure. When large waggons are advocated, 
it is asserted that the greater weight and the heavier rails 
compensate for the greater height of the tips, and so an 
equally good consolidation of the earth is effected. The 
degree of consolidation, by the weight of the instrument 
by which the earth is transported, admits of proof. In 
respect of any one square yard near the middle of the 
bank, lengthwise, the consolidation of the one immediately 
preceding it may be shown as follows : — Premising that 
whatever the thickness of the layers, variation in weight 
of the different kinds of earth, or time of construction, the 
degree of consolidation by the weight of the carrying 
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instrument mnst be in the inTerse ratio of the weight 
carried eaoh journey, the weight of the instmment being 
reckoned twice, going fall and returning empty. 

Thus, if 10 = weight of earth carried, and W = weight 
of instrument carrying it, 

— ^^ = degree of consolidation. 
v> 

The actual weights of different kinds of earth vary 
much; but, for the purposes of comparison, an average 
weight of 26001b. per cubic yard may be taken, or 961b. 
per cubic foot, and the effect of the carrying instrument 
may be stated thus : — 

Babbow 651bL 

Proportion of length of plank road . . . . 15 

Wheeler 150 

Boad-abifter 140 

-Earth,l|o.ft.at961hpero.fL 160 

530 
Betnming empty .. .. 370 

Mean oonfiolidating weight 4501b. 

450 
Degiee of consolidation = ywv = 2*81. 

The quantity of earth which a dobbin-cart will hold 
may vary from f cubic yard to 1^ cubic yard, and may be 
taken at an average of 1 cubic yard, and its weight at 
lOcwt. 

DOBBUr-CABT 1,1201b. 

Horse, 10 cwt 1,120 

Driver 130 

TwoTipmen 280 

Earth, lo. yd 2,600 

5,250 
Betnming empty 2,650 

Mean consolidating weight 3,9501b. 

Degree of consolidation = * J: =1*52. 

2,600 
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Common CABT, 12 cwt 1, 3441b. 

Horse, as before 1,120 

Driver 130 

TwoTipmen 280 

Earth, Ic. yd 2,600 

5,474 
Betuming empty 2,874 

Mean consolidating weight 4,1741b. 

4 174 
Degree of consolidation = J-^r^^ =- 1*60. 
^ 2,600 

Eail-waggons holding one cubic yard are very handy 
things for shifting earth. If the gauge of the rails be 
3ft., and the waggon held one cubic yard, its weight will 
be about 10001b. The weight of a proportionate length of 
rails and sleepers will be about 1201b., and the statement 
will stand thus : — 

Small RAni-WAGOON 1,0001b. 

Proportion of length of rails and sleepers 110 

Horse 1,120 

Driver 130 

TwoTipmen 280 

Earth, Ic. yd 2,600 

5,240 
Eetnming empty 2,640 

Mean consolidating weight 3 , 9401b. 

3 940 
Degree of consolidation = o^^qq = 1*51. 

The consolidating effect of a two-yard waggon is less,, 
thus : — 

TWO-YABD WAGGON 1,6001b. 

Proportion of length of rails and sleepers 140 

Horse, 11 cwt 1,232 

Driver 130 

Three Tipmen 420 

Earth, 2 c. yd 5,200 

8,722 
Betoming empty 3,522 

Mean consolidating weight .. .. .. 6,1221b. 

6 122 
Deoree of consolidation = — ^-— = 1-18. 
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These differences of degree are small when compared 
singly; but when it is considered how often they are 
repeated, the difference becomes very great in the whole. 
All other reasons for making the inner part of an embank- 
ment very compact are strengthened by the consideration 
that when it is so, the pressure of the water in the reser- 
voir takes effect upon the bank in a direction perpen- 
dicular to the slope ; but if water penetrates it the pressure 
is horizontal. 

Within the century two reservoirs have burst — ^viz., 
Bradfield and Holmfirth — and Mr. Bateman* referred to 
these in a discussion on Tunnel Outlets at the Institution 
of Civil Engineers, and said that the Holmfirth reservoir 
which burst in 1852 was never filled except on the single 
occasion on which it burst. The water escaped through 
the fissures of the rock on which the embankment was 
constructed, and gradually washed it down in such a way 
that the top of the embankment was lower than the waste- 
weir, and when an extraordinary flood came it passed over 
this low part of the bank and carried the whole away. 
The Bradfield embankment was constructed on ground 
liable to slide down upon the face of an underlying flag 
rock with a smooth surface. But, besides this, the inner 
part of the bank was of very loose material, and the pres- 
sure would be horizontal, the puddle wall and the outer 
part of the bank having to bear the whole pressure of the 
water in the reservoir because the inside slope was per- 
meable by water. The puddle trench was sank through 
the flag rock into the shale below, but there, on the out- 
side, lay the flag rock at an inclination of 1 in 4 as smooth 
as polished marble, and when the pressure came against 
the puddle wall the whole thing gave way. 

That was the opinion of Mr. Bateman given in 1879. 
He was on the spot immediately after the accident, but 
did not then give any opinion at the local inquiry. 
Mr. Eawlinson's opinion was different. There were two 
lines of 18in. cast-iron discharge-pipes laid side by side 
in puddle in a trench excavated in the rock, but above 

♦ J. F. Bateman, Esq., F.B.S., M.Iiist.C.E. 
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the bottom of the main puddle trencli where the pipes 
crossed it, and Mr. Kawlinson*s* opinion was that the 
joints of the pipes were opened by reason of the surround- 
ing puddle sinking in the middle, and allowing water 
to creep along outside the pipes and so make a beginning 
of a more* serious run of water, as there were no valves on 
the inner ends of the pipes, and if such a beginning was 
made the run of water could not have been controlled, the 
valves being at the foot of the outer slope of the embank- 
ment. Mr. Beardmore, who together with Mr. EawHnson 
conducted the inquiry, concurred in this opinion. 

But there is another way in which the water may have 
been let out of the reservoir, and for the purpose of stating 
it the construction-in-chief of the embankment may here 
be recapitulated. 

It was 95ft. high, had a top width of 12ft., and slopes 2$ 
to 1 both inside and out. The puddle trench was sunk to 
the depth of 60ft. to watertight ground. The thickness of 
the puddle wall was 18ft., diminishing to 4ft. at the top,, 
but it was very well made. The earth, however, forming 
the bank on each side of it was tipped from rail-waggons 
at a height of 6ft., and more. The breach in the bank 
was 100 yards wide and 70ft. deep, and 90,000 cubic yards 
of earth were carried away by the water in thirty or forty 
minutes out of a total quantity in the embankment of 
406,000 cubic yards. This breach was near the middle of 
the length of the embankment. The portion left standing,, 
on the north side, presented this appearance a few days 
after the accident ; — 

Now, considering that 
the place where this ap- 
pearance was presented 
was . fifty or more yards 
from the middle of the 
breach, the slip which was 
^. - here apparent — the tail 

end of it as it were — was, 
probably, a very great one at or about the middle of the 
* Sir Bobert BawUnson, O.B., M.In8t.C.£. 
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bank, and snfficient to withdraw from the inside of the 
pnddle wall the whole of the earth which supported it 
against the pressure of the outer part of the bank. If 
this earth slipped away from the puddle wall for any 
considerable length and depth, it would almost certainly 
follow that the top of the puddle wall would fall inwards,, 
and if only a few feet in height of the upper part of the 
puddle wall fell in it would let the water begin to flow 
out and down the outer slope of the bank, and, of course, 
the action would go on with quickly-increasing effect, 
until, in a short time, it would seem to go all at once. 

But whatever inference may be drawn from it, the 
slip was a fact to the extent shown in the sketch above. 
Now what was the cause of the slip? The material of 
the bank was chiefly shale — the dark shale of the coal 
measures — but this is rather a good than a bad material 
for the purpose, being largely composed of thin, indurated 
beds of rock. The slip then probably occurred by 
reason of the large quantity of water which found it* 
way into the bank, the upper portion of it having been 
raised quickly for the purpose before' stated. In the lower 
portion of an embankment the area is so large that the 
earth is almost necessarily spread out in thin layers, and 
the bank is therefore raised by slow degrees, but near the 
top, as the width diminishes, progress upwards is more 
rapid. 
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SECTION II. 

Quantity of Water to be Stored. 

The capacity of a reservoir to control the flow of water 
from a given area of ground used formerly to be calcu- 
lated on the basis of a proportion of the average rainfall, 
as two-thirds, one-third being deducted for loss by evapo- 
ration and absorption, but it was found by further ex- 
perience that the loss could not iii all cases be taken as 
any certain proportion of the average rainfall, although 
in many cases one-third was a near approximation. In 
the case of reservoirs the capacity of which had been 
calculated on the basis above named, it was occasionally 
found that some of the water came down to the reservoir 
when it was full or nearly so, and passed over the waste- 
weir beyond control, and, consequently, that instead of 
the reservoir being full at the commencement of a drought, 
it was sometimes considerably below the top-water level 
at such times, and that the quantity stored did not keep 
up the required daily supply for a sufficient length of 
time. 

The storage capacity of a reservoir large enough to 
equalise the flow of water over a long drought, or two or 
three shorter ones with intervening winter raias of less 
than the usual amount, and so that the annual rainfall is 
made to yield its daily average quantity throughout long 
periods of time, can be found when the past rainfall daily 
for a long time has been ascertained, the number of dry 
days in the future being assumed to bear the same relation 
to wet ones as they have done hitherto, and that the past 
average yearly quantity of rain will continue the same ; 
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then the capacity of any reservoir may be found, being 
measured by the longest period of defect of supply into 
and discharge out of the reservoir. 

The rainfall of a long series of years must be con- 
sidered in connection with that of a short series of dry 
years, as three or four. When a table of the rainfeU of 
any locality, extending over a long series of years, is ex- 
amined, it is found that the mean depth of three con- 
secutive dry years is about one-sixth less than the general 
average. The wettest year has a rainfall about half as 
much again as the general average, the driest year one- 
third less, and the mean of the driest three consecutive 
years one-fifth less, than the general average. 

Thus in some years a great deal of water passes off the 
ground by the streams to the sea which cannot be stored. 
Mr. Hawksley* stated before the Eoyal Commission on 
Water Supply, which sat in the year 1868, that gaugings 
of the actual quantity of water going over the waste- 
weirs of reservoirs show that it is about one-sixth of the 
quantity due to the average rainfall, and this agrees 
with deductions from the tables of rainfall, showing that 
reservoirs of the capacities of those which permitted one- 
sixth of the general average rainfall to pass over the 
waste-weirs do not deal with more than the average 
depth of three consecutive years of least rainfall. In 
these cases therefore one-sixth of the average must first 
be deducted, then the loss by evaporation, &c., and the 
depth remaining will represent the available quantity 
upon which the capacity of a reservoir may be calculated, 
according to the number of days' storage required. 

A great portion of the water yielded by light rains is 
absorbed into the ground, and neither flows directly off 
the ground by streams nor sinks far into it to issue again 
in springs, but is evaporated, partly from the surface of 
the ground itself, and partly from the leaves of the 
vegetation into which it enters, only a small part being 
left in the vegetation itself, the greater portion of the 
* T. Hawksley, Esq., F.R.S., M.lDst.O.E. 
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water which enters into it being evaporated from its 
multitudinous surfaces. 

The annual depth of rain which in this way does not 
contribute to the streams varies with the nature of the 
ground on which it falls, being least on a non-absorbent 
and precipitous area such as mountains of slaty rocks of 
old geological formation. The longer the time the water 
takes to reach the reservoir the more of it will be lost, 
and besides the difference caused by the declivit}'- of the 
ground the quantity evaporated depends on the humidity 
or dryness of the p.ir of the locality, and this latter con- 
dition varies much in different parts of the country. The 
depth of rainfall which does not contribute water to the 
streams at the sites of reservoirs varies from 9in. to 18in. 
in different parts of the country. 

The number of days' storage a reservoir for the water- 
supply of a town should contain varies with the average 
annual depth of rain and also with the frequency with 
which it falls- Mr. Bateman, in his evidence before the 
Commission already named, said that whereas 120 days' 
storage .would be sufficient on the western side of the 
country and some other parts, where the rain falls on a 
great number of days in the year, 240 days' storage 
would be required on the eastern side of the country, 
where the rainfall is both less in depth and less frequent, 
and it has been estimated that in certain situations on 
these sides of the country respectively 150 and 300 days' 
supply would not be too much. 

For the sake of illustration we may take an instance 
where the average annual rainfall is 42in. Deducting 
one-sixth, 35in. would be the depth to be reckoned upon, 
and supposing the depth allowed for loss by evapo- 
ration, &o., to be 14in. the available depth would be 
21in.; and, in the absenge of exact measurements in 
every part of the area from which the water from time to 
tima flows, that depth of 21in. must be supposed to 
extend over the whole area, if it is not of inordinate 
extent. 
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Where the area is very extensive, that depth of rain- 
fall may not extend over the whole of it, and this may 
have been one of the reasons why expected quantities of 
water have sometimes not been yielded by a drainage area 
of given extent ; bnt it is the nearest approximation to 
the truth which can be made, and some concession towards 
it may be considered to be made in deducting one-sixth 
frovEL the known average rainfall of a few places within 
the area, although in some cases that quantity has been 
found to pass actually over the waste-weirs, thus furnish- 
ing a direct proof that with such reservmr-room as has 
been there adopted that part of the water coidd not be 
stored. 

When, as is the case sometimes, large areas are dealt 
with, the available quantity of water is conveniently 
reckoned per thousand acres of the watershed area. Upon 
1,000 acres an available depth of 21in. would yield an 
average daily quantity of 
1,000 X 43,560 X 1-75 ^ 3^^ ^^^ ^ ^^ ^^^ 

365 
about two-thirds might be used for supply to houses, 
manufactures, or for power away from the stream, or for 
irrigation, leaving one-third or thereabouts to the stream 
itself; or rather, this latter would be first apportioned, 
leaving two-thirds for other purposes, and the apportion- 
ment would stand thus — 

One-third = 69,600 cubic ft per day to the stream. 
Two-thirds = 139,200 „ „ 

6i 



870,000 gallons per day for supply, and 
so on per 1000 acres, within limits defined by our know- 
ledge of the real average rainfall over any area, the cer- 
tainty of the calculated average increasing with the 
number of places of observation over a given area, but 
becoming too uncertain for use when the area is very 
large and the places of observation few. 

The quantity above set down far the stream would 

c2 
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render it more powerful in dry weather than it would be 
without a reservoir. The average flow of the stream in 
this case during dry weather would probably not be more 
than two-thirds of the quantity above stated, for measure- 
ments of the dry- weather flow of streams show about 30 
cubic feet per minute per 1000 acres of the drainage area. 
This, no doubt, varies with the nature of the ground 
from which the water flows, being greater or less as the 
ground is more or less absorbent. Where the ground 
in the upper and middle portion of a river-basin consists 
of chalk, oolite, or sandstone the dry-weather flow forms 
a larger part of the whole quantity flowing off the ground 
than where it is of hard and impervious rocks, with the 
steeper surfaces which always accompany those harder 
rocks ; and the kind of ground which affords a medium 
dry-weather flow between these extremes is that which 
consists of alternate formations of sandstone and shale, 
or of oolite and lias clays, in either case covered in parts 
with clay and gravel. 

The rainfall observations, if sufficiently numerous, will 
show on an average of years that where the annual 
quantity is great the number of rainy days is greater than 
in those parts of the country where the rainfall is com- 
paratively small [this is not, as it might seem to be, a 
necessary consequence], and so, although more water per 
day is discharged from a reservoir per 1000 acres of its 
drainage area in the former situations than in the latter 
ones, the loss of water is oftener replenished, and in propor- 
tion to the frequency of this action the capacity of the 
reservoir may be smaller. 

The experience in England during the last twenty-five 
or thirty years has been that, in order to equalise the 
flow of water day by day duriug three or four consecu- 
tive years of least rainfall, the capacity of a reservoir 
should be sufficient to yield about 120 days' supply where 
the rainfall is frequent, and 240 days' where it is infre- 
quent ; but it is here assumed that the reservoir is full 
at the commencement of a drought, whereas it may not 
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be so if the previous winter's rain has not jdelded a sur- 
plus over the regular supply sufficient to fill up the re- 
servoir completely, and in this view the capacity should 
be increased perhaps to 150 days' supply in the one case 
and 200 days' in the other. 

From an examination of Mr. Symons's * annual records 
of rainfall it appears often that nearly as many rainy 
days occur in the southern and eastern counties as in 
the western and midland counties, although the rainfall 
in these is much greater ; but the days set down as rainy 
in the records include all those on which one-hundredth 
of an inch of rain has fallen, and this is so little that 
it often adds nothing to the run of the streams. The 
rainy days, the frequency of which affects the capacity 
of storage reservoirs, are not numerous. 

If in the example where 21 in. is the available annual 
depth of water over the initial area of 1,000 acres, the 
proper number of days' supply were, from its position, say 
180, the capacity of the reservoir would be 

208,800 X 180 = 37,684,000 cubic feet. 
Deducting the dry-weather flow due to 1,000 acres at the 
rate of 30 cubic feet per minute, that is 7,776,000, there 
remains 29,808,000, or say 30 million cubic feet, as the 
capacity of the reservoir, which is at the rate of 30,000 
cubic feet per acre of the watershed area. 

Whether the dry-weather flow of the drainage area 
should be deducted from the capacity of a reservoir in the 
manner already stated, will depend upon the method by 
w^hich the number of days' storage is arrived at ; whether 
upon the basis of (1) the rainfall table, showing the 
absolute length of time during which no rain has fallen ; 
or (2) upon the stream gaugings, showing the daily 
quantity reaching the site of the reservoir ; or (3) upon 
the difference between two quantities, one of which is the 
quantity of water in an existing reservoir at the com- 
mencement of a drought, to which is to be added the 
quantity coming into the reservoir during the drought, 
♦ G. J. SymoM, Esq., F.R.S., F.E.Met.Soo. 
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whether from springs or casual rainfall — and the other 
quantity is that ^hich has been discharged during the 
drought, as ascertained by the daily sinkings of the 
water-level of the reservoir, in which case it is evident 
that the total quantity is dealt with on either hand, and, 
therefore, no deduction can properly be made. 

But this method is true only of that reservoir, unless 
the dry-weather flow, where it is proposed to make a 
new one, is the same, area for area; whereas by the 
other method the rule becomes general, and is applicable 
alike to cases where the dry-weather flow is large, com* 
paratively, and where it is small. It is, therefore, better 
as a method, although the other is more exact for a 
particular case already existing. The dryrweather flow 
of the stream at the site of the reservoir is made up of 
the numerous small springs issuing within the drainage 
area, produced because of the absorbency of the ground 
during wet weather, and its yielding of the absorbed 
water gradually, and to this extent of the diy-weather 
production the drainage ground is essentially a part of 
the reservoir, and for this reason the quantity should be 
deducted from what would otherwise be the necessary 
capacity. 

Were the ground wholly impermeable there would be 
no run of water in dry weather, and, in that case, the 
capacity of the reservoir itself would need to be so much 
larger ; but where, as is assumed in the example, there is 
a dry -weather flow which, on the average, during a 
drought, is equal to 30 cubic feet per minute per 1,000 
acres, that quantity may be deducted from the calculated 
storage-room in order to arrive at the actual capacity of 
the reservoir. The quantity so deducted belongs to the 
reservoir, and is, in fact, part of the yield reckoned upon 
in the available depth assumed, as, in thd case adduced^ 
21in., and whether it be conducted past the reservoir and 
form part of the supply, or it run through the reservoir 
and form part of the discharge into the stream, makes no 
difference in the reservoir-room proper to be provided; 
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but where the number of days' supply to be stored is 
founded on the length of a drought as ascertained from 
the rainfall returns, the dry-weather flow ought to be 
deducted. But the formation of the ground on reservoir 
sites varies much, so that any rule of this kind gives only 
an approximation to results in pai ticular cases. 

The height of the top of the embankment above top- 
water level is often 4ft. in small reservoirs and 6ft. in 
large ones. Where the depth of water at the site of the 
embankment does not exceed about 30ft., the top of the 
bank may usually be 4ft. above top-water, or the level of 
the waste-weir. With a depth of from 30ft. to 60ft, the 
top of the bank may be 5ft. above that level, and where 
the depth is 60ft. and upwards, the height should be 6ft. ; 
but it somewhat depends upon the direction in which the 
reservoir lies lengthwise, and to its exposure to gales of 
wind. Irrespective of this, a certain height is neces- 
sary to meet a flood which may raise the water-level 
above the waste-weir, and as a matter of prudence and 
safety the waste-weir should be of such length as to pre- 
vent the water rising, on the occurrence of the greatest 
flood, to a height more than about 2ft. above the waste- 
weir. But beyond that, an allowance must be made for 
the further height to which the water may be driven by 
wind, and the greater the depth of water at the embank- 
ment the longer will the reservoir be on the same site, 
and on a long reservoir the water is driven up by the 
vnnd to a greater height than on a short one. 

In the upper parts of river-basins where reservoirs may 
be made, the opposite hill-sides approach each other 
towards the bottom, and almost meet in the stream with 
straight slopes. This is a general characteristic; but a 
really good site for the formation of a storage reservoir 
widens out in the bottom above the site of the embank- 
ment, and the only way of ascertaining the quantity of 
water the site is capable of affording, with any given 
height of bank, is by actual measurement, either by 
sections across the valley or by contour lines laid down 
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upon a plan every 4ft. or 5ft. in height ; but we may 
estimate approximately what quantity of water a fairly 
good reservoir site would probably afford by examining 
sites the capacities of which have been ascertained, and 
comparing these with the respective heights of the 
embankments, or, rather, with the greatest depths of 
water, D, and their areas, A, taking these also at several 
different heights on the same site. The results of an 
examination of 75 such cases where the depth D varies 
from 20ft. to 80ft., both inclusive, are as follows: — In 
each case the cubic capacity is divided by the area of the 
water surface, giving the average depth; this then is 
divided by the greatest depth, D, giving the ratio set 
down opposite each case. 



No. 


Batlo. 


No. ] 


Ratio. 


No. 


Ratio. 


No. B 


.atlo. 


1 


•612 


20 


•49 


39 


•452 


68 


4 


2 


•583 


21 


'487 


40 


•45 


59 


•4 


3 


•580 


22 


•485 


41 


•45 


60 


•4 


4 


•572 


23 


473 


42 


•447 


61 


•4 


5 


•560 


24 


•468 


43 


•435 


62 


'4 


6 


•543 


25 


•468 


44 


•431 


63 


•396 


7 


•537 


26 


•468 


45 


•427 


64 


•395 


8 


•528 


27 


•466 


46 


•422 


(^^ 


•894 


9 


•526 


28 


•466 


47 


•42 


66 


•38 


10 


•525 


29 


•465 


48 


•42 


67 


•376 


11 


•515 


30 


•464 


49 


•42 


68 


•35 


12 


•515 


31 


•463 


50 


•42 


69 


•35 


13 


•514 


32 


•462 


51 


•42 


70 


•345 


14 


•510 


33 


•46 


52 


•42 


71 


•34 


15 


•504 


34 


•46 


53 


•417 


72 


•34 


16 


•5 


35 


•46 


54 


•407 


73 


•336 


17 


•5 


36 


•46 


55 


•407 


74 


•32 


18 


•496 


37 


•458 


56 


•405 


75 


•281 


19 


•496 


38 


•455 


57 


•4 







The general average of these 75 cases is about -- D. 

The shape of the ground, as it widens out above the site 
of the embankment, makes the average width of the 
reservoir in all these cases about twice as much as it 
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wonld be with the straight slopes assumed to meet in the 
stream at the bottom of the valley, in which case the 
width of the reservoir is greatest at the embankment; 
whereas, in the better sites the greatest width is con- 
siderably above the embankment, the width there being 
nearly the average width of the whole reservoir. In the 
case adduced the area is 3,000 x 450 = l,350,000sq. ft., 
and, the greatest depth being 45ft., the capacity of the 
reservoir is 

A X Q D = 27 million cubic feet. 
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SECTION III. 

Appurtenances of Reservoirs. 

A RESERVOIR for a town supply, as distinguislied from a 
compensation reservoir, sometimes has a bye-channel ex- 
cavated along the margin of the top-water level from the 
head of the reservoir to the bye-wash which takes the 
water from the waste-weir. It is useful for several 
purposes, even when not absolutely necessary. To begin 
with, it furnishes a considerable quantity of materials for 
the bank ; it enables the bottom of the reservoir to be 
laid dry for any purpose; and if a discoloured flood 
should come down when the reservoir is full, or nearly 
so, it affords a means of excluding the objectionable 
water, if made large enough. Where a flood channel is 
not absolutely necessary, these considerations ought to 
weigh in favour of a bye-channel being constructed. 

At the head of a reservoir it is a good arrangement to 
have a short bank across the stream for the purpose of 
arresting sand, stones, alluvium, or what else may be 
brought down in floods, forming a receptacle known in 
Lancashire as a lodge, in connection with which the 
flood-weir and sluices are constructed. 

Where it is desirable to separate the clear spring waters 
of a drainage area from the flood waters, an arrangement^ 
depending for its action on the laws of water in motion^ 
which was flrst introduced by Mr. Bateman, the eminent 
engineer, may be applied. It consists of a side channel 
introduced under and across the line of watercourse, into 
which the water that arrives at the edge of a weir above 
it without violent motion drops easily down and is carried 
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"by the side channel away from tiie reservoir, while on the 
arrival of a flood it overleaps the narrow space down 
which the purer water drops, and flows over a seoond 
weir and away to the flood- water reservoir. 

In exposed situations — and such reservoirs as are here 
described are usually in such situations — the wind acting 
on the surface of the water surges it against the face of 
the embankment in such a manner that without some 
protection the earthwork would be gradually washed 
away. To prevent this, it is necessary to pitch the face 
with a harder material, usually stone, to the depth of 
from 12in. to 18in. Flat-bedded rubble stone makes good 
work, but where the slope is, as it should be, as flat as 
3 to 1, rough rubble spread over it stands well enough 
where the bank is not exposed to high winds. 

It is always desirable to know what quantity of water 
is flowing out of a reservoir, and in some cases, viz.» 
where mills are compensated by a stated quantity per 
time measurement, it is necessary that the water should 
be gauged either by allowing it to flow over a weir, or 
through an opening below the head of water; but the 
gauging is perhaps, on the whole, more accurately and 
satisfactorily made over a weir. To bring the water to a 
sufficient state of rest before it flows over the weir, it is 
first received into a basin, out of which it flows quietly. 

Sometimes a flood channel is not made, but the water 
coming into the reservoir during its construction is got 
rid of through the discharging pipes or culverts, and if 
more than they will discharge comes down and seems 
likely to reach and go over the partly-raised bank, tem- 
porary shoots are used to convey it over to the outside ; 
and when no flood channel is made, the waste-weir be- 
comes an important feature of safety, or otherwise, 
according as its length is properly proportioned to the 
drainage area or not. 

No discharge pipes or culverts of practicable dimensions 
would carry off such a flood as three or four hundred 
cubic feet of water per second from each 1,000 acres, and 
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yet sucli a quantity must be expected to come into the 
reservoir some time or other when it is full. It is plain, 
therefore, that even with the utmost watchfulness of the 
reservoir-keeper in opening the sluices on the approach of 
a flood into a full reservoir, some other and larger means 
for its escape must be provided, and for that purpose a 
waste-weir is formed in the solid ground at one end of 

Flood Levef 



Tcpfvater Level 




Fig. C. 



the embankment, with a bye-wash to carry the water 
safely to the stream below. If we consider that with a 
height of top-bank 6ft. above top-water, or the level of 
the weir, 4ft. of that space would be little enough to 
oppose to the wash of water produced by a gale of wind 
blowing down the reservoir, we shall see that it will be very 
undesirable, and even unsafe, to allow the water to rise to 
a greater depth on the weir than about 2ft. 

Taking that depth, then, as the greatest to be allowed, 
and 400 cubic feet per second per 1,000 acres to be the 
greatest flood, and 100 cubic i'eet per second to be the 
greatest quantity that the discharge pipes or culvert 
would deliver, leaving 300 cubic feet per second to go 
over the waste-weir, it will be seen that the weir would 
require to be of a length of 37ft. per 1,000 acres of the 
drainage area. Here it is assumed that 4 would be the 
proper co-efl&cient in the equation g = c fjd?^d being in 
inches, for such a depth over such a weir, which would, 
from its breadth, if built of ashlar, reduce the co-efificient 
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to about that number if the depth were only 1ft. ; and, 
seeing that the greater the depth the more the weir loses 
its property of a free fall over, or becomes drowned, it 
may well be supposed that, if it could be experimentally 
determined for such a depth as 24in., as it has been for 
depths up to 12in., the co-efficient would be found not 
to be higher than 4. Using that co-efficient, then, and 
limiting the depth over the weir to 2ft., it will be seen 
that 37ft. or 38ft. leugth of weir is necessary for every 
1,000 acres of the drainage area. 

This does seem a great length, and it is certainly greater 
than most waste-weirs possess, but with a shorter weir 
there might be a risk of the water rising too near the top 
of the bank, when that is not more than 6ft. above the 
top- water level. If questioas of economy could be allowed 
to enter as freely into the design of waterworks reservoirs 
as they do into that of many other works, an engineer 
might contrast the improbability of an excessive flood 
occurring at the very time of a full reservoir, and might 
conclude to save the expense of a long weir, or to allow 
the water to rise to a greater height upon it than 2ft. or 
so ; but, all things considered, he would be a bold man 
who would allow the water to rise upon the weir to a 
height more than half the height of the bank above it, 
where that height is 6ft., and if the water were allowed 
to rise to the extent of 3ft. on the weir the length per 
1,000 acres would require to be 20ft., for a flood over the 
weir amounting to 300 cubic feet per second per 1,000 
acres of the drainage area. 

An instance in which something like this proportion 
was adopted is the Qrimwith compensation reservoir of 
the Bradford Waterworks. Here the drainage area is 
about 7,000 acres, and when the late Sir William Cubitt 
was referred to to fix the length of the waste-weir of that 
reservoir — ^being the person agreed upon mutually by the 
mill-owners and the waterworks proprietors to fix the 
length of the weir — ^he prescribed a length of 150ft. 
This is in strong contrast to the length of another weir 
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in a sitiiation not very dissimilar, and where the drainage 
area is also nearly 7,000 acres, viz., at Tittesworth, in 
North Staffordshire, a compensation reservoir belonging 
to the Staffordshire Potteries Waterworks, where the 
waste-weir for this very large area was made no more 
than 60ft. in length, the height of the top of the bank 
being 6ft. above the level of the weir. The consequence 
of making the length so short was, that in August of the 
year 1862 the water rose to a height of 6ft. above the 
weir; and if only the accidental occurrence of a wind 
blowing down the reservoir had taken place at the same 
time, there can be no doubt that a great disaster would 
there and then have happened. 

In the case of the Bradfield Beservoir, a compensation 
reservoir belonging to the Shefl&eld Waterworks, which 
burst in 1864, it had a drainage area of 4,300 acres and a 
waste-weir of 60ft., in a horseshoe form; and although 
the bursting of the embankment was due to other causes 
than the shortness of the waste-weir, there can be no 
•doubt that if the bank had been otherwise soundly con- 
structed upon ground which could not move, its failure 
would at some time have been imminent from this cause 
■alone. 

Although, perhaps, in the greater number of cases the 
waste-weir is made at one end of the bank, iii the solid 
^ound, it has been the practice of some engineers to 
oombine it with the structure necessary to be erected at 
the inner end of the discharge pipe or culvert, for the 
purpose of working the valves. This structure consists of 
an enlarged valve well, of such diameter that the circum- 
ference of its top course shall be of sufficient length for a 
waste-weir. This valve pit affords a ready and conve- 
nient access to the inner valve of the discharge pipe, and 
it admits also of the facility of drawing off the water at 
different heights, for the water near the top is generally 
betteif than that drawn from the bottom, and for this 
drawing-off purpose valve pits are sometimes built, 
although they are not made use of as waste-weirs. 
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SECTION IV. 

Discharge of Wateb fbom the Hesebyoib. 

There are two distinct prmciples involved in the practice 
of drawing off the water from a reservoir; the one is 
to discharge it through pipes laid so securely and so 
guardedly as to form a feature of stability equal to that 
of any other part of the reservoir — as the puddle wall, for 
instance, or the bank itself — thus rendering unnecessary 
any provision for inspection or repair, in the same way 
that one has to trust to the stability of construction of the 
puddle wall, where inspection is impossible. This mode 
of discharging the water was frequently adopted some 
years ago, but of late years not so much, if at all ; it 
consists of one or more lines of cast-iron pipes laid in the 
solid ground underneath the embankment from the foot of 
the inner slope to that of the outer one, with valves on 
them to control the discharge of water. Sometimes these 
valves are placed at the inner ends of the lines of pipes, 
and sometimes at the outer ends; the former position 
being the more secure and the latter the more convenient. 
Mere convenience, however, in reservoir works, cannot be 
much considered. 

When the valves were placed solely at the outer ends of 
the discharging pipes they were in duplicate, so that in 
case of one being out of working order the other might 
be used. When valves were so placed the mouth of the 
pipe within the reservoir had sometimes a conical plug 
suspended over it, so that it might be dropped into the 
mouth in case of emergency. With large pipes or great 
heads of water, the pressure on this plug would prevent 
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its "being raised again without very great power, if it were 
not that the main ping contains in its crown a smaller 
one, which, when it is desired to raise the ping again after 
nse, is first lifted, and, the valve at the outer end of the 
pipe being closed, the pipe is filled with water and the 
pressure on the large plug equalised, after which it i& 
easily raised. 

There are cases where this precaution of either valve or 
plug at the inner end of a line of discharge pipe is not 
taken, but these are cases of the boldest and most self- 
confident treatment, and verge, indeed, on the indiscreet ; 
and anything even approaching indiscretion in the con- 
struction of reservoirs is certainly to be discouraged. 

On this principle of drawing off the water the pipes are 
made unusually strong, the sockets unusually deep, the 
depth of lead unusually great, and everything, in fact, is 
done to render the pipe secure under its circumstances. 
On the other principle the pipe is not made a special 
feature of stability, but is enclosed in a culvert of masonry 
of such a size as to admit of inspection and repair of the 
pipe. It is quite evident that either pipe or culvert 
should be laid on an unyielding foundation. To admit the 
possibility of sinking in either case would be absurd. 
There have been a few cases where pipes have been care- 
lessly laid in this respect, but they have been condemned 
as bad construction. 

If we take first the principle of laying a bare pipe under 
the bank, it will be seen that an element of weakness 
presents itself in the liability of the water to follow the 
line of the pipe between its surface and the material 
adjoining it. To prevent this it is enclosed in clay 
puddle, and obstructions to this action of the water are 
placed at right angles round the pipe. The rims of the 
sockets themselves form a considerable obstruction to the 
passage of water, but an additional precaution is sometimes 
taken to place wider flanges, projecting say, six inches all 
round the pipe. 

The discharging pipes are laid not from the lowest level 
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of the reservoir, but at a level some feet above the bottom, 
and it is of advantage to lay another pipe from the bottom 
itself, which shall have its outlet in the stream below, so 
that the reservoir may be completely emptied when 
necessary. . 

Crossing the puddle trench is the great difficulty of the 
line of discharge pipe. The puddle will not carry weight, 
and the pipe has to be made to carry itself and all above 
it from side to side of the puddle trench, unless it be very 
wide, when a solid pier of masonry is brought up from 
the bottom of the trench in the centre, to afford a central 
bearing to the pipe. The transverse strength of this pipe 
is capable of estimation as well as any other cast-iron 
girder, for it becomes a cylindrical cast-iron girder, of 
such strength as to carry the load due to it, with, of course, 
in such a situation, a very large margin for contingencies. 

Mr. Bateman directed this difficulty to be met, in the 
case of the Halifax Waterworks, by bringing up a solid 
ashlar pier of the full width of the puddle trench, dressing 
down the sides of the trench where the masonry abuts 
against them, and filling the joint with cement. In the 
middle of this pier, lengthwise of the trench, an iron plate 
is brought up, projecting 12 in. beyond each face into the 
puddle, and standing up 18in. above the pipe, the joints 
between the iron plate and the masonry being filled in 
with cement, and other precautions were taken in passing 
the discharge pipe through the iron plate. 

There are not wanting on this subject, as on some 
others, differences of opinion as to the desirability of 
placing bare pipes under embankments. Culverts of 
masonry, it is said, are preferable, through which the 
water may be discharged either openly or through a pipe 
which can be got at for examination and repairs, and 
there are some very successful examples of this mode of 
construction on the Bradford Waterworks, designed and 
carried out by the late Mr. John W. Leather, of Leeds ; 
as good, perhaps, in design and execution as any in the 
country. 

n 
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• After the failure of the embankment of the Bradfield 
Beservoir of Shef&eld, where the disoharge pipes had been 
laid on the principle of trusting to the pipe, but where 
several precautions usually considered necessary had been 
omitted, it was very much the opinion of Mr. (now Sir) 
Bobert Bawlinson, who, with Mr. Beardmore, investigated 
the case on the part of the Government, that the bank 
failed because of defects in the discharging pipes, and 
Mr. Bawlinson went so far, in some general remarks on 
reservoirs, as to condemn in toto the principle of laying a 
bare pipe under an embankment, and urged strongly the 
necessity of enclosing the pipes in culvei-ts of masonry 
large enough to admit of workmen passing up them. 

One ought, however, to consider whether the larger 
culvert does not invite strains, requiring enormous resis- 
tAnce, which the comparatively small pipe does not, and 
which is therefore so far preferable. 

The joints of a large culvert are no doubt a source of 
weakness, and it is to this point chiefly, and to that of 
the plossibility of crushing the materials, that attention is 
drawn when considering whether a large culvert or a 
small pipe is preferable. 
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SECTION V. 

Approximate Cost of a Storage Eeservoir. 

To estimate approximately the cost of a reservoir for im- 
ponnding water by an earthen embankment, the following 
work would have to be taken into consideration : — 

Before depositing any earth, the seat of the embankment 
would have to be examined, and the top soil and all bo^y 
earth removed outside and reserved for spreading upon 
the outer slope. 

The depth of the puddle trench could not be exactly 
ascertained before the work is commenced ; but it would 
probably allow a considerable margin for contingencies if 
the depth were assumed to be, at the deepest part, equal to 
the height of the bank, and 10ft. at each end. 

Inasmuch as the depth to which the puddle trencfti would 
have to be excavated would not be known in beginning 
the work, the sides should be carried down vertically as 
far as the ground is of uncertain character, and until the 
ground below can be proved to be strong and suitable for 
the commencement of the puddling. 

In almost every case close-planking the sides of the 
trench would be necessary. When this is done by driving 
the planking vertically behind horizontal waling8,the depth 
to which the trench can be carried down of the full width 
is limited to the length of the runners used, for at the 
bottom of each set the new set of timbering must be com- 
menced Gin. or Sin. on each side within it, and when the 
depth of the trench is great, this continual narrowing does 
not leave sufficient width in the bottom, unless the width 
kt the top be made greater than is required for the thick- 

D 2 
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ness of the puddle. It is, therefore, better in these trenches 
of uncertain depth to lay the planking horizontally. 

In going down with the trench, water may be found to 
come in through fissures in the sides, on one side, or the 
bottom. As long as it comes through the bottom, the 
trench would be carried further down, so as to get com- 
pletely under the water, if possible ; but if it come through 
a fissure in the side only, that fissure would have been 
passed through, and may be caulked with cotton-waste or 
tow, or plugged with dry wood. 

If the water running into the trench can be stopped in 
this way, and the bottom is strong and likely to continue 
so, the clay may be got in and worked for puddle in thin 
layers all along the trench, doing the puddling more by 
labour than by water, enough of this only to soak the 
clay being allowed to run on to it ; the bulk of the water 
being conducted to the sump-hole from which it is to be 
pumped. The bottom of the trench for this reason shonld 
be inclined sufficient to carry off the water quickly. 
Strong springs of water met with in excavating a puddle 
trench can only be dealt with by special means ; but in 
nearly every case there will be water naturally soaking 
out of the adjacent ground when its balanced pressure 
is relieved, and it is necessary to lay the bottom dry by 
pumping before the puddling can be commenced. 

Nothing could be a worse beginning of the work than 
to throw a mass of puddled clay into a wet bottom ; it 
could not be united with the sides of the trench by 
treading, as it can be in the absence of water, and it might 
well be expected that the water in the ground on the 
upper side of the puddle would, in that case, rise on its 
outer side between the puddle and the outer side of the 
trench; whereas, when once the puddle has been well 
worked of a stiff consistence, water cannot pass it or act 
upon it ; but if, in the first instance, water is in excess, a 
way is prepared for a future run which would carry with 
it small portions of the clay continually. 

If the trench cannot be kept free from water while the 
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puddling is being done, it is necessary to protect it from 
future contact with water by a facing of concrete and a 
concrete bed — ^althougb, as to the bed, the motion of the 
water in the bottom carries with it the cement or lime, 
and leaves little but a mass of loose materials, nnless, in 
the first instance, a drain-pipe be laid nnder the concrete 
bed to take the water to the pnmping-engine. 

In order to estimate approximately beforehand to what 
depth the paddle trench will require to be excavated, 
borings should be made along the centre line of the em- 
bankment down to and 12fr. into retentive ground; this 
latter because it would not do to rest the puddle on merely 
a thin stratum of retentive ground, which might have 
immediately under it a pervious stratum tlirough which 
water might pass out under the puddle. 

The borings having indicated the surface of the retentive 
ground, the excavation is to be carried 6ft. into it ; and if 
the borings have truly proved the surface there will then 
be an assurance of at least 6ft. of sound ground under the 
puddle. Notwithstanding the borings, however, which 
are only useful as indicating beforehand the quantity of 
work to be done, the excavation itself must prove whether 
it is necessary to carry it still lower than had been approxi- 
mately estimated. 

It is not the bottom at the middle of the bank only that 
has to be carefully examined — ^the hill-sides on which the 
embankment abuts require examination far into them, or 
at least on that side where the strata are faulty. One of 
the Manchester reservoirs is said never to have been filled, 
because, as is supposed, the water, after rising to a certain 
level, passes round the end of the bank, behind the puddle, 
through loose strata. It is necessary, therefore, to carry 
the puddle trench far into the hill- side, where such ground 
exists at the site of the embankment. 

As an example from which to estimate approximately 
the cost per million cubic feet of storage-room — ^and that 
is, perhaps, the most convenient form in which a general 
estimate can be attempted — one may be taken which 
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would be sufficient to equalise the flow of the Btreams from 
an area of 2,000 acres during three consecutive years of 
least rainfall in a locality where 33in. is the average 
annual fall of a long series of years ; and where, also, the 
character of the rainfall and the ground are such that 180 
would be the proper number of days' storage of the average 
daily yield of those three years, the site being understood 
to have the proportions already stated as being approxi- 
mate to an average of many examples. 

In such a case the available depth of a year's rainfall 
would be 13in., if from 14in. to 15in. be allowed for 
evaporation and other forms of loss, and from 5in. to Gin. 
of the 33in. as being in excess of the average of the three 
years to be reckoned upon. The area from which the 
water would proceed being 2,000 acres, the yearly amount 
would be 94,380,000 cubic feet, and the daily average yield 
258,575 cubic feet. 

To contain 180 days' supply, therefore, of this quantity, 
the capacity of the reservoir would be 46 J million cubic 
feet. This would be impounded by an embankment 600ft. 
long and 60ft. high at the middle of its length. If the top 
width be made 20ft., the inner slope 3 to 1 and the outer 
slope 2 to 1, the extreme width of the seat of the bank 
would be 320ft. nearly (rather less, because the level of 
the ground at the toe of the inner slope is somewhat 
higher than at the toe of the outer slope, and because the 
inner slope is flatter than the outer one) ; and the area to 
be cleared of objectionable material, to a depth of, say, 
8in. vertically, would be about 12,000 sq. yds. 

If the thickness of the puddle wall at the top be made 
7ft., and the batter of the two sides 1 in 8, the width of 
the puddle trench at the lowest part of the ground would 
be 15ft. nearly, and 7ft. at the ends. The depth in 
different parts of the trench would vary according to the 
ground met with, but would be, in general, deepest near 
the middloj and if at the middle point the depth be 
assumed to be equal to the height of the bank — 60ft. in 
the present example — and 10ft. at the ends of the bank, 
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a line drawn straight between these lowest points would 
probably equalise the steps in which, practically, the 
bottom would be cut, and would represent the average 
depth. The excavation of the puddle trench would then 
be, if the sides were carried down vertically, about 
8,000 cubic yards. The quantity of puddle below the 
ground would be the same. Above the ground the puddle 
wall would be about 6,000 cubic yards, and the total 
quantity of puddle 14,000 cubic yards. 

The embankment would be 80,000 cubic yards including 
the puddle wall, and deducting that the quantity would be 
74,000 cubic yards. The embankment, less the puddle 
wall, is taken in one, because, although the material con- 
sists of three kinds — viz., a toe of rough stone at the foot 
of each slope, selected material on each side of the puddle 
wall, and the remainder of the earth, each of which would 
be estimated at its own price when it had been ascertained 
from what part of the site each kind of material would be 
procured — yet in a general estimate the distinction can 
hardly be made. There would be, however, in this 
example 8,000 cubic yards of rough stone, 24,000 cubic 
yards of selected material, and the remainder would be 
42,000 cubic yards. 

If there are to be two discharges from the same reser- 
voir — ^viz., one for supply and the other for compensation 
to the stream — the supply pipe would be laid through the 
discharge culvert, up to the valve tower at its inner end, 
whether it be situated in the reservoir, clear of the 
embankment, or built within the embankment itself. 
The former is the better plan. The best position of the 
discharge pipe or culvert, or the line along which it 
should be laid, demands the most serious consideration in 
every case, in order to hit the happy medium which 
combines security with economy. 

The level at which it must necessarily be laid being 
near the bottom of the reservoir, and the puddle trench 
being almost as necessarily sunk much below that level, 
the pipe or culvert^ when laid near the middle of the 
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bank, must cross the puddle trench at a considerable 
height above the bottom, and right through the mass of 
puddle. This is the plan -which was formeily adopted, 
whether the discharge pipe was inclosed in a culvert of 
masonr^r or was laid bare in the ground ; but as it was 
necessary to support the pipe or culvert across the trench 
upon a more solid foundation than the puddle itself 
afforded, the unequal settlements which took place when 
the bank had been made to its full height tended to 
fracture the work. 

To obviate this, straight vertical joints completely 
across the whole structure of the culvert were sometimes 
provided at the points where the unequal settlements 
would be likely to occur — slip joints — so that the portion 
of the culvert between the slip joints might settle bodily 
and evenly. In the same way the brickwork of railway 
and other tunnels driven through yielding ground is 
made with a straight joint at the end of every length, 
instead of leaving toothing for the next length, which is 
proper enough, and more sightly when finished, where 
the ground is in unyielding rock. 

This provision of a straight joint, however, in the case 
of reservoir embankments, has sometimes not had the ex- 
pected effect, owing to the uncertainty of the direction 
in which the settlements take place, there being hori- 
zontal as well as vertical movements of the earth above 
the culvert. The culvert,' therefore, should not cross the 
puddle trench at any great height, if at all, above the 
bottom of the trench. This consideration drives the 
position a long way from the middle of the bank, as is 
bhown in Fig. 7, in order to lay the culvert in the solid 
ground. 

The bottom of the reservoir, to a height of 14ft. or 15ft. 
above the lowest point, contains but little water — say in 
this case half a million cubic feet. It is not necessary, 
therefore, to lay the discharge pipe lower than is sufficient 
to draw off the water to this level, 8<y 40ft. below the 
top- water level, and the lowest sluice should be, say, 3ft. 
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below this level, to give a head of entrance into the pipe, 
thus fixing the level of the upper end of the discharge 
pipe at 43ft. below the top-water level of the reservoir, 
by which means 
46,000,000 cubic 
feet of water can 
be drawn off from 
a full reservoir. If 
the invert of the 
culvert be laid 2ft. 
lower than the 
pipe, it would form 
a channel for the 
compensation wa- 
ter to be discharged 
into the stream. To 
determine the size 
of the culvert, that 
of the supply-pipe 
must first be found. 
The daily quantity 
of water due to 13in. rainfall on 2,000 acres of ground is, 
as before found, 258,570 cubic feet. 

If one-third be discharged into the stream as compensa- 
tion, the quantity passing through the pipe would be 
172,380 cubic feet per day. If the mean daily velocity 
through the pipe be made 2 ft. per second, the diameter 
found from these data would be 15in. In assigning room 
for the 15in. pipe, which would be laid before the arch 
of the culvert is turned over it, it should be considered 
that it might be possible at some future time that it would 
be necessary to cut out, remove, and replace one of the 
pipes, in which case more room would be required than 
is necessary for laying the pipe in the first instance; 
the width and height, therefore, should be sufficient for 
this — say 6ft. wide, and 5Jft. high. The best form would 
be that shown in Fig. 8. The pipe would be supported 
above the bottom of the culvert, which might be by cast- 
iron girders built into the walls. 
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The width of the trench for the culvert would he about 
10ft., and it should be made straight as far as it extends 
under the embankment, 
and some distance away 
from the foot of each 
slope, as ehown from A 
. to B in Fig. 7 ; but ei- 
caTation may be saved 
towards the ends by in- 
clining them inwards 
from the points A and 
B to C and D respec- 
tively. 

In laying the calvert 
in the trench thns ex- 
cavated in the solid 
ground at such a depth 
below the head of water, 
F g- 8. every possible care is to 

be taken to prevent the 
water finding a way outside it, and for this purpose gravel 
pnddle Is a suitable material with which to solidly fill 
every space not completely occnpied by the masonry. It 
may be thought that concrete is a more suitable material 
for this purpose, and in any case the invert of the culvert 
wonld be laid on a bed of concrete, unless the gr«nnd 
oonsiet of a solid rock ; but for filling in the spaces 
between the back of the masonry and the sides of tho 
trench gravel puddle is a better material, inasmuch as it 
can be made more compact and watertight in such a 
situation. 

The valvo-tower at the upper end of the discharge 
culvert may be of brickwork 18in. thick, 6ft;. diameter 
inbide. The lowest valve being 43ft. telow the top- 
water level; there might he three more above it, at 
30ft., 20ft., and lOft. below that level, so -that the water 
can be drawn off from near the surface at all times. 
These would all communicate with one descending pipe 
treoted within the valve-tower, from the top of which 
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they would be worked, a light iron footbiidge affording 
access from the top of the bank. Side by side with the 
lowest valve would be another for drawing off the com- 
pensation water. This should be of larger size than the 
supply-pipe; in this case it might be 2ft. diameter, if 
circular, but a rectangular form is preferable. 

The inside slope of the embankment would be covered 
with rough stones, the interstices being filled with smaller 
broken stone, forming a protection to the earth from the 
wash of water. The area to be so covered would be 
about 6,000 sq. yds. The outer slope, to be soiled, would 
be about 4,000 sq. yds., and, including a grass border on 
each side of the road to be formed on the top of the 
embankment, the quantity would be 4,800 sq. yds. 




Fig. 9. 

A more important part of the work is the waste-weir 
and bye- wash. For such a drainage area as that assumed 
the length should not be less than 60ft. The bye-wash 
may be nearly wholly of concrete, of the form shown in 
Fig. 9. 

By forming the bye-wash in a series of ponds, of not 
more than 6ft. difference of level between them, the 
descent of the water, in the heaviest flood, may be suffi- 
ciently checked, and it may be gradually let down to the 
stream below the embankment without injury. 

A large body of water may be dealt with safely if it be 
prevented acquiring a too great velocity. Each of the 
steps shown in the sketch forms an independent pond into 
which the water falls from a moderate height. The 
general inclination is, in the example, 1 in 8, each step 
6ft., and the length from step to step nearly 48ft. 
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There would be, in a flood, a great body of water, but 
no great velocity in any part of the channel ; and, except 
for the overfall sills, which should be of stone, the whole 
of the bye- wash may safely be formed of concrete. If the 
width at the level of each overfall sill be made 30ft., or 
half the length of the weir, when the water is flowing 
2ft. deep over the weir, the corresponding depth over 
the sills would be 3* 17ft. 

The land occupied by the whole reservoir would be, on 
the scale previoiiply referred to, about 50 acres. 

The estimate would stand thus ; — 

Quantity. Price. 

«. <Z. £ 

Clearing seat of embankment .. 12,000 sq.y^ 2 100 

Excavation of puddle trench .. 8,000 c. >d. 5 2.000 

Clay puddle 14,000 „ 2 6 IJTSO 

Embankment 74,000 „ 1 6 6,550 

Eoad over embankment .. .. 800 sq. yd. 2 80 

Pitching inner slope 6.000 „ 2 600 

Soiling outer slope 4,800 „ 2 40 

Excavation for culvei*t and valve- 
tower 4.500 c. yd. 4 900 

Ditto for bye-wash 4,000 „ 10 200 

Concrete in foundations .. .. ^00 „ (? 90 

Ditto in bye-wash 2,200 „ 7 770 

Brickwork in culvert and valve- 
tower 700 „ 2t 840 

Gravel puddle 500 ., 4 100 

Stone sills, caps, coping, &c .. 1,500 c. ft. 2 150 

Valves, &c 150 

Footbridge 180 

Gaugt-weir 100 

£13,600 
Contingencies 1,400 

15,000 
Land and fencing 5,000 

£20,000 

This would be at the rate of £435 per million cubic feet 
of storage-room, for works and land, but as, perhaps, 
there might be required as much as £2,000 for expenses 
outside these, the whole cost per million cubic feet 
would be £478. 
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SECTION VI. 

Concrete for Embankments and Dams. 

Where reservoirs are desired to be made in pituations 
which afford no clay for puddle, and nothing but loose 
earth and stone for the embankment, the use of concrete * 
may be extended, in forming the bulk of an embankment 
or dam. Where the range of stone is extensive and 
massive, and is bedded, it may be more advantageously 
cut into blocks for setting as proper masonry. The 
materials of the immediate site, whatever they are, are 
those only which can be used with economy for the main 
portion of a reservoir embankment. Where these consist 
of stone, in any form, they may be used either by way of 
setting, in such blocks as can be procured, or they may 
be broken up for concrete, and used for the bulk of the 
embankment. The material is heavier than earth, and less 
liable to slip, and for both these reasons it may be used in 
bulk of less magnitude, with the same degree of resistance. 
Concrete may fairly be taken to weigh 1201b. per 
cubic foot at the least, and much more with some kinds 
of stone, while 961b. per cubic foot is a heavy average 
for earth. The weights of stone of various kinds are 
approximately as follows, per cubic foot in the solid state, 
viz.: basalt, 1801b.; granite, 1661b.; mountain lime- 
stone, 1701b.; clay slate, 1801b.; trap, 1701b.; sand- 
stone, 1441b. as an average, but some kinds are only 
1301b.; chalk, 1601b. When broken up for concrete 
into pieces of about 4 cubic inches, the space occupied by 
a cubic foot of solid stone extends to about 1 J cubic foot, 
more or less as the pieces are moved about amongst each 
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other BO that the angles interlock, and the quantity of 
sand, or fine gravel and sand, with which the intersticeii 
may be filled, varies accordingly. 

The cementing substance required to combine the mass 
must be such as will set under water. The beds of blue- 
lias limestone furnish a hydrate of lime which has this 
property in a degree sufficient for the purpose ; and so, 
indeed, have some parts of the Wenlock limestone and the 
gray chalk ; but in other situations, where the cementing 
substance must be brought from a distance, Portland 
cement will be the most proper material, for the reason 
that the less the weight to be carried to the spot tho 
better, and that Portland cement will bear a larger pro- 
portion of sand. 

Biver-sand, if clean, is better than pit-sand, but it is by 
no means safe to assume, as is sometimes done, that all river- 
sand is better than pit-sand, inasmuch as it often contains 
vegetable and animal fibre in injurious quantity, which 
cannot be separated from it by any ordinary or eco- 
nomical means. The only means of separating objection- 
able matter from sand to be used for mortar or concrete 
is washing it, and river-sand has already had, before it is 
procured, more washing than can be artificially given to 
it, and if the objectionable woody fibre, rags, wool, hair, 
&c., remain in; it where it is procurable, they may bo 
considered as being inseparable; and sand containing 
these, or any of them, in considerable quantity, is unfit 
for this purpose. 

The only way to get rid of the organic matter in river- 
sand would be to bum it out, but that would be a process 
too costly to be carried out. Pit-sand, on the contrary, is 
free from these, but contains too much earthy matter, 
which requires washing out of it. It is not always possible 
to do this entirely, with any degree of economy, for in 
many cases the quantity of clean sand left after the opera- 
tion of thorough washing would be so small as not to be 
worth having at the price it would cost ; and when neither 
clean river-sand nor good pit-sand is procurable, crushed 
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sandstone may be used ; but it is not a good material for 
the purpose, inasmucli as that any stone which can be 
crushed into sand contains much earthy matter. Sand 
procured in this way is, of course, costly, but even then 
it is not of good quality, and either of the other kinds is 
to be preferred to it, when cleansed. 

There is another source from which the necessary fine 
material for concrete may be procured. Clay may be 
burnt as it is dug out of the ground, at an almost small 
expense, and if well burnt may be crushed into a fine 
material resembling sand, which, although not so good a 
material as cleati sand, is preferable to some others, inas- 
much as it is absolutely clean ; its fault is that it is 
absorbent, and, if not well burnt, too much so for use. 
Crushed engine-cinders form another material of similar 
character, and equally good if procured clean, and con- 
sisting of engine-cinders only ; house-ashes are, of course, 
inadmissible under any circ am stances. 

The immediate purpose for which concrete is intended 
to be used seems to be not always kept in view in speci- 
fying the proportions of its several components. ' ' 

Where it is used as a foundation to carry weight, or more 
properly to distribute weight over a larger area of founda- 
tion, much sand is to be avoided, inasmuch as it weakens 
the coherence of the materials as a whole. It is better in 
this case to use the cementing substance for the purpose 
of the adherence of the parts of the larger material to 
each other, and, instead of driving them asunder by inter- 
posing sand, to bring them as close together as possible, 
and let each piece of the larger material be coated with 
its due proportion of cementing substance. If, after the 
larger material had been brought as nearly into contact as 
is practicable, the space of the remaining interstices could 
be known, they might with advantage be filled ; but, as 
they could not be known, the probability is that, if filled 
at all, they would be over-filled, and the larger part of 
the material driven asunder, so that it is probably better 
to avoid sand altogether. 
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But where concrete is intended to be used as a wall to 
prevent the passage of water, the interstices of the ma- 
terial require filling up, and it is important to know 
what relation of space they bear to the solid material, 
or to the whole mass, in order that they may be com- 
pletely filled. 

It is understood, and is to be insisted upon as a point 
of the very greatest importance, that the materials with 
which concrete is to be made must be clean : no good con- 
crete, of any sort whatever, can be made without attention 
to this point. 

Small angular stones lie closer together than rounded 
gravel-stones, if means are taken to press them together ; 
but not so without such means. When loosely tipped in 
a heap, the interstices are larger with angular stones than 
with gravel, which, without ramming, settles itself to as 
great a degree of compactness as it is capable of ; whereas 
the other material can be much compacted by ramming. 
Eamming clean gravel is detrimental rather than useful, 
inasmuch as it merely displaces the parts of the material 
without bringing them closer together as a whole. 

If the material be neither angular nor much rounded, 
as becu^h-shingle, it is of intermediate character in this 
respect, and may be rammed with some advantage. 

If the material were perfect spheres the spaces amongst 
them could be calculated exactly, thus 

The distance, A B, Fig. 10 (next page), is the diameter of 
a ball ; A C being half the diameter, and B C the transverse 
distance apart of the rows of balls, = V^S^~— ~A~C^, the 
longitudinal distance being the diameter of a ball. In 
the vertical arrangement. Fig. 11, the height B C = 
,/ A B* — A C^ as before, and the cubic space occupied 
by each ball is A B x B C^. 

If the balls are 1 in. diameter, the distance B C = 
^ 12 «. .52= -866 in. The vertical height is the same, 
and the space occupied by one ball is 1 x ('866)2 =:*75 
cubic inch. The solid sphere, 1 in. diameter, is '6236 
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cubio inch, leaving a spaoe around each ball of *75 — 
- 5236 = * 2264 cubic inch, and the ratio of the hollow space 
to the whole space occupied is * 2264 to * 75, or 30 per cent. 
If the balls are 2 in. diameter, the distance apart of the 
rows of balls is V 2=* - 1* = 1-732 in., both horizontally 
and vertically, and the space occupied by each ball is 2 x 
(!• 732)2 -- 5 chbic inches. The solid sphere is pro- 
portional to the cube of its diameter, or to 2^ = 8, and is 
•5236 X 8 = 4*188 cubic inches, and the ratio of the 
hollow space to the whole space occupied is 1 * 812 to 6, or 
30 per cent., as before. If the balls are 3 in. diameter, 
the percentage is the same. The distance apart of the 

rows is V 3^ — (1*5)^ = 2*598 in., and the space occupied 





Fig. 10. 



Fig. 11. 



by each ball is 3 x (2-598)2 = 20-25 cubic inch. The 
solid sphere is -5236 x 3^ = 14-137 cubic inches, leaving a 
space around each ball of 20-25 — 14-137 = 6-113 cubic 
inches, and the ratio of the hollow space to the whole space 
is 6-113 to 20-25, or 30 per cent. 

These may be compared with some trials of the pro- 
portions of sand and shiugle at the Portsmouth Dock- 
yard Extension works, given by Mr. Colson * in a paper 
read at the Institution of Civil Engineers in February, 
1881, where 15 samples of shingle of 1 cubic foot each, 
from various localities — viz., from Langston Harboui*, 
Browndown, and Portsmouth Harbour — were tried, and 
which showed that it required, on the average of the 15 
samples from the above-named localities, 38 - 4 per cent, of 

* C. Colaon, Esq., M.Iiiflt.C.B. 

K 



50 CONCRETE FOR EMBANKMENTS AND DAMS. 

Fand to fill the interstices, or 2*630 parts of shingle to 

1 of sand. There was 63 "3 per cent, of sand in the 
material as procured and nsed in the dock walls and other 
parts of the work, or 1*875 of shingle to 1 of sand; but 
in the trials the quantity of sand was reduced to that 
which was sufficient only to fill the interstices of the 
shingle, with the above results. At the same time 26 
trials were made of the quantity of cement required to 
fill the interstices of the sand for mortar, which showed 
a proportion of 36*4 parts of cement to 100 of sand, or 

2 • 715 of sand to 1 of cement. 

Mr. Deacon * of Liverpool, made some trials of concrete 
used in the foundation of roadways, given in a paper 
read by him at the Institution in April, 1879. The 
concrete consisted of 8 parts of broken stone, 6 parts of 
gravel, and 1 of cement, making a mass, when mixed and 
beaten together, of 11 parts of stone and gravel to 1 of set 
cement; from which it would seem, the cement being 
included in the 11 parts, that it required 3 parts of gravel 
(containing half a part of cement) to fill the interstices of 
the broken stone, there being in the produced mass 3 parts 
of gravel more than was sufficient to fill the interstices. 
The percentage of space of the interstices of the broken 
stone to the whole mass was thus 3 to 11, or 27 • 27 per cent. 

When the quantity of sand and cement is considerably 
in excess of that required to fill the interstices of the 
larger material, as in this latter case and in the walls of 
the Portsmouth Dockyard extension, it takes the form of 
a matrix in which are embedded the larger pieces* of 
material, and thus becomes or resembles rubble masont^% 
such as is found in the old castle-walls and Boman build- 
ings, in which pieces of rough stone are embedded in a 
coarse mort&r. This is the form which concrete walls should 
take which are intended to retain water in a reservoir. 
Concrete haM not hitherto been used to form a reservoir em- 
bankment Entirely, but during the last- few years it has been 
used to protect the puddle walls of earthen embankments. 

* G. F. Deacon, Esq., M.Iii8t.0.E. 
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SECTION VIL 

Stream Gauges. 

The watershed line along the tops of hills sheds the 
rainfall in opposite directions into different valleys — ^the 
basin, when taken as a whole, in each case, from source 
to sea ; or the catchment area, or drainage area, or water- 
shed area, when a part only is dealt witk. 

Of the rain falling upon this watershed area and running 
off in streams, some is lost by evaporation in the atmosphere 
and absorption into the ground before it arrives at the 
point down to which the area is calculated, and the 
(Xuahtity lost can only be ascertained by gauging the 
flow of the streams and comparing the quantity so found 
Avith the whole quantity due to the area and depth of 
rainfall. The quantity lost varies with the declivity and 
character of the ground. 

After a sufficient number of gaugings of th^ streams has 
been made, the practical quantity which can be depended 
upon may be ascertained. Such gauges, being of a tem- 
porary nature, may be made with planks, the joints being 
grooved and tongued, and the whole bolted together and 
stiffened with battens. A stream should be gauged daily 
at least once, but that is not sufficiently ofteii for accuracy, 
for within twenty-four hours the depth of water flowing 
over the gauge may vary greatly. Twice a day, or three 
times, is not too often — say at 6 A.K, 1 p.m.*, and 8 p.m. — 
and even these frequent observations need to be supple- 
mented by notes of the beginning and end of rains suffi- 
ciently heavy to influence the stream of water ; but these 
are not so necessary if the twenty-four hours be divided 

£ 2 
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into three equal periods of time for the observations of the 
depth. 

In any gauge of this sort, whether temporary or perma- 
nent, it is necessary to dam up the stream of water and 
form a considerable pond in which the water may expand 
itself and flow out quietly over the gauge, and from as 
nearly still water as possible. If this precaution be not 
taken the velocity of the water before arriving at the 
gauge would have to be measured at the time of every 
observation, and this would admit numerous possibilities 
of error. 

Hydraulicians have measured the actual quantities of 
water flowing over weirs and notches in thin plates and 
plank-gauges, by receiving into a large tank below the 
gauge all the water flowing over it in a given time at 
various depths, every condition of the flow of water and 
the construction of the gauge being observed at the same 
time — such as the width of the gauge with reference to 
the width of the pond ; the thickness of the lip or sill 
over which the water flows; whether the edge be hori- 
zontal, crosswise of the gauge, or bevelled off, and if 
bevelled, which direction, whether outside or inside ; and 
the same with respect to the ends of the openings ; the 
velocity of the current (if any) before arriving at the 
^auge; and whether the depth recorded be that from 
-the surface of the water in the pond or that directly over 
the sill of the weir or in the notch ; because this latter is 
^always considerably less. than the former, and requires 
the application of a diflerent rule, and not one of these 
particulars can be omitted to be recorded if the gaugings 
Are to have the value which the labour bestowed upon 
them would otherwise give them. 

The depths have been mostly measured from still water, 
«bnd the results have been formulated accordingly ; but it 
is not sufficient to assume that this has always been the 
depth measured, unless it has been expressly stated so. 
Some of the experiments have been made over thin plates 
of copper or iron, some over thicker plates of iron, some 
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over boards of various tliickiiesses, and as these and other 
particulars have varied, the actual quantities passing into 
the outer tanks have varied for the same depths ; and in 
adopting a thickness of the lip of the gauge, regard should 
be had to the conditions of the experiments relied upon, 
so as to place the gauge under similar conditions to those 
of one set or another of these. 

Almost any set of experiments may be relied upon if 
the conditions under which they were made be duly 
observed ; but if they be taken together indiscriminately 
they form nothing better than a muddle of facts from 
which nothing certain can be determined. For this 
reason, in fixing a temporary plank-gauge, for instance, 
where the water can be dammed up into a pond large 
enough to prevent it reaching the gauge with any distinct 
current, 2iu. is a better thickness than 3in., because a 
greater number of accurate experiments has been made 
over planks 2in. thick than over 3in. planks. 

And with reference to other experiments, the same pre- 
caution should be taken. Mr. Black well's * experiments 
were made over various thicknesses of lip and widths of 
sill, thin plates, 2in. planks, and wide-crested weirs, and 
over various lengths of gauge with the same depth of water, 
— 3ft., 6ft. and 10ft. Those over 2in. planks were 120 or 
more in number, from lin. to 14in. in depth. 

Those experiments of Mr. Black well, above referred to, 
were made on the Ken net and Avon Canal, and were made 
from a still head of water ; but it will often happen in 
gauging streams that a pond large enough to effect this 
cannot be made, and in that case a set of experiments — 
also over a gauge 2in. thick, of iron — made at one of the 
reservoirs of the Bristol Waterworks, more resemble the 
conditions of temporary stream gauges, the pond being 
not so large, and the water arriving at the gauge with 
some current, though not much. The co-efficients found 
from these experiments were therefore greater than those 
found from the experiments first referred to. 
* The liite T. E. Blackwell, M.InstC.E. 
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This latter set of experiments was made by Mr. Black- 
well in conjunction with the late Mr. James Simpson, 
the engineer of the Bristol Waterworks, who furnished to 
him a set of observations he had previously made on the 
same weir, which is the weir of the gauge-basin of the 
Chew Magna Eeservoir, and is 10ft. long. The experi- 
ments were about 60 in number, from lin. to 9in. in depth.' 

If it is intended to rely upon those experiments which 
have been made over thin plates, the number of which- is, 
perhaps, greater than has been made with planks of any 
thickness, although most of those over thin plates have 
been on a smaller scale, a strip of sheet-iron may be 
screwed on, on the upper side of a plank-gauge ; but in 
that case it should project clearly beyond the edge of the 
plank, so that the edge of the plank may have no influence 
upon the flow of water, and when a strip of iron is thus 
attached on the upper side of the opening, the edges of 
the plank should be bevelled outwards, away from the 
iron plate. 

With reference to the dimensions of a gauge, regard 
must be had to the area of the drainage ground and to 
the probable variation in the rate of flow of the water. 
The gauge must allow floods to pass through it or over it, 
and at the same time it must be small enough in width to 
gauge the dry-weather flow. The one quantity may be 
a thousand times more than the other. 

The variations being so great, it is necessary to confine 
the smaller quantities to a less width than that of the full 
gauge, by making a notch in the gauge of such limited 
width as will afford a measurable depth, and one which 
will accord nearly with some of the depths which have 
been experimented upon. 

The width of the notch, as well as that of the whole 
gauge, should be apportioned in some degree to the area 
of ground from which the water flows. To take, for an 
instance, 300 acres, there may flow from it as small a 
quantity as 10 cubic feet per minute, or less, and a flood 
may amount to 9,000 or 10,000 cubic feet per minute. If 
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the notch be made 2ft. wide, 10 cubic feet per minute 
would pass through it with a depth of lin., or there- 
abouts; and if the depth of the notch be 6in., the 
quantity would be about 140 cubic feet per minute when 
running full. A considerable rainfall would then have 
taken place. Greater quantities of water than this 
would extend over the whole width of the gauge. 

To avoid errors, it is well not to subdivide the width, 
and form more than one notch. If the full width be made 
6ft., the gauge would pass 3,000 cubic feet per minute when 
running 1ft. 9in. deep, and this would be deep enough for 
the full depth of the gauge, in consideration of its strength. 

Floods greater than 10 cubic feet per minute per acre 
of the drainage ground would pass over the top of the 
gauge, and could not, perhaps, be accurately measured ; but 
the gauge ought to be so set that a proper record of the 
depth can be made, and some tolerably approximate esti- 
mate made of even the greatest flood. 

To resist floods, the gauge must be secured in masonry 
walls at the ends, the ends of the plank-gauge being built 
into them, or by piling, according to the nature of the 
ground. The first thing to be done in fixing the gauge is 
to divert the water from its channel, if possible ; but if 
not, to divert it from each half alternately, by a clay dam, 
and to pump out the water and excavate a trench across 
the bed of the stream and well into the banks on each 
side, of a width of about 3ft. and about the same depth, 
to be filled with puddled clay ; and when a depth of 2ft. 
of puddle has been formed in the bottom, the gauge 
should be set level upon it, and the filling of the trench 
on the upper side of the gauge completed up to the bed of 
the stream. 

On the lower side the puddle will be covered with 
the pitching-stones of the apron, the top of which should 
be at least Gin. below the notch. If the pitching-stones 
are ISin. deep, this makes the depth of the gauge below 
the notch 2ft. If the depth of the notch be 6in., and 
the top of the gauge 1ft. 9in. above the top of it, the 
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-whole depth of the gauge at the ends will he 4ft. Sin, 
The lengUi of the gauge T(-ould be 20ft., the faces of the 
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abutment oralis between which it is fixed being 18ft. 
apart, and each end of the gauge should be built Ift. into 
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the walls. Such a gauge might be made of 3in« planks, 
the edges being reduced to 2in., unless thin iron plates be 
attached. It would require to be strongly battened, and 
it should be supported by piles, 12 by 12, in the positions 
shown in diagram on the preceding page, strutted from 
other piles in the banks of the stream. To allow the 
greatest flood to pass over the top of the gauge with a 
depth not exceeding 15in.,the total length between the 
walls would require to be 18ft., and the walls should be 
carried up to that height above the top of the gauge, and 
as far into the banks as to prevent the passage of water 
round them. 

It must not be overlooked that the depth of the puddle- 
trench' named, 3ft. below the bed of the stream, is but 
little, considering the height of the water above it in a 
flood, which might be 4^ft. or 5ft., and it is possible that 
the water might blow a hole through the ground under 
the puddle. It is a contingency to be considered, but 
it is not a. thing which would probably occur, and the 
apprehension of it need not prevent a gauge being fixed 
in the manner described. At the same time, if circum- 
stances are favourable, it might be better to carry the 
puddle-trench deeper. 

In the case of a very loose bottom of sand and gravel — 
but not in a compacted gravelly-clay bottom — a row of 
sheet-piling would be preferable to a puddle-trench, for 
which 3in. deals would be sufficient, and if the bottom is 
silt, wholly or in great part, piling becomes a necessity, 
as in such ground the water would be very likely to flow 
out under the puddle. It is important that the gauge 
not only be set level from end to end, but that it remain 
so, and a gauge of this length should be supported by 
two intermediate bearing piles, or large stakes, driven 
into the bed of the stream, 4in. to Gin. square, or 5in. to 
7in. diameter ; and these intermediate supports are equally 
necessary, whatever the ground may be. 

The dimensions of the gauge shown in the diagrams 
are suitable for an area of 300 acres or thereabouts, and 
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for larger areas it will be preferable to gange the quan- 
tity of water at two or more different points of the area 
if more than one stream proceed from it, rather than, 
for a temporary gauge, to place one to command the 
whole area ; for a plank-gange cannot well be made longer 
than about 20fk., or wider than 4ft. or 5ft. 

Below the bottom of the notch 2ft. is little enough, 
while 2ft. above the top of it is high enough, in considera- 
tion of its strength to resist a flood, and, indeed, this it 
would not do, with these dimensions, unless firmly sup- 
ported laterally near the middle, either by struts from the 
banks or by raking struts from piles driven into the bed 
of the stream, or by raking walls built in the same posi- 
tions. The planking, indeed, is to be looked upon as being 
merely a watertight shield, without lateral strength. 

The width of the pond immediately above the gauge 
should be considerably wider than the total length of the 
gauge— in this case not less than 30ft. — and +iie depth of 
water should be measured at a distance of 6ft. above the 
gauge, for which purpose a stake should be driven as far 
from the edge of the pond as will allow the divisions of 
the scale to be distinctly read, and on the stake a scale 
divided into hundredths of a foot, or into tenths of an 
inch, should be fixed with its zero level with the bottom 
of the notch. 

The depth of the water passing over the gauge-weir 
affectis the quantity in two respects; first, as being 
directly proportionate to the quantity, as the width is, the 
two dimensions forming the sectional area calculated 
upon; and, secondly, it affects the quantity as being a 
measure of the velocity with which the water passes 
over, this being proportionate to the square root of the 
depth. 

Dividing the cubic quantities measured in a tank, 
which have passed over the ^auge-weir at known depths, 
by all the dimensions before stated, numbers result which 
are the constant multipliers required to convert the 
general formula to practical use. 
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If c = the constant multiplier. 

VD ^ the width of the gauge in feet. 

d = the depth of water in inches. 

Q = the quantity in cubic feet per minute. 

Q = c m; d jjd = c w /)/d^ 
The values of c, derived from Mr. Blackweirs experi- 
ments before mentioned, made on the Kennet and Avon 
Canal, are as follow for 2in.-plank weirs, and lor iron 
plates -^in, thick. 

Values of c. 

Depths. 2hi. plank«. Thin plates. 

lin 3-50 .. .. 5-72 

2in 4-25 .. .. 5*70 

Sin 4-44 .. .. 4-91 

4in 4-44 .. .. 4-90 

.Mn 4-62 .. .. 4-83 

6iti 4-57 .. .. 4-57 

7in 4*61 

Sin .. 4-48 .. .. 4-48 

9m 4-44 .. .. 4-08 

These are the means of the values obtained for the several 
widths of 3ft., 6t., and 10ft., in the case of 2in. planks, 
and of 3ft. and 10ft. in that of thin plates. It is not, as a 
rule, advisable to take averages upon which to base future 
calculations — that is to say, averages of results, although 
each result should be the average of a number of experi- 
mental observations of the same thing, to insure accuracy. 
But in this case it may be observed, on an examination of 
the experiments, that there is less reason to refrain from 
adopting an average of lengths than of depths; the 
depths, therefore, and their corresponding co-efficients, are 
given in detail, while, in respect of width of opening, the 
means of the values of the several co-efficients are set 
down. 

Mr. Beardmore, a very good authority, gave 5*1 for 
thin plates. Mr. Francis, of Lowell, U.S., gives what is 
equivalent to 4 •SI for a plate lin. thick, bu;fc rounded off 
on both arrises, so that there is only ^in. flat on the top. 

But for temporary stream-gauges it is hardly possible 
to bring the water to a still head, such as the values of c 
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above stated demaDcl ; and probably tho^e derived from 
the experiments at Chew Magna, before leferred to, would 
give results nearer the truth in such cases. They are 
approximately as follow, for an iron plate 2in. thick, flat 
on the top, the width of the opening being 10ft. : — 

Depths. Ytflaes of c. 

lin. to2in 5*0 

2in. to 2fin 5*1 

2im. to 2iiii 5-2 

2§iD. to2|in 5*3 

23in. 5-4 

Sin. 5-5 

Sin. to 4in. 5*6 

4in. to 5in. 5*7 

5in. to Gin. 5*8 

Gin. to Tin. 5*8 

Tin. to Sin 5*7 

Sin. to9in 5*6 

It may be observed in general that the fundamental 
law of water falling over a weir is the law of gravity as 
it affects a heavy body falling freely, which is, if we put 
g = the force of gravity = 32, that the velocity in feet 
l)er second acquired in falling through the height h in feet 
is proportional to A/2gh = V^^^ = 8.^^^, neglecting a 
small decimal of *02 or *03. 

The height from which the lowermost particles of a 
bheet of water going over a weir fall, is the height from 
the surface of the water above the weir, where it is com- 
paratively still, above the crest of the weir ; and as the 
velocity of the particles at every point in the height 
decreases upwards as the square root of the depth below 
the surface, the mean velocity of all the panicles of 
the sheet of water is necessarily two-thirds of that due 

to the lowermost, the velocity due to which is %fjhy and 
the mean velocity of all its particles from bottom to top 

is § of 8 jy/h = 5JV^» ^y t^® abstract law. 

But when the weir or notch through which the water 
runs is much less than the width of the pond above it, the 
sudden and various changes of direction which the particles 
follow offer a resistance to their free flow, so that pi actically 
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not more than about five-eighths of the calculated abstract 
quantity passes over a weir — on an average of all circum- 
stances — and if the different circumstances of weirs could be 
neglected, the quantity in cubic feet per second would 

be f of 5J^ = 3 J ./P per foot in length of the weir. 

If the depth be measured in inches, the constant 3^ should 
be divided by the square root of the cube of 12, = 41 ^56 ; 
but then, when depths are not great, it becomes better to 
take the quantity in cubic feet per minute instead of per 

, 200 
second, and in this case 31 X 60 = 200, and .^ .,- = 4*81, 

the constant multiplier for these measurements. It is 
less than is sometimes adopted, but is as much as it is safe 
to adopt without taking into account all those particulars 
of a weir which bear upon the obstructions or facilities to 
the flow of water over it. 

This constant 4*81 is applicable to what may be called 
the normal condition of a weir, in which the water falls 
over the weir or notch from a still head, and when the 
height h is the whole height from the sill of the weir to 
the surface of still water above it — say four or five feet 
above it — and when there is no velocity of approach. 

"When the water arrives within a few feet of the weir in 
a stream with some sensible velocity it must be taken into 
account ; it is equivalent to an increase of head forcing 
the water over the weir, and this head is one sixty- 
fourth part of the square of the velocity in feet per 
second with which the water flows, at its surface, towards 
the weir. 

The condition which most influences the quantity of 
water passing over a weir, when calculated from the 
whole height (^), is the thickness of the lip or sill over 
which the water flows. It is only when the thickness is 
reduced to a minimum, and eliminated altogether from 
calculation, that even an approximation to the true quan- 
tity of water flowing over a weir can be arrived at by the 
application of any constant, such as 4*8, or perhaps more 
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commonly 6 or 6*1 ; and indeed for accuracy every weir 
requires a careful stndy of its circumstances. 

The influence of thickness of lip or sill, over which the 
water flows, is shown clearly by some trials made by the 
author, the results of which were communicated to the 
Institution of Civil EDgineers, and published in the 
Minutes of Proceedings, vol. xc. p. 305. One set of ex- 
periments was made over a iin.-plate weir, another Bet 
over a Sin.-plank weir. The whole depth (A) varied 
from lin. to Tin. The diminution of depth on the 
outer edge is produced by the retardation of the flow 
over the sill of the weir, the thicker sill retarding the 
flow of water more than the thinner one, and a thin plate, 
say iV^n. thick, would, if tried in a similar way, pro- 
bably show still less retardation than the ^in. plate. 
Some few experiments were made by the author with 
sills Gin. and 12in. thick, and these showed much greater 
reductions of depth than those with the 3in. plank, but 
they were not made with sufficient accuracy to warrant 
their insertion along with the others in the paper com- 
municated to the Institution. Such as they were, how- 
ever, they showed a greater diminution of depth than the 
weirs of less thickness. The fact, however, which is the 
most evident upon an examination of every experiment, 
with whatever thickness of sill, is that there is no simple 
ratio between the whole depth (A) and the depth on the 

outer edge (<l), but that -y- varies with every depth, in 

such manner that with the ^in. plate 

d = -72 A + -025 A2 
and with the Sin. plank 

cZ = -33 A + -05 A2 
These are in some measure confirmed by a few experiments 
on the outer edge of 2in. plank-weirs, made by the late 
Mr. T. E. Blackwell. These show that the curve which 
would most nearly traverse the points determined by the 
experiments is one of which the following would be the 
equation, viz., ^ = -60 A + '025 A^. 



DEPTH ON THE OUTER EDGE OF A WEIR. 

The following diagram, Fig. 13, shows all three curves. 
The scale is one-third of the full size. By plotting the 
dimensions to the full size, and drawing the curve through 
the points determined by the rules just given, the depth 
on the outer edge resulting from every whole depth may 
be accurately measured. 




5 in. 4 in. 5 in. 
WHOLE DEPTHS 



7 in. 



Fig. 13. 
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SECTION VIII. 

Eainfall. 

The chief source of the rainfall of this country is the 
Atlantic Ocean. The heat rays of the sun convert water 
into vapour; and as the vapour of water is lighter than 
air, being about five-eighths of the weight of air, bulk for 
bulk at the same temperature and pressure, it rises into 
the atmosphere and collects together in clouds, which are 
blown about by the wind, and chiefly by the prevailing 
westerly and south-westerly winds, moving laterally and 
rising up against the hill-sides into a colder region, where 
it contracts and unites in rain drops, for as it is heat which 
changes the particles of water on the surface of the ocean 
into vapour, so it is the loss of heat which changes the 
vapour into water again. The vapour itself is invisible ; 
what is seen as clouds is partially condensed into water, 
l3ut not yet into globules heavy enough to fall through 
the resisting medium of air. 

Bain is precipitated in large quantities on the high 
ground of the chain of hills which range in a generally 
north and south direction through England, which shed 
the water east and west — eastwards into the great basins 
of the Thames, the Great Ouse, the Trent, the Humber, 
the Yorkshire Ouse, the Tees, the Tyne, the Tweed, the 
Forth and the Tay, and westwards into those of the Clyde, 
the Eden, the Kibble, the Mersey, the Dee, and the Severn, 
with other (minor) river-basins ; while on the south there 
are the Avon, the Farret, the Exe, and the Tamar. This 
dividing ridge begins in the neighbourhood of Devizes, 
and upon or near it are situated Wootton Basset, Thames 
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Head, Cheltenham, Daventry, Naseby, Coventry, Birming- 
ham, Wolverhampton, Newcastle-nnder-Lyme, Buxton, 
Chapel-en-le-Frith, Saddleworth, Bochdale, Golne, Settle, 
Bibble Head, Swaledale Head, Tindale Tarn, Tyne Head, 
Tweed Head, and Clyde Head; and so into the rocky 
formations of Scotland. 

These hills intercept the clouds of vapour and condense 
a portion of them which is not able to rise over their 
tops, precipitating a large amount of rain, the fall being 
generally from 30in. to 40in. in a year, and as much as 
70in. or 80in. in particular situations; while other por- 
tions of vapour follow the western slopes until they come 
to a gap or break in the range of hills, through which 
they pour and are condensed on the eastern side, giving 
at these particular places as much rain as on the western 
side. 

If the rainfall on the western coast be compared with 
that further inland, it will be seen to increase as these 
hills are approached. Mr. Bateman drew attention to this 
in his evidence before the Water Supply Commission, to 
the effect that if in any particular year the rain on the 
westerly coast, say, at Liverpool, is 36in., and going right 
across the country to the east coast, it increases as the 
range of hills is approached, where it is at the foot, say, 
40in., on the summit of the hills it is from 50in. to 60in. ; 
further east it is 30in., and further east still it is 20in. 
In an investigation he had made across England from 
Liverpool over the Manchester Waterworks drainage- 
ground and over that of Halifax, it was observed that the 
winds impinge upon the westerly slope of the mountains 
which form the eastern side of the Kivington (Liverpool) 
Waterworks drainage-ground, where in a certain year the 
rainfall was 48^in. 

Over the ridge, in the first trough to the east, are the 
Bolton Waterworks, the trough running pretty nearly 
north and south ; and at Belmont, in the Bolton Water- 
works district, the rain was 53in. The next trough is the 

F 
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valley from which the Blackburn Waterworks are supplied, 
and there it was 42in. ; and over the moiuxtains right 
down in the east it was 30in. 

The Manchester Waterworks are formed in a mountain 
range, the Pennine chain of hills, lying between Man- 
chester and Sheffield, commonly called the backbone of 
England. Eain at Manchester in 1859 was 38in., in round 
numbers. Going eastward, the rain at the Denton Eeser- 
voir, which is 300ft. above the sea, was 34in ; at Newton 
it was 35in., and a little farther east it was 33in. All 
these places are upon the plain, or nearly the plain. 
Then at the foot of the hills the depth of rain was 46^in. 
Higher up at the head of the valley, on the west side of 
the hills, it was 53^in., then 57'64in.; a little further 
towards the head, on the east side, just over the summit, 
it was 58^in. 

At the reservoir of the Sheffield Waterworks, which is 
on the hills more to the east, it was 46in., at Fenistone 
39iQ., and at Sheffield 25in., showing an. increase as the 
hills are ascended, and, over them, rapidly diminishes 
towards the east. 

On the line of the Eochdale Canal, which also crosses 
the backbone of England, in the same way, in another 
year, .the rainfall at Bochdale, which is at the foot of 
the hills, was 39'7in. At Whiteholme, on the top of the 
hills, 66*7in. ; at Blackstone Edge toUbar, 67*5in. ; and, 
on the east side, 66'6in« ; but these last three placefl are 
almost entirely upon the summits of hills not more than 
l,200fL high. Then at Sowerby Bridge, which is at the 
easterly foot, though comparatively in the hills, it was 
32'27in., and at Halifax less than that. 

It was observed by Dr. Miller, in the Lake district, 
that the rainfall increases up to a height of about 2,000ft. 
above the sea, but decreases on mountains of higher 
elevation. 

If the elevation of the country lies within the region of 
the rain-clouds, which may be said to extend to about 
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3,000 or 4,000ft., the greatest portion of deposit within 
^t range takes place at from 700 to 2,000, or 2,3§0ft 
If the greater portion of the gathering-ground lies within 
that zone, setting aside local circumstances, that will 
be the elevation which will give the greatest quantity 
of rain. 

Supposing a continuous ridge exceeding 2,000ft. high 
to range north and, south, .there would be comparatively 
little rain on the east side ; it would stop nearly all the 
rain-olouds from the west, and the water would be pre- 
cipitated on the westerly slopes ; but, where there is a 
range of mountains, the summits of which measure up- 
wards of 3,000ft with depressions in the ridge, the largest 
amount of rain falls in the valleys to the east of those 
depressions. These westerly and south-westerly winds 
prevail over the greater part of England and Wales ; but 
in the north of England, in Northumberland, a westerly 
wind is a dry wind, and a wet wind on the coast of North- 
umberland is a dry wind in the west. 

Mr. Symons began in the year 1858 to collect and 
arrange the observations which had then been made of 
the depths of rain fallen in previous years, and to extend 
the observations, and since 1860 has published them an- 
nually through Mr. Stanford, of Charing Cross. There 
are more than two thousand places in this country where 
the rainfall is observed daily and sent to Mr. Symons 
at Camden Square. The observations are examined, 
collated, and put into form to be useful both in the 
localities whence they originate and for comparison with 
the observations of other localities, the whole forming a 
yearly record of ^eat value. 

The rainfall map of the 6th Beport of the Bivers Com- 
mission, 1874, shows the average annual fall at various 
places in most of the river-basins. Taking first those on 
the western coast, which have the heads of the valleys 
towards the east, the rainfEill is seen to increase upwards 
from the coast as the watersheds are approached, 
thus : — 

F 2 
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Inche§» 

Mersey basin : Liverpool .. 35 

Manchester 86 

Marple 86 

Chapel-en-le-Frith 40 

Kibble basin : Preston 39 

Settle 50 

Lane basin: Lancaster 44 

Garsdale 52 

Lake district : Whitehaven 52 

Kendal 61 

Taking next, from the same records of rainfall, those 
river basins in which the heads of the valleys are towards 
the west, it is seen that in general, but not without excep- 
tions, the depth decreases from the watersheds towards 
the middle and lower portions of the basins, thus : — 

Inches. 

Thames basin : Cirencester 31 

Oxford 25 

Greenwich 24 

Seyem basin: Hengoed 36- 

Shrewsbury 27 

Worcester 28 

Wye basin: Bhayader 46 

Hereford 30 

Boss 27 

Trent basin: Birmingham 31 

Derby 26 

Betford 23 

Galder basin: Halifax 31 

Pontefraot 25 

Aire basin: Head of the valley .. 35 

Leeds 23 

Yorks. Ouse basin : Bichmond 31 

Thirsk 24 

York 2a 

Tyne basin: Alendale 50 

Tynemonth 27 

On the " Map of the Eivers and Catchment Basins " of 
the Ordnance Survey Of&ce a series of rainfall depths 
are given which, although not the average rainfalls, are 
comparable one with another, and, for this purpose, are 
perhaps better than averages would be. These show 
the following reductions of depth of rainfall from west 
to east: — 
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Thames badn : 



Seyem basin: 



Wye basin : 
Trent basin: 



Derbys. Wye and 
Derwent basin : 



Don basin: 



Calder basin 
Aire basin 
Wharfe basin 
Yorks. Onse basin 
Wear basin 
Tyne basin 



Head of the Talley 

Oxford 

Beading 

Windsor 

Kingston 

Croydon 

Greenwich 

Sbeemess 

Head of the Talley 

Shrewsbury .. 

Worcester 

Cheltenham.. 

Gloucester .. 

Bhayader 

Hay 

Hereford 
Birmingham 
Leicester 
Loughborough .. 



Inchf*. 



31 
27 
24 
23 
24 
24 
28 
22 
68 
23 
26 
25 
21 
41 
32 
28 
31 
27 
26 



Head of the 

Crcmford 

Belper .. 

Der oy . . 

Head of tiie 

Bamsley 

Sheffield 

Boncaster 
49 
39 
54 
27 
31 
45 



▼alley 



.. 65 

.. 37 

.. 29 

.. 29 

.. 27 
32 

•7, 31-1, and 27 



valley 



0, 27-7, 
•7,30-9, 
•0,250, 
•3, 25-8, 
•5, 28-5, 
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24 
25 
25 
24 
24 



8 
1 
8 
6 
2 
2 
5 
5 
4 
5 

7 
8 

7 
3 

6 
3 

1 
3 
9 

4 
8 
4 
5 
1 
2 
2 
2 
5 
2 
2 



It is only by a patient attention to and collection of 
ol)6eryations on the rainfall in yarions parts of the country 
tihat data can be arrived at npon whicb to base calculations 
of what quantity of water may be expected to be derived 
from any particular source in any given locality. All 
atmospheric phenomena are most intricate in their rela- 
tions to and effect upon the land, and nothing but the 
most patient study of observed fu^ts, extending over long 
periods of time, can determine anything worthy of being 
relied upon in practice. 

The rain-gauge is the instrument by which the quantity 
of rain falling to the earth is measured. There are various 
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forms of it, from the rude quart bottle with a funnel in- 
serted in the neck, to tlie most delicate instrument of the 
scientific professor. Some are made to cany a float in the 
body of the gauge, to which is attached a graduated rod 
projecting from the mouth of the funnel, which by its rise^ 
indicates the depth of rain fallen. Others have a gradu- 
ated glass tube attached to the body of the gauge, with a 
communication between them at the bottom, the water 
rising to the same level in both. 

Others, again, are made with a loose funnel inserted 
into a vessel which is to be emptied into a separate gradu- 
ated glass tube when it is desired to know the depth of 
rain fallen. There are also various modifications of each 
of these kinds of gauges by the various makers of such 
instruments. The best size of the mouth of the. fannel i» 
not very well determined, but a common size is 8in. dia- 
meter ; others, again, are lOin. diameter, but Mr. Symons, 
who has under his control a great number of rain-gauge& 
in the kingdom, and who has paid a great deal of attention 
to the niceties of measurement, said that a funnel of 5in. 
diameter is as good as any other, and sufficiently accurate. 
The height at which a rain-gauge is fixed above the 
ground is important to be attended to. It has long been 
known, but apparently not generally known, that the 
nearer the ground the gauge is set, the more rain it regis- 
ters, but it was not until Mr. Symons's comparative expe- 
riments had been made, that anything like a definite 
conclusion on this point had been arrived at. Gauges 
were fixed at all heights £rom the surface of the ground to 
a height of 20ft. 

At the ground-level itself the cause of the greatest 
register of quantity was proved to be l3ecause of the 
rebounding into it of rain-drops falling on the surround- 
ing soil or grass. When, however, a trench was dug round 
the gauge so as to prevent this, the register ceased to 
show excess. On the whole, Mr. Symons recommfinds the 
mouth of the rain-gauge to be not leas than Gin. or m.ore 
than 12in« above the ground, except when a greater ele-> 
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vation is necessary to obtain a proper exposure, for this is 
important. 

Gauges sheltered by buildings, or trees, or shrubs, or 
tall flowers, are not in the best situations. The distance 
from any building should be at the very least as great as 
its height. The gauge must be fixed perfectly level. If 
it be impossible to fix the gauge unless near some build- 
ings, those are to be preferred which stand north-west, 
north, and north-east of the gauge ; those standing south 
and south-east will be in the next least objectionable 
quarter, and those standing south-west of the gauge are 
in the most objectionable positions. Observations should 
be made daily, and at the same hour of the day. 

In snow, that which is caught in the funnel should be 
taken out and melted and measured as rain. As a check 
upon this, select a place where the snow is of a fair depth, 
not drifted, invert the funnel and take up a funnel full, or 
whatever can be taken up in this way, and melt it. As a 
second check, measure the average depth of snow and take 
a twiBlf th of it as the equivalent depth of water. Strike an 
average of the three processes and enter that as the depth 
of rain. But it is to be observed that in respect of the 
first of these methods the snow is liable to be blown out 
of the funnel if the weather be at all windy, and allow- 
ance, therefore, should be made for this. Snow, measured 
in depth within a few hours after it has ceased to fieJl, has 
often been found to yield, by melting, a depth of water 
equal to one-twelfth of its depth, not unfrequently one- 
tenth, and sometimes one-eighth; it depends upon the 
state of the atmosphere at the time of the fall. 
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SECTION IX. 

Areas of Eiveb-basins. 

The areas of the river basins of England and Wales, 
prepared by the Ordnance Department and pnblisbed by 
Mr. Stanford, of Charing Cross, may be divided into 
sections, as follows, beginning at the Land's End, and 
proceeding along the south-east and north-east coasts, 
and along the north-west and west coasts back to Land's 
End. 

From Land's End to Fowey, a distance of 85 miles 
along the coast — not following every indent of the sea, 
but a general line — 12 rivers or streams have basins of 
47, 40, 29, 33, 10, 33, 12, 40, 66, 50, and 80 square miles 
respectively, and the river Fowey itself of 120 square 
miles. 

Froceedino^ in like manner, a further distance of 88 
miles from Fowey to Dawlish, there are 12 rivers having 
basins of the following areas ; — 

Name. Area 

Yealme 361 

Erme 43 

Aune 54 



Name. Area. 

711 

Lynher 100/ 

Tamar 385 

Tavy 85 

Plymouth Leat . . . . 23 

Plym 59 



731 

Dart 200J 

Teign 203 



From Dawlish to St. Alban's Head, a distance of 90 
miles, there are nine rivers, the areas of the basins of 
which are, in square miles, as follows : — 

Name. Arpa. 



— in 

Exe 584/ 

Otter 82\ 

21/ 

Axe 165 



Name. 

Char 

Brit 

Bredy 

(Weymouth) 87 
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From St. Alban's Head to Littleliampton, 95 miles, 
there are 13 rivers — 



Name. Area. 

Frome 187 

Piddle 119 

Stour 459 

Avon 673 

Lyming^n 91\ 

Beanlieu 52/ 

Test 477 



Name. 
Itchen 
Hamble 



Area. 

231 

85 

85 

(Portsmonth) 235 

26\ 

Arun 370/ 



The Isle of Wight is not inclnded ; it has a coast-line 
of about 55 miles, and 5 rivers. 

From Littlehampton to Dover, 95 miles, there are 8 
rivers — 



Name. 



Area. 

35] 

Adur 160 

(Brighton) 56) 

Onse 205 



Name. 
Cuckmar . 
Old Haven 
Bother 



Area. 

75 
121 
312 

88 



Name. 
Thamed and Lea 
Boding 



From Dover ronnd by the North Foreland and Whit- 
stable and outside the Isle of Sheppej to Sheerness and 
up to Chatham, and down the Med way again to Sheerness, 
and up the Thames to Greenwich to meet the basins of 
the Thames proper and the Lea, and^ crossing over and 
going down the north shore round by the mouth of the 
river Crouch to Bradwell, the distance is about 185 miles, 
and there are the following rivers : — 

Name. Area. 

StouT 373 

The Swale 157 

Medway 680 Oronch 

Gray and ethers . . . . 314 

Proceeding along the east coast to Great Yarmouth, and 
about 20 miles beyond, to the division of the watersheds 
of the Bure and Waveney, a distance of 100 miles or there- 
abouts, the following rivers discharge :— 

Name. Area. 

Blackwater 434 

24) 

Colne 192l 

^ 53) 

Stonr 407 

Orwell 171 

Deben 153 



tt 



9t 



Area. 
4,613 
317 
181 



Name. 



Aide .. 
Minsmore 
Blyth .. 



Yare & Waveney 
Bure 
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Again, to and a little beyond the Withern Ean, at 
Saltfleet, a distance of about 130 miles — 



Name. Area. 

Glaven .. 293 

Nar 131 

Wissey 243 

Ouse 2,607 

Nene .. 1,077 



Name. Area- 

Welland 760 

Witham 1,079 

Steeping 101 

WithemEau .... .. 189 



Passing the mouth of the small river Ludd, and enter- 
ing the Humber, and proceeding along the south shore 
past Grimsby, New Holland, and Wiateringham, we come 
to the mouth of the Trent, then the Don, the Aire, and the 
Yorkshire Ouse ; and, on the left bank of the Ouse, the 
Derwent, and lower down, the Foulness and the river 
Hull; then, passing round Spurn Point, we come to 
Hornsea, having traversed the tideway for a distance of 
135 miles or so, although the coast-line from Saltfleet to 
Hornsea is not more than 40 miles ; yet we are bound to 
go so far up the Humber to meet those great rivers the 
Trent, the Don, the Aire, the Wharfe (the area of which 
is here included in that of the Ouse), and the Ouse itself. 
The areas of these river-basins are as follow : — 



Name. 



Area. 



Ludd 139 

89 

122 

Anoholme 244 

Trent 4,052 

Don 682 



Name. 



Area. 



Aire .. •. 815 

Onse 1842 

DfiTwent 794 

Foulness 133 

Hull 364 

206 



Eesuming, there are, from Hornsea to Eedcar^ a distance 
of about 80 miles — 



Name. Area. 

(Scarborough) 157 



Name. 
Esk .. 



Area. 
^ 1471 
.. 100/ 



Prom Eedcar to Tynemouth, 44 miles, there are — 



Name. 

Tees .. 



»• >•■. 



Area, i Name. Area. 

708\ Wear 456 

77/ I Tjne 1,130 



From Tynemouth. to Berwick-on-Tweed, 60 miles — 



J 



EAST, NORTH-EAST, AND NORTIT-WEST. 
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Kame. Aiva. 

3n 

Blyth 131/ 

Wansbeck 126 

• • •• •-• Of 

■ • •■• •• JLO 






Name. 
Coquet 
Aln .. 



TiU 



Area. 
240 
104 
129\ 
37/ 
231 



The object we have in view in making these tabular 
statements is to show, at a glance almost, what a large 
number of small river-basins adjoin the sea-coast of Eng- 
land and Wales ; but without further remark at present 
upon that point, we proceed to the north-west coast, and 
follow it and the west coast to Land's End, whence we 
started. 

From the river Line, in Cumberland, to the mouth of 
the Kent, at the head of Morecambe Bay, there are the 
outfalls of the rivers of the Lake district of Cumberland 
and Westmoreland, the distance being about 125 miles to 
the southern watershed of the river Kent. 



Name. 



Area. 

— 2n 

Line .. 104/ 

Eden 915 

Wampool 78) 

Waver 70y 

Ellen .. .,. • 72 

Derwent 262 

11 

Ehen .. 72 



Name. 
Galder 
Irt .. 
Esk .. 
Duddon 



Leven 
Kent , 



These rivers convey into the sea the surplus waters 
from TJUeswater, Haweswater, Bassenthwaite lake, Der- 
wentwater, Thirlmere, Crummockwater, Buttermere, 
Loweswater, Ennerdalewater, Wastwater, Conistonwater, 
and Windermere. 

From the watershed of the Kent, round by Blackpool 
and up the Eibble nearly to Preston, and back by South- 
port to Formby, near the mouth of the Mersey, is about 
50 miles, along which the following rivers discharge : — 



Name. 
Lune •• 
Wyre .. 

Bibble 



Area. 
418 
208 
585 



Name. 



Douglas 



« * « • 



Area 

168 1 
55' 
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Going from Formby up the Mersey about 10 miles 
above Liverpool, and crossing over to the month of the 
river Weaver, back by Birkenhead to the mouth of the 
Mersey and round by Hoose and West Kirby to the head 
of the Dee estuary, and back round Air Point to the coast 
at Prestatyn, the distance is about 85 miles, and it includes 
the outfalls of the basins of the following rivers, viz. : — 



Name. 
Alt .. 



Area. 
126 



Mersey 885 



} 



Name. Area. 

Weaver 711 

Dee 813 



Thence along the northern shore of Wales, round by 
Great Orme's Head and through the Menai Strait along 
the western coast of Carnarvon and round to Aberdaron, 
is 90 miles, and the following rivers fall in : — 



Name. Area. 

Clwyd 319 

39] 

Conway 222 

78 



Name. Area* 

Seiont 143] 

Soch 83| 

Erch 55| 

Dwyfach 48] 



The Isle of Anglesey has a ooast-line of 100 miles, and 
5 rivers — 



Name. 
Braint 
Cefni .. 



Area. 
53 
41 
47 



Name. 



Alaw 



Area. 
69 
58 




From Aberdaron, along the shore of Cardigan Bay to 
Cardigan Head is 100 miles, including — 

Name. i^rea. Name. 

Prysor 141 Wyrai 

Arbo 451 Arth 

-—^ 3> Aeron 

Mawddach 15ll 

Dysynni 64) Teifi 

AfonDyfi 217J 

Lery 341 

24 

Bheidol 70 

Ystwyth 75j 

From Cardigan Head round by St. David Head, and St. 
Govens Head, to the mouth of the Bristol Channel at 
Worms Head, is a distance of 160 miles, in which are — 



WEST. 
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Kame. 
Nevem 

(St. Bride's Bay) 
Cleddau .. .. 
(Pembroke) 



Taflf 



Area. 

94\ 

66/ 

212\ 

114/ 

en 

183/ 



Name. Area. 

Towy 514 

Gwendraeth 73\ 

Llwchwr 156j 



From Worms Head along the South Wales shore by 
Swansea, Cardiff, Tredegar, and Newport, to the water- 
shed dividing the Wje from the Severn basins, is 100 
miles or thereabouts; and there are 12 rivers, viz. : — 



Name. Area. 

66 

Tawe 106 

Neath 118 

Afon 87 

Ogmore 114 

67 

Ely 81) 

Taflf 198 



Name. Area. 

Bumney 94V 

Ebbw 94/ 



Usk 
Wye 



540\ 
55/ 
1,609 



Taking the Severn basin properly to terminate where 
it meets that of the Wye on one side of the Channel and 
that of the Bristol Avon on the other, near Aust Passage, 
and returning down the Channel on the Somerset and 
Devon shore to its mouth at Hartliand Point, west of Bide- 
ford Bay, there are, in 120 miles, 15 river-basins, in- 
cluding that of the Severn, viz. ; — -v^ 



Name. Area. 

Severn 4,350 

Avon 891 

Yeo 

Axe 

Brae ',, 



Parret 




Name. 



Area 

24] 

29 

East Lynn 41' 

.. 471 

Taw 455J 

Torridge 3361 

10/ 



On the Devonshire and Cornwall coast, from Hartland 
Point to Land's End, there are river-basins of the follow- 
ing areas, in a distance of 110 miles, viz. : — 108, 8, 149, 
154, and 43 square miles ; and another, in which St. Ives 
is situated, of about 10 square miles. 
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SECTION X. 

CONDXJITS. 

Water may be very well conveyed along a hill-side in an 
•earthenware pipe, in moderate quantities. A 24in. pipe 
running half fall, with an inclination of 5ft. in a mile, 
will carry a million-and-a-half gallons a day, and 2^ 
millions when running two-thirds full. But to go to a 
smaller size, a 12in. pipe with the same inclination would 
carry 300,000 gallons a day, half full, and 460,000 gallons 
if running two-thirds full. A 27in. pipe will carry, at 
the two degrees of fulness mentioned, 2,300,000 gallons, 
and 3,400,000 gallons, respectively. A 30in. pipe, nearly 
3 million gallons a day half full, and 4^ millions if 
running two-thirds full. 

The carrying capacity of any circular pipe may be found 
for any degree of fulness from the following considerations. 
If full, or half full, the hydraulic mean depth is half 
the radius. This is evident, because the cross-sectional 
area of the pipe is equal to that of a triangle, the base of 
which is equal in length to the circumference of the circle, 
and the height to the radius, half of which, multiplied into 
its base, is the area. The hydraulic mean depth is the 
area divided by the whole circumference when the pipe is 
running full of water, and is, therefore, hailf the radius ; 
and it is the same when the pipe is running half full, for 
in that case it is half the area divided by half the circum- 
ference ; but at any height, H, above or below the centre 
of the pipe, it is as follows — T> representing the diameter, 
and E the radius : — The width at the surface of the water 
(see Fig. 14) is W = V^'-H^x 2. 
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The width V is ^JzJ^. From H and V find the 

length of that part of the circnmferencse in contaot with 

the water above the centre 

of the pipe, and add it to 

the lower half of the cir- 

cnmference, thns procnring 

the wetted border of the 

section. The length of the 

two arcs above the centre is 

the same as that of a single 

arc the chord of which is ^^g- ^^ 

2 H, Find the chord of half the arc 

= VH2 + V2 = C. Then ^ C -- 2 H ^ ^^ ^^^^^ ^^ 

the two arcs above the centre, to be added to that of the 
lower half of the pipe, to find the wetted border, which, 
being mnltiplied into half the radius, gives an area, to 

which is to be added W x for the whole sectional 

JU 

area of the stream, and this divided by the wetted border 
gives its hydraulic mean depth. 

For example, in a pipe 24in. diameter running two- 
thirds fall, the height H, is 4in., and the width W = 
V122 - 42 X 2 = 22-62. 

The width V is 2^-'J^2-62 ^ .^^^ 



The chord of an arc above the centre is = V^* + ' ^^^ 
= 4-06. 

The langtLome two arcs i. !2i±0|zi2xi . 8 . 13. 

The lower half of the circumference of the pipe is 
3-1416 X 24^ gy.y^^ ^^^ 3^.^^ _^ g.^g ^ 45-83in. = 

3 • 82ft., the wetted border. 

The sectional area is 45-83 X 6 + ^^'^^^^ ^ = 
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320 sq. in. = 2-22 sq. ft., and the hydraulic depth, or 

2*22 
mean radius, is — - = -SSft. 

3-82 

If Eytelwein's rule be adopted, in which ^ represents 

the hydraulic mean depth, and / twice the fall per mile, 

the mean velocity of the stream of water would be 

10 , 10 

— V V = jj V '58 X 10 = 2 •18ft. per second, or 130ft. 

per minute, and the area being 2 • 22 sq. ft., the qi^antity 
is 288 cubic feet per minute, or 2,592,000 gallons per day 
as before stated. 

Larger pipes than those of about 24in. diameter are 
difficult to handle, require heavy tackle to lift about, and 
are liable to split longitudinally with external pressure, 
unless the pipes are evenly bedded all round the lower 
half, and the haunches of the top solidly filled in between 
the pipe and the sides of the trench. 

At what diameter, exactly, a brick or stone conduit 
becomes cheaper than a pipe, depends upon the local 
materials ; but, usually, about 20in. becomes the turning- 
point, in respect of expense, between an earthenware pipe 
and a culvert of masonry. The pipe has some advantage 
in being glazed, but for clear water this is not of much 
importance. A circular conduit, 2ft. diameter and half a 
brick thick, would usually be laid at less expense than a 
pipe of the same size. Yery excellent conduits are made 
of square shape, with flag bottom and covers, and sides of 
clean bedded stones with squared joints. A larger 
quantity of materials is required for this form than for a 
circular one, because to carry the same volume of water 
at the same inclination, a larger sectional area is required, 
and the walls, being straight, need to be thicker. 

The question arises, when considering the advisability 
of adopting a square or a circular form, what are the 
comparative carrying capacities of the two forms, the 
more immediate question being what dimensions of the 
square form carry the same quantity of water per day or 
per minute, as a circular conduit of given diameter. This 
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may be seen from the following considerations : — ^In 
rectangular channels the best proportion of width to 
depth of the stream of water is width 2, depth 1. That 
proportion is the best which gives the greatest hydraulic 
mean depth with a given quantity of materials used in 
the construction of the channel, because, the greater that 
depth, the less need be the sectional area of the stream, 
the carrying capacity of all conduits having the same 
inclination being as the area multiplied into the square 
root of the hydraulic mean depth. A rectangular conduit 
may be compared with a circular one in the following 
manner: — Let them 
both run half full; <- ^p 






then if the height of 

the rectangular con- im 

duit be the same as , 

its width, the width ^-J D > 

of the stream will Fig. 15. 

be twice its depth. 

Let h represent the hydraulic mean depth, as before, W 

the width, and D the depth of the stream (see Fig. 1 5). If 

-the width be twice the depth, the area is 2 D^, and h == 

2 D2 2 D^ 

my^ , 2 73 = J^ = • 5 D ; that is, m a rectangular stream 

in which the width is twice the depth, the hydraulic 
mean depth is half the simple depth, as, in the circular 

form, it is half the radius. Then V~S = a/ *b 1) = • 707 

/TT. 

The sectional area multiplied into the square root of 

ihe hydraulic mean depth thus becomes 2 D^ x *707 

^T) = 1*41 V^5^ end this quantity must be the same 

in the square as in the circular form, to satisfy the con- 

•ditions. 

For example, in the case of a rectangular stream, in 
which the width is twice the depth, what would be the 
dimensions to make the carrying capacity equal to that of 
a circular conduit 3ft. diameter running half full? In 



8^ CONDUITS. 

this latter form the hydraulic mean depth or mean radios 
is *75ft. The area of the lower half of the conduit is 

3'*1416 X 3 X '75 

2 = ^'^^ s^* ^^"t ^'^d tte area multi- 
plied into the square root of the hydraulio mean depth is 
A X >/^ = 3-53 X ;_866 = 3-05. Then in the rectan- 
gular channel A x V * = I'^l V I>* = 3-05. D^ = 
3-05V _ 



( 



z^j^A = 4-66, and D = «V4-66 = l-36ft., the depth, 

and the width is 2 • 72ft., the area being 3 • 70 sq. ft. The 

border is W + 2 D = 6 • 44ft., and the hydraulic mean 

3*70 
depth is -Tr-r7 = * 68ft., being half the depth, as before 
5 • 44 

stated. If the quantities of water carried by the two 

conduits be calculated from these data, they fihcmld be the 

same. 

Small conduits are more liable to freeze than large ones, 
and should be covered, to protect them from freezing as 
well as from dirt. Snow is troublesome in An open conduit 
whether large or small ; it clogs the run of water ; but 
the freezing over of the surface of a large body of water 
is not of so much importance as in a small one. In 
either case it reduces the sectional area of the stream, 
and at the same time increases the solid surface with 
which the water runs in contact, but the effect of this 
in reducing the quantity of water carried is but little 
in a large conduit, while it is very considerable in a 
small one. 

In respect of protection from dirt, fencing may be 
sufficient in the open country, but the expense of fencing 
bears a greater proportion to the whole expense in a small 
than in a large conduit, and is almost as much as that of 
covering a small conduit. If the line of conduit is not 
subject to contamination by dirt it may be open, though 
it be not large, if the inclination is sufficient to cause a 
velocity of about 3ft. per second. This would wash away 
earth if not protected by a &.cing. 
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In an open conduit cnt with side slopes at which the 
ground will stand without slipping, so that the facing is 
for the purpose of protecting the earth from the wash of 
water rather than for keeping it up hy its weight or 
lateral resistance, the side slopes would usually be flatter 
than those which coincide with the best form in respect 
of carrying capacity. They would usually be 1^ to 1 or 
more, but side slopes of 1^ to 1 are best in respect of 
carrying capacity, which, with these slopes, is the same 
as that of a rectangular channel of a width equal to 
twice its depth, and of the same sectional area. The 
peculiarity of this slope is that the length of the two 
slopes and bottom is the same as the length of the two 
sides and bottom of a rectangular channel of the propor- 
tions mentioned, the area of the two forms being the 
same ; consequently the hydraulic mean depth is the 
same, and, therefore, the discharging capacity. If the 
slope be drawn through the point M in Fig. 15, it will 
leaTe the area of the section the same as that of the rect- 
angular channel, whatever the slope be, but there is only 
one slope which will leave the length of border the 
same as that of the rectangular channel ; that slope is 1^ 
to 1, and the length of the two slopes is equal to the top 
width, being 3^ times the depth, the bottom width being 
f of the depth. Eeferring to the figure, the area is 

3JD + fD ^ 3) ^2 D2, and the border is If D+ J D+ 

If D = 4 D. Hence, the hydraulic mean depth is 

2 IP 

— =—= '5 D, the same as that of the rectangular channel, 

and also of the circular one. 

But sometimes practical considerations have greater 
weight than the best deductions, and the sides of an open 
channel would generally be less troublesome to keep up 
with slopes of 1^ to 1 or more. Frost is the great dis- 
turber of the upper part of open channels, whether large 
or small, although the covering of water prevents it from 
reaching the bottom. The sides above the water should 

G 2 
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be poronB — the facing, that is to say, should not be close- 
jointed — so that water may not accumtilate behind it, for 
when it does so, it ewella when frozen and disttirbs the 
facing. But when the facing is thus open-jointed it would 
be the means of introducing mnd into the conduit from 
behind it in long-con tinned rains upon clayey ground ; 
to prevent this, the facing should be laid upon a bed of 
sand. 

Through loose ground the making of the conduit water- 
tight must always be one of the chief diScuIties—a 
difficulty of coarse to be overcame. For this purpose 
paddle, to be used with all materials except cancreto, is 
perhaps the least expensive material, and gravel puddle 
is better for the purpose than clay puddle. A foot is an 
abundant thickness for small conduits for the bottom and 
slopes of the ground, and 2ft. above^roond in the em- 
banked porlions of the line of conduit. In these the 
hardest of the excavated earth will be placed along the 
central portion, and brought np to the level of the under- 
side of the puddling, as far as Uie height above^;ronnd is 
but a few feet. 

A material which may be used for conduits is concrete, 
made wilh Portland 
cement of good quality. 
It forms at once a water- 
tight channel uid one 
which needs but little 
protection of the sur&oe, 
a facing of cement being 
sufficient for all that 
part under water, but 
above the water, in an 
COVERED CONDUIT op®n conduit, it would 

Fig. 16, be preferable to face the 

concrete with brick or 
stone, and indeed for some little depth below the water 
surface. A covered conduit may equally well be made 
with concrete, both bottom and top, and the thickness 
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need not be more than about half as much more as would 
be the proper thickness of brickwork. 

Beyond the several points in a long line of conduit at 
which slight cutting should end, or the height above- 
ground would be but a few feet, and where it would be 
economical to cross straight over low ground rather than 
extend the line far up the hollow and back again on the 
other side, the aqueduct is best carried on piers and 
arches ; but economy points to girders, which can be made 
to carry the water between them on a floor laid upon the 
lower flanges, or in the form of a wide box-girder ; but 
if the water runs in contact with the iron the con- 
ducting property of the metal quickly draws heat from 
the water in winter. If it be lined with a non-con- 
ducting material, which is at the same time brittle, the 
difference in the rate of expansion by heat of the metal 
and the lining tends to destroy the adhesion. This 
may in some measure be prevented, and perhaps entirely, 
by sinking the aqueduct bodily as far as is necessary 
to completely immerse it, so that it may preserve a 
nearly uniform temperature both top and bottom; but 
this, of course, somewhat adds to the retardation of 
the flow by increasing the wetted border. To prevent 
contact with the metal altogether, by substituting an 
independent carrier for the water within and clear 
of the girders, would be expensive, but such a carrier 
might very well be made in earthenware, either rec- 
tangular or circular, and of any size by being jointed 
crosswise. 

The least expensive aqueduct would be an earthenware 
pipe— of stoneware or fireclay — carried on a single girder 
in saddles upon the top flange. An open girder, continuous 
over the piers, with wide flanges both top and bottom, 
would resist the wind, and as the pipe and the water 
together would be of considerable weight, it would not be 
likely to be blown off the girder, especially if tied down 
with a strap over all, every lOft. or so. 

However desirable it may be to follow the contour of 
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the ground, there will occnr, in any conduit of considerable 
length, breaks in the continuity of such a line, caused by 
an intervening valley, or by a range of hills, throngh 
which a tunnel may be necessary, in order to continue the 
conduit. In the case of a valley to be crossed, cast-iron 
pipes are used, laid underground at such a depth that they 
may have a sufficient covering for their protection (say 
2ft.), and rising again on the opposite side to within so 
much of the level of the conduit from which they depart 
as will give a sufficient head to the water to force its way 
through them. The following foimulsB by which the 
necessary difiEerence of level of the two ends of the pipe, or 
the head, is ascertained, are based on the experiments of 
Dubuat, Bossut and Couplet. Taking a number of their 
experiments made with pipes of from lin. to 5in. in 
diameter, and £rom 30 to 1,700ft. in length, M^ Prony 
found that, faking English measures and patting 
h = the head of water in &et, 
I =r tha length of the pipe in feet^ 
c2 =r thfr diameter of the pipe in feet, 

t; = the velocity in feet per second = 48*49 >^/^ 

m 

and by substituting a fidl in feet per mile, which call 

Ilytelwein, taking the same set of experiments, found 

that f? = 60 A / - . ^. - . This correction 50{? is for short 

V / -|- 50a 

pipes, but in case of actual waterworks practice it may 
be neglected, and then Eytelwein's expression may be 

translated into v = a / -^-i— and/ = — ?-, 

V 2'11 a 

In using these and similar rules for practical purposes, 
engineers have, in exercising a wise precaution in under- 
estimating rather than over-estimating the capacity of a 
pipe to deliver water, had a tendency to increase these co- 
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efficients of 2*24 or 2* 11, for the purpose of allowing for 
the obstruction of b^ids and other irretgularities in a long 
length of pipe, and Mr. Blackwell proposed 2*3 in all 
oases; hut a few of the more eminent water engineers, 
who have had large experience in gravitation works, have 
been able to aisoertain from actual examples the quantity 
of water passing through long and large conduit pipes, 
and Mr.. Bateman has said that the very general method 
of coating pipes inside atid out with the pitch of coal-tar, 
to preserve them from oxidation, has had the effect of 
diminishing the friction of the water to a considerable 
degree; so that it is probable that when pipes are so 
coated the effect of it is to facilitate the passage of the 
water to quite as great an extent as the bends and other 
irregularities retard it Eoundly, 10 ft. per mile may be 
named as the allowance for the difference of level of the 
two ends of a pipe thus laid across a valley ; but where the 
pipe is large, less than that is sufficient. Ten feet per 
mila will, induce a. velocity of 3ft. per second through a 
2ft. pipe. 

It frequently happens that in a length of several miles 
of conduit pipe one or more streams of water, or ravines, 
or other such places, have to be crossed, and instead of 
passing under them, the pipes are sometimes carried over 
them, as shown in the illustration (Fig. 17). 

Large pipes are now commonly cast in 12 ft. lengths, so 




Fiff. 17: 



that a stretch of 36ft. can be had from side to side, and if 
^ greater lengtL be required, ^ne or more intermediate 
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piers can be built. It is not usual to cany more than: 
three pipes in one stretch; but three are safely thus 
carried across such places by means of flange joints strongly 
bolted, the flanges themselves being also of more than th& 
ordinary strength. 

As to the strength of cast-iron pipes laid across a valley, 
it is necessary to consider that concussions may occur if 
stop valves be placed on the line, and also that concussions 
may occur if the pipe be so laid as to be liable to air locks, 
although no concussion woald occur from either cause, if 
in the one the valves were made with a pitch of screw so 
small as to prevent the valve door being shut down sud- 
denly, and, in the other case, if one or more self-acting 
air valves were placed on the summit of every rise. The 
most trying time to a pipe of this kind is when it is first 
charged with water ; but it is easy to admit the water for 
the first time gradually, and not recklessly to open the 
valve at the head of the pipe, as if it were already full of 
water. When these precautions are taken, there is no 
need to make the strength of a pipe equal to more than six 
times the strain it is subject to from the head of water 
upon it ; and if we take the low estimate of six tons per 
square inch as the utmost t^sile strength of the iron, we- 
shall have a working strain of one ton per square inch of 
metal. 

At the head of a line of conduit pipe there should be a 
sluice valve, and a provision made for turning the water 
sideways into some proper watercourse. The mouth of 
the pipe should be some feet below the head of water — 
lOft. is not too much — to prevent air being drawn i> to the 
pipe during the ordinary working. When this ilalve is 
shut down, the body of water shut into the pipe will pro- 
ceed on its course at first with the momentum it had 
acquired, leaving a vacuum between its head and the 
sluice valve, which will cause it to partially return, and 
to oscillate backwards and forwards until the forces within 
the pipe are balanced. 

At every low point a washing-out pipe should be placed. 
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with a valve upon it, so that the conduit pipe may be 
emptied when necessary. It is well to have these outlets 
of limited size, so that carelessness in opening them sud- 
denly may not cause damage to property on the brook 
course below, if it be a mere brook into which the water 
is turned* 

It will not unfrequently happen that in the course of a 
long conduit pipe a railway will have to be crossed, and 
here the pipes should be unusually thick — capable, say, 
of withstanding ten times the strain they will be sub- 
ject to. 

In cutting the trench for the pipes, air locks should be 
as much as possible guarded against by cutting through 
many small elevations of ground, so that long reaches of 
rise and fall may be obtained. The desirability or otherwise 
of this certainly depends on the perfection of action of the 
air valves ; for if this action be perfect the more ups and 
downs the better, for the air has then shorter distances to 
travel before it can escape ; but, considering that a large 
quantity of air is contained in the water itself which is 
constantly seeking a higher level, it is perhaps better to 
afford it as few points of accumulation as possible. The 
best known air valves are those with a ball of gutta percha 
falling down from its seat as long as it has nothing but 
air to support it, the air meanwhile escaping, when pressed 
by water, but rises to its seat by floating on the water 
when it reaches it, and as long as no fresh supply of air 
accumulates about it it is held up tightly to the india- 
rubber seat provided for it. These valves are made by 
Messrs. Guest and Ghrimes, of Botherham. 

In a discussion on a paper on the Melbourne Water- 
works, Mr. Hawksley stated that concussions in mains are 
caused by the sudden escape of air at the air valves, 
causing two columns of water to meet each other and 
give a blow to the pipe, and in one case he ordered the 
air outlet to be no more than fin. diameter, so that the air 
could escape only gradually. 
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SECTION XI. 

Tunnels. 

On the Bristol Waterworks there are three tunnels— one 
at Harptree, about 1^ mile in length ; another at North 
Hill, about half a mile, and another at Winford of one 
mile, all on the main conduit, and another on a branch 
conduit. The first-named of these tunnels was driven 
through an intensely hard and difficult conglomerate rock, 
without beds or joints. There were nine shafts, and at 
some of the faces of the tunnel the driving alone cost £6 
per lineal yard ; although ait others it was only £3. The 
average cost of powder alona was 108. per lineal yard. 
The size of the hole blown out was about 6ft. square, and 
the very rough bottom and sides were afterwards lined 
with masonry. The contractor who undertook this tunnel 
was obliged to give it up before it was half driven, and 
the driving of it was re-let at £3 148. per lineal yard, 
being at the rate of 18«. 6(2. per cubic yard, and the 
masonry at about 30«. per lineal y^rd, being together 
£5 4«., but there were extras which brought up the cost 
to £6 10«. per yard. 

The driving of the North Hill tunnel, Uirough mag- 
nesian limestone, was estimated to cost £3 5«. per lineal 
yard in rock, being at the rate of 168. per cubic yard, and 
at the loose ends £1 158. per lineal yard, being at the rate 
of 78. per cubic yard. 

At the Winford tunnel, through blue lias beds and 
shale, and some marl, the contractor was paid for the 
driving of the tunnel in rock £2 108. per lineal yard, 
being at the rate of 128. 6i. per cubic yard; and in clay 
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at £1 15a. per lineal yard, being at the rate of 78. per 
cubic yard. 

At a water tunnel in Dorsetshire, through the Kim- 
meridge clay, 5ft. high, and 3ft. 6in. wide in the clear of 
the masonry, which was 12in. thick, the tunnel being 
about half a mile in length and 300ft. below the summit 
of the hill, the driving was estimated to cost, at the loose 
ends, £1 158. per lineal yard, and in the main portion of 
the tunnel £2 108. It is worth noting that this tunnel 
gave out so much foul air that the men could not work. 

The Alwoodley tunnel of the Leeds Waterworks is said 
to have cost £6 per lineal yard complete. 

The Mottram tunnel, on the Manchester Waterworks, 
2,770 yards in length, with four shafts, of which, the 
deepest wsus 150ft., and with bore holes for air, the ground 
consisting of clay at one end and sandstone and shale at 
the other, was estimated to cost per lineal yard: — 

£ s. d, 

6 oabic yaids excavation, at 58 1 10 

Brickwork, 1} onbio yards at 25«. 1 17 6 

Centres 10 

Proportioxi of shafta 6 

Pmnping, &c 16 6 

Total 5 

The tunnels on the Biadfbrd Waterworks were esti- 
mated to cost per lineal yard, where lining was required 
and also timbering : — 

£ «. d. 

41 cable yards exeayation, at 18«. 3 15 

1^ cubic yard masonry, at 24s. .. ..... 1 6 

12} cnbio feet asblar in springers and key\ ^ -.q a 

stones, at Is. 6d. ] ^ ^^ ^ 

Total »• .. ^ ., .. 5 19 9 

and where no timbering was required ; — 

£«.<{. 

3^ cnbio yards excavation, at 18s 2 15 9 

Masonry as above 2 4 9 

xOtai •• •• car ••• •• U U o 
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SECTION XII. 

Service Eeseuvoirs. 

The greatest difficulty usually met with in the construc- 
tion of service reservoirs is that of site and elevation. 
The remark made by somebody that it was curious how 
rivers mostly ran through towns must have had its origin 
in a forgetfulness of the circumstances under which towns 
have grown up. Towns have begun to be formed on the 
banks of rivers more or less navigable, but it was the 
navigability of the river that first induced settlement on 
its banks for the purpose of commerce ; and then, up to 
the time that steam became known to be sa powerful an 
agent, and as roads began to be made, waterfalls were 
sought for power for manufactures, as well as for manu- 
facturing uses. So that we- find the "centres" of all 
manufacturing towns close to the rivers running through 
them; but presently people build their houses outside 
and away from their factories and warehouses, and there- 
fore on higher ground, and it is this tendency to get to 
higher ground on which to build houses, that renders the 
choice of a sufficiently elevated site for a service reservoir 
difficult to find within a moderate distance of the town. 
The service reservoirs of Manchester are five miles off; 
those of Liverpool, eight .miks; and those of the most 
feasible scheme once proposed for the supply of water to 
the metropolis were to be ten miles off. However, those 
of most other towns are nearer. When the service reser- 
voir is made n,Qar the town it is recommended that it be 
covered, to protect the water from the impurities of the 
atmosphere ; and iti all cases a service reservoir should be 
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covered if it is less than 15ft. deep, for if still water be 
exposed at a less depth than that, vegetation is promoted, 
and when that dies animalciQae are formed. 

The size of a service reservoir, unlike that of an im- 
pounding or storage reservoir, depends upon circumstances 
within the immediate control of the engineer — that is to 
say, it depends upon the character of the supply. If the 
supply be through a conduit from a storage reservoir, and 
the conduit be a short one, one or two days' supply may 
be sufficient, because anything happening on such a con- 
duit to prevent the delivery of water can soon be put 
right ; while the longer the conduit, or the more complex 
in character, the greater should be the contents of the 
reservoir. The service reservoir of the scheme already 
mentioned as designed for the supply of the metropolis, 
the conduit of which was to be 180 miles in length, was 
intended to hold three weeks' supply. Also where a 
service reservoir is supplied by pumping engines, it 
should hold a considerable quantity of water, to allow of 
stoppages of the machinery or part of it. Generally, 
perhaps from three to seven days' supply may be said to 
be the ordinary practice. 

Eeservoirs not requiring to be covered are usually 
formed by excavating the ground and embanking the 
earth round it, adjusting the level of the bottom of the 
excavation so that the quantities of cutting and embank- 
ment are equalised. To render the reservoir watertight, 
it is usual to lay down a flooring of clay puddle, 18in. to 
2ft. in thickness, worked in layers in the manner described 
for the puddle of the storage reservoir. The slopes of the 
excavation should be not less than 2 horizontal to 1 vertical, 
and should be cut dovm in steps, so as to hold up the 
puddle placed on them. From the top of the slope of 
the excavation the puddle is continued on the surface of 
the ground (the bed-puddle) to the centre of the bank, 
and up through the centre of the bank the puddle is 
carried as a wall. In reservoirs of considerable size it is 
necessary to lay down this bed-puddle, or over a part of 
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its area, "before tlie floor-puddle and that on tlie slopes can 
be completed, in order to provide a place of deposit for 
the excavated material, but a margin of it, of not less 
than 3ft. wide, sbonld be left nncovered, so that the slope 
puddle may afterwards be joined xip to it; and this> 
maTgJTi fihotild be formed thns : — 




J-" B£D.PUDaLE. 



Pig. 18. 

So that when the joining np is to be done the layers may 
overlap and be re-worted into each other. This part of 
the work regmres the greatest watchfolness to ensure 
sonndness. 

It is often the case that the thickness of the puddle 
wall of service reservoirs is made less than that of storage 
reservoirs proportionally to the height, but it is not very 
obvious that this is sound practice. It may be said that 
in the liigher bank there are more risks of disturbance ; 
yes, but then the puddle is made thicker in proportion to 
the height. Of course, if the larger reservoir burst, more 
damage will be done than if the smaller one were to fail ;; 
but this hardly forms a good reason, for the damage done 
by the bursting of even the smaller reservoir would be 
sufi&ciently serious to prevent any risk being incurred on 
that score. As long as the puddle wall of the larger bank 
is held up in its place, it has no more force to resist, 
proportionally to its height, than that of a smaller bank, 
and the possibility of its not being constantly held up in 
its place cannot be admitted in the case of the smaller 
any more than in the larger bank. The only reason of 
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any Talne why the pnddle wall of a large reservoir should 
be proportionally thicker than that of a smaller one admits 
a deficiency of practice. It is that ill works of magnitude, 
where large numbers of workmen are employed, it is more 
difficult to ensure sound work than where the attention of 
the inspector can be more concentrated; but that only 
admits the insufficiency of the number of inspectors. And 
if it be said that there is a difference between the two 
cases, inasmuch as the service reservoir is generally kept 
full, while the storage reisiervQir is subject to fluctuation 
of level, and therefore of pressure on the puddle wall, thia 
does not seem to touch the question, but rather to be a 
consideration in the formation of the inner slope of the 
bank which is to protect the puddle wall. 

The bottom should be formed with an inclination from 
the sides to the centre, and along the centre there should 
be a channel with an inclination towards the lower end, 
and from the lower end of this channel there should be a 
pipe laid to lay dry the bottom of the reservoir — ^the drain 
pipe. The level to which the water is drawn off for use 
is the foot of the slope, some feet above the bottom of the 
reservoir. The water is drawn off through copper-wire 
gauze strainers of from 40 to 60 strands to the inch. 

For smaller reservoirs, covered over when finished, 
vertical walls are built, and the excavated material 
embanked around them. Sometimes these reservoirs are 
made circular, but they are difficult to cover economi- 
cally, although the form itself is economical in respect 
of wall material, the circle containing a greater area than 
any other form having the same length of wall. 

The best way of covering service reservoirs is by 
running 14in. walls lengthwise at distances of from 15 to 
20ft. apart, and turning 9in. brick arches over the spaces, 
having a rise of one-fifth of the span, filling up the 
spandrels with concrete, and covering over the whole 
with earth 18in. or 2ft. in depth. Openings may be made 
in the walls, either altogether circular, or in the form of 
vertical spaces arched over, so that the wall congists of a 
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series of piers supporting a continnons depth of wall — 
say 2ft. — from which the main arches spring. One or 
more openings in the arches should be made for the 
escape of air, and a man-hole should be provided, with 
ladder bars built into the wall, or, which is perhaps pre- 
ferable, an iron ladder should be provided by which 
access may be had to the bottom. Ladder bars built into 
the wall have sometimes been made of cast iron, but at 
least one serious accident has happened to a workman by 
the sudden breakage of one of these bars on receiving a 
blow, and they ought to be of wrought iron. 
• An overflow weir, capable of passing over the quantity 
of water that the conduit or the pumping main will de- 
liver into the reservoir, should be placed at the top-water 
level, and, having flxed upon the greatest height to which 
the water is to be allowed to rise above this level — say 
6in. — the length of the weir may be found (without going 
into the particulars of the exact form of the weir) by the 

general equation I = ^ ^^ where 3 = the quantity of 

water in cubic feet per minute, d = the depth in inches 
measured from a still head, and I = the length required, 
in feet. 

The sluice valve, by which the water is discharged from 
the service reservoir, belongs to the main, which forms 
the first feature in the means of distribution. 
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SECTION xm. 

Fressube, and its Effect in Pipes. 

The force and mode of action of water under pressure 
along and at the end of a main pipe may be worth con- 
sidering in connection with its storage in reservoirs such 
as have been described. The pressnre of still water is 
the weight of a vertical colnmn of it above the place 
where the pressnre is measured ; bnt still water does no 
work, and when the column is in motion the pressnre is 
less. The weight of water is as follows, the foundation 
being the Troy grain, 5,760 of which used to make a pound 
weight ; but this pound not being satisfactory for general 
purposes in England, the pound weight was increased to 
7,000 of tliose grains. An Act of Parliament made a 
gallon of distilled water at the temperature 62° F. to 
weigh 101b., or 70,000 grains, in air of the density pro- 
duced by a pressure equal to the weight of a column of 
mercury dOin. high; and established also, from experi- 
ments which had been made by a commission, that a 
cubic inch of distilled water at the temperature and 
pressure above mentioned weighs 252*458 grains. A 
cubic foot therefore weighs 252-458 x 1,728 = 346,247 

grains, or ^l^'Vf = 62- 3211b. In half a dozen different 

^ 7,000 

tables of the weight of mercury compared with that of 
water, six different values may be seen — viz., 13*56, 
13*568, 13-57, 13*58, 13*596, and 13*6. When tables 
differ, what is the proper weight? The difference 
seems to arise from comparing the weight of mercury at 
one temperature with that of water at another, in some 

H 
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cases, and in other cases in taking water sometimes at tho 
temperature 39-2° F., when it is at its greatest density, 
and at other times taking it at the common temperature 
of 62° F. This latter is the more useful for ordinary- 
purposes. At 62° F. mercury is 13*696 times heavier 
than water. The pressure of the atmosphere then is the 

same as a column of water — = 33 •99ft. high, 

or 34ft., and the correspondiug pressure per square inch 

. 34 X 12 X 252-458 _ _„ .-^ ,, 

18 '=-T^ = 14-711D. When the mercury 

7,000 

rises to 30-5in. the pressure is 151b. nearly per square 

inch. But as the weight of the atmosphere is often less 

than 30in. of mercury, and sometimes only 28*5in., it is 

the minimum pressure which should be reckoned upon in 

practice in order to guard against failure of action at all 

_, . . 28-5 X 13-596 .. ...^ . . _ 

times. This is -^ — ■. — = 32- 29ft. of water, and 

the corresponding pressure per square inch is 13 -971b. or 
141b. As the head of the column of water is open to the 
atmosphere equally with the point at which the pressure 
is applied, this pressure is '* above the atmosphere," and 
although there may be a little difference between the 
pressures of the atmosphere at the two ends of the 
column, measured at the same instant, if the pressure 
reckoned upon be that of the minimum there will be no 
failure of eflfect. 

The weights above mentioned relate to water without 
admixture of other matter; common water contains in 
solution heavier matter than water itself, derived from 
the ground through or over which it runs, and in practice 
a cubic foot is taken to weigh 62^1b. and to contain 
6^ gallons. 

In the case of a pipe conveying water from a reservoir 
to the place where it is to be used, the column of water 
divides itself into two portions, and the pressure at the 
lower end of the column is according to the height of the 
lower portion. The upper portion, being that part of the 
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whole column botween the top of the virtual oolnmn and 
the level of the water where it meets the atmosphere, is 
the head of water, which feeds the column as &st as it 
descends by the force of gravity. In a pipe of any given 
diameter, as 1ft., the resistance of the sides of the pipe to 
the motion of the water is proportionate to its length, for 
it is proportionate to the area of surface with which the 
water runs in contact ; secondly, it is proportionate to the 
velocity of the water, for it is proportionate to the number 
of particles of water in contact with a given length of 
pipe, as Ift, during any given time, as one second. But 
the head of water required to supply the force of which 
the column of water is robbed in overcoming this re- 
sistance must be as the square of the velocity, for not 
only is it thus simply proportionate to the velocity with 
which the water moves, but it must be replenished as fast 
as it runs away. If the length of pipe in contact with 
the water during one second be twice as great in one case 
as in another, then there will be twice the resistance due 
to that cause, requiring twice the head to overcome it, 
and at the same time the water will run away from the 
head twice as fast, and requii-e twice the length of pipe 
full of water to replenish it in the same time. 

The head, therefore, is as the square of the velocity. 
Now as the altitude of the proper head cannot be in- 
creased, -but remains at the same level, nearly, whatever 
the velocity in the pipe may be, the only way in which 
the head can be increased is by taking from the length of 
the real column the height which may be necessary to 
give the required velocity — increasing the head at the 
expense of the real column, and thereby reducing its 
effective pressure. The same effect may be shown by 
substituting actual pressures for heads of water in a 
horizontal pipe, such as a pumping main. At a point on 
a line of main let three sections of it be marked off, of 
equal length, say Ift., in the direction in which the water 
flows, and let these sections be numbered 1, 2, and 3 from 
the point of observation. From the same point let three 

H 2 
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other sections be marked off, of the same length, in the 
direction from which the water comes, and let these be 
called A, B, and C, and let them be bodies of water. Let 
the diameter of the pipe be such that each body of water 
requires a pressure of lib. to be given to it to overcome 
the resistance of each of the sections 1, 2, and 3. Then 
let three operations be performed : 

1. A moves through section 1, requiring a pressure 

ofUb 1 

2. A and B move through sections 1 and 2, A requiring 

21b. and B 21b 4 

3. A B and C move through sections 1, 2, and 3, A re- 

quiring 81b., B 31b., and 31b 9 

Then if each operation is performed in the same time, as 
one second, the pressure required is as the square of the 
velocity. 

If feet vertical of water be substituted for pounds pres- 
sure, the illustration serves equally for a head of water. 

In respect of diameter : in pipes of different diameters 
the resistance is inversely as the diameter. The resistance 
is, indeed, directly as the area with ^vhich the water runs 
in contact, which in the same length of pipe is as the 
circumference, and therefore as the diameter, and a 
diameter of two offers twice as much resistance as a 
diameter of one ; but the distance at which it acts — the 
radius of the pipe — is twice as far removed from the axis 
(the point in which there is no resistance), and this, be it 
remarked, in two opposite directions, so that the effect of 
distance is as the square of the radius, and therefore of 
the diameter; the resistance being direct in its action, 
and the distance at which it acts inverse, the result is 
that the resistance is inversely as the diameter. 

These several forces and resistances are formulated 

thus : — 

Let V = velocity per second. 
I = length of pipe. 
d = diameter. 
h = head of water. 

Thenc«=l^ 
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in whicli c is a constant mnltiplier deduced from experi- 
ments to be 2,500 when all dimensions are taken in feet. 
This is the value of c according to Ejtelwein's deduction 
for long pipes. The velocity, then, in feet per second is 

/ 2,500 d h .^ /~dh :, ^^ :,. 
V = A^ J = o0/\/ -J-; and the diameter is 

^ = TTTTTTTT* This is the usual requirement in the case of 
J,oU0 n 

a pipe to convey water from a reservoir to the place 

where it is to be used, for in such case the height and 

length are fixed, and the velocity must be limited so that 

at its maximum it may do no harm to the pipe by its 

violence, and so that branches ^derived from it may be 

duly filled, and so that a suflScient working pressure be 

given. 

When the pipe is several miles in length the rule is 

converted into a form expressing the head of water in feet 

per mile by dividing 5,280 by 2,500, in which I is 

2-11 1?^ 
eliminated, and h = — -= — . If the velocity be made 3ft 

19 
per second, h = —, and the pressure of water running 

with that velocity would be, at the distance of one mile 

from the reservoir, less than that due to the whole height 

19 
of the column by -=-. 

It might seem that the pressure would be that due to 
the whole height less such a head as is required to produce 
the velocity considered as falling water merely, which 

would be — ; but although that is so in open streams, 

which are in train, it is not so in pipes under pressure. 
In this case, as in the other, there is a certain gradient 
line, which, if drawn straight between the head of water 
in the reservoir and the height due to the pressure at the 
end of the pipe, is the gradient which that pipe would 
necessarily take if it ran full, but only full, that is with- 
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out pressnTO on the highest part of its cbcnmferenoe ; and 
the presBiiTe at any part of the length of a pii>e is that 
dne to the vertical height between the actual position of 
the pipe and that gradient, which is the "hydranlic 
gradient." There being thus a gradient line in all conduit 
pipes, there must be a length at which there would be 
no pressure, supposing the pipe to be prolonged so far 
from the reservoir, and there the water would simply run 
out of the end of the pipe with the velocity due to the 
gradient. This length is found as follows : 

Substituting H, the whole head, for A, the head which 
is due to the velocity t?, 

2,500 d H 



Z = 



r^ 



For example, let d = 2ft., H = 100, © =3, then 
I = 2>500 X 2 X 100 ^ 55 555ft rj^^g ^t ^^e disUnce of 

10 miles or so there would be no pressure in a pipe 2 ft. 
diameter and 100ft. below the reservoir, and it could not 
carry the water farther than 55,555ft. with a velocity of 
3ft. per second ; beyond that distance the velocity would 
diminish, unless an actual gradient were immediately 
given to the pipe equal to the hydraulic gradient ; but 
that being done, the same velocity would continue to any 
distance, if the diameter remain the same ; the stream of 
water through the pipe would then be " in train," the 
forces acting upon it being balanced by the resistances, 
and it would flow under the same conditions as a river. 
But if pressure were required, there would need to be 
either a greater head, a shorter length, or a larger pipe. 
The conditions to be determined beforehand are (1) the 
quantity of water required, (2) the pressure required, (3) 
the height at which it is to be supplied above a fixed 
datum level; and (4) the height of the reservoir above the 
same datum. 

In one of the examples previously referred to, the 
quantity of water for supply was found to be 3,000,000 gal- 
lons a day, after leaving to the stream one-third of the total 
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available quantity. If the distance at which this quantity 
were required to be delivered were 5 miles, and the height 
of the storage reservoir above the service reservoir in which 
the water would be delivered were 150ft., the following 
conditions would ensue. The quantity per second corre- 

„ , . 3,000,000 , ,, 

spending to 3,000,000 gallons a day is 549 qq q" = ^'^^ 

cubic feet. If the velocity be limited to 2 Jft. per second, the 

/ 5*55 

diameter would be d = \/ o > v. nav^A = 1 * 68ft., say 

^ 2*0 X' 7854 ' •' 

OT mi, 1 J 1^1 1 5,280x5x6-2:) ^^ ^^^. 
21m. The head would be A= 2500x1-6 8 ' ~ 39 •29ft., 

say 40ft. The effective head would be 150-40 = 110 fr., 

J XI- .1 110x62i ,^ -. . 
and the pressure per square inch TXir = ^ ' ' * ^"* ^^ 

the end of a 21in. main 5 miles long. 

Upon a line of conduit pipe such as this there may be 
taken off one or two branches. Say that one-sixth of the 
water is wanted at three miles distance from the reservoir, 
and another sixth at four miles, leaving 2,000,000 gallons 
per day to go to the far end. If the same velocity were 
preserved throughout, the square of the diameter of the 
pipe would be reduced one-sixth at the first branch, and 
one-third at the second. Thus the first length of three 
miles being 21in. diameter, the second length of one mile 
would be 19*18, or, say, 20in.; and the third length of 
one mile 17-14, or, say, 18in. Each branch takes off 
500,000 gallons a day, and, preserving the same velocity, 

the diameter of each would be \/ g— = 8'51in., or, 

say, 9in. The effective head in the main conduit pipe at 

the point where the first branch is derived would be found 

by deducting the loss of head due to its distance from the 

3x40 
reservoir, three miles, which would be — r — =24ft., from 

the difference of altitudes of the reservoir and the branch 
above the datum. For the second branch the deduction 
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would be rather greater per mile, the diameter being lesfi^ 

while the velocity is the same, for the head is inversely 

proportionate to the diameter, according to the formula 

c A (2 = t?2 Z. Thus if the loss of head due to a velocity of 

2^ft. per second in the 21 in. pipe be 8ft. per mile, it would 

21 X 8 
be in the 20in. pipe — ^- =8 •4ft. per mile, and in the 

21 X 8 
18in. pipe — ^ — = 9'4ft. per mile. Adding together 

the losses of these three lengths — viz., for the first three 
miles, 24ft., for the fourth mile, 8Jft., and for the fifth 
mile, 9^fr. the total loss at the end of the five miles would 
be 42ft., instead of 40ft., as it would be if the full 
diameter were continued to the end, and the quantity 
delivered were 3,000,000 gallons a day. 

Cast iron is the material for water-pipes, from Sin. to 
3ft. Gin. diameter. They have been cast as large as 44in. 
and 48in., but there are several reasons of convenience 
and economy which make it desirable to limit the diameter 
of cast pipes to about 40in. or 42in. If the quantity of 
^water to be conveyed is such as to require a larger dia- 
meter, it would probably be found that either two cast 
pipes, or one pipe built up of rolled plates, would be pre- 
ferable. They are sometimes made smaller than 3in. ; 
but the expense of laying constitutes a considerable part 
of the whole expense of small pipes, and it is not much 
more for 3in. than for 2in. pipes. 

The metal of which pipes are cast is not so strong as 
that put into girders and some other structures. The 
tensile strength of this metal is about eight tons per 
square inch; but that put into pipes is probably not 
more than seven tons per square inch for many of the 
pipes of every set, and it is the strength of these upon 
which the success of the work depends. Whatever the 
quality and ultimate strength of the metal may be, the 
working strain should not exceed a determinate part of 
it, arrived at in two stages of the process of calculation. 

In the first place, every pipe is subjected to an actual 
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water pressare before it is laid. If the pressure be 
applied steadily to represent the effect of a head of water, 
it may be as much as one-half of that which the metal 
would bear before breaking ; but if, while under pressure 
in the proving press, the pipes be struck with a hammer 
to represent the jarring and blows to which they are sub- 
ject in the ground, the pressure applied should not be 
more than one-third of the ultimate strength of the 
metal. 

The proof strain of the pipes in the press should not, on 
the one hand, be so great as to injure the strength of the 
metal, which would probably happen if more than half 
the pressure due to the ultimate strength were applied ; 
but, on the other hand, the actual strain produced in the 
metal should be sufficient to prove the soundness of the 
casting, and the quality of the workmanship. 

But between the time of proving and being laid in the 
ground the pipes are subject to a variety of accidents 
which tend to produce defects, some of which may be 
undiscoverable ; and, moreover, the arrest of the motion 
of the water passing through them produces a greater 
strain than that due merely to the height of the column 
of water. A complete stoppage of the motion could not 
be suddenly effected, but there is no doubt that the shut- 
ting of stop-cocks, in a system of piping, throws addi- 
tional pressure on some parts of it; and the working 
pressure, due to the head of water, should not be more 
than some determinate part of that applied in proving the 
pipes — say one-third of the pressure applied in the first- 
named manner, or one-half applied in the manner secondly 
named ; so that, in calculating the thickness of metal, the 
steady pressure due to the head of water should not ex- 
ceed one-sixth of the ultimate strength of the metal. If 
this be seven tons, or, perhaps, not more than 15,0001b. 
per square inch, the strain produced by the head of water 

should not exceed — ^ — = 2,5001b. per inch. 
If H = the height of the column of water in feet, the 



! 
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pressure per square incli on the internal surface of the 
pipe is y^ = '434 H. 

This is a radial pressure acting on the whole circum- 
ference of the pipe equally all round, except that it is less 
on the top of the pipe than the bottom, by the pressure 
due to the diameter ; but this may be neglected, and its 
consideration may, in fact, be done away with, by measur- 
ing the height of the column of water from the bottom of 
the pipe. But, although the pressure is radial, and the 
circumference receives a nearly equal pressure per square 
inch all round, the component part of the pressure which 
constitutes the force tending to tear the metal asunder, 
acts in a direction tangential to the circumference at any 
point, and at right angles to the radius ; and as all the 
radii are alike in a circular pipe, the force tending to 
burst the pipe is proportionate to the radius, and is mea- 
sured by it multiplied into the pressure due to the head 
of water. For calculation of the thickness of metal, it 
answers all purposes to take one inch of the length of the 
pipe. 

The whole outward pressure in pounds, tending to 
separate one-half of the ring from the opposite half, is 
•434 H multiplied into the diameter in inches, and this 
force is restrained by the two sides of the pipe. As it is 
only necessary to take into account one side, the strength 
may be calculated from the radius instead of the diameter. 
Let '434 H = p = the pressure of the water in pounds per 
square inch ; r = the internal radius of the pipe in inches ; 
t = the thickness of the metal, and « = the strain per square 
inch of the metal acted upon, to which it is subject under 
the pressure 'p and radius r, then the following quantities 

should be equal to each other, viz : — p r = «<, and t = ^-— 

But here is an anomaly ; for the part of the metal which 
the pressure acts upon with the force p r is infinitely thin. 
Beyond the face, the metal is strained less and less as the 
radius increases. 
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The following remarks depend upon the truth of the 
law that the extension of a material per unit of its length, 
strained by an elongating force, is proportional to the 
force applied. The extension of cast iron, under all 
strains up to that which breaks it completely, is not 
exactly proportional to the force applied; but it is so 
within the limits of the smaller strains to which the 
metal is subject in water-pipes. 

The strength with which any portion of the metal re- 
strains the force which tends to tear it asunder, is measured 
by the extension of the metal per unit of its length with- 
in the limits of its proper elasticity, and both the force 
and that extension diminish as the radius increases. The 
metal at the back of the pipe can only assist the strength 
of that at the internal face, in proportion to the rate of 
extension which the force within the pipe produces in it ; 
and the rate of extension at any part of the thickness of 
the metal is inversely proportionate to its distance from 
the centre of the pipe. 

The magnitude of the bursting force is itself proportional 
to the internal radius, and is confined to it, and its pro- 
portional stress at any part of the thickness is inversely 
as the distance at which it acts ; and as the rate of ex- 
tension is also inversely as the same distance, therefore 
the metal, at any part of its thickness, restrains the burst- 
ing pressure with a force which is inversely proportionate 
to the square of the radius at that part. 

With an internal radius of 1, a thickness of 1, and a 
force of 1, the back of the pipe is strained with a force of 
J, and as the length of its circumference is twice that of 
the internal circumference, the extension due to a force 
of 1 would there be \ ; but as the force is only J, the 
strain there is \ of i, or J ; that is, it is inversely as the 
square of the radius. 

In a lOin. pipe, lin. thick, the internal radius is 5in. 
and the external radius 6in., and with any given pressure 
of water the back of the pipe is strained less than the face 
in the ratio 5^ : 6^ = 25 : 36. 
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For the Bake of showing the effects in an extreme case, 
we may take the metal to be still thicker. The dis- 
tance at which the force acts directly on the metal is 
limited to a radios of 5in. As the force does not act 
directly upon the metal beyond the face, but indirectly 
through the interposing metal, it is diminished as the 
radius increases. At Gin. radius the force is fths of 
whatever it is at 5in. ; at 8in. radius it Is fths, and so on ; 
and the effect of this diminishing force is further reduced 
in the same ratio by the distance at which it acts, so that 
at Gin. from the centre of the pipe there is a force of 
fths acting at a distance of 1 ^th; at Tin. a force of 
fths acting at a distance of 1 fths, and so on. 

Whatever strain per square inch it may be thought 
proper to subject the metal to at the interior of the pipe, 
that at the back will be in the following proportion. Let 
the maximum strain be assumed to be 2,5001b. per square 
inch, then, 

At Sin. radius (fece of the metal) ^'^^^ ^ ^ = 2.5001h. 

5 

6in. „ „ „ „ 2^224^ = 1,7361b. 

7in. „ „ „ ., ?i^??^^^-^ = 1,2761b. 

7iia. „ (middle of the thickness) h^^^^ = 1 ,0641b. 

7J X 1} 

Rin 2,500 X 5 _ Q„^,r 

oiii' j» » ,♦ „ — Vrr^Ti— = 97615, 

8 X 1§ 

9in 2,500x5 _ —oiu 

9 X 1| 

lOin. „ „ „ „ 2^2-^= 6251b. 

The mean strain (M) of the whole thickness is not 
2,500 + G25 ^ ^^^ ^ ^^^ g^j.^^.^ ^g^ ^^ ^^^ ^^^^ ^^ ^^^ ^^^^ 

It 
multiplied into the square of the internal radius, and 
divided by the mean of the squares of the internal radius 
(r) and the external radius (R). 

2r2S 
Thus M = 52+72 
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In the case above stated it is ^ X 25 x 2,500 ^ .^^^^^ 

100 + 25 • 

per square incH. 

The force producing these strains is jpr = the pressure 
per square inch, multiplied into the internal radius of the 
pipe in inches. In order that tbe inner portion of the metal 
be not overstrained, it is necessary to extend the thick- 
ness far enongh to comprehend a restraining force equal 
to that exerted on the inner portion of the metal, and its 
limit is found at a radius the square of which bears tbe 
same relation to the square of the internal radius as the 
force exerted at the face of tbe metal bears to that ex- 
erted at the back, and in very thick pipes the mean strain 
per square inch of the whole thickness differs widely from 
the arithmetical mean between the strains at the internal 
and external radii, because the strain at every part of the 
thickness is as the square, inversely, of its distance from 
the centre of the pipe, but at all distances which lie 
within the thickness of ordinary cast-iron pipes the mean 
strain would not differ much from the arithmetical mean 
betiveen the inner and outer strains. 

In the diagram Fig. 19, A B represents the strain per 
square inch at the face of the metal, and C D, E F, &c., the 
strains at the several distances 
C, !Ei, &c., from the centre of the 
pipe, the corresponding strains 
being inversely as the squares of 
those distances, in pounds per 
square inch, produced by the -jpi^^ 19, 

force 2? r. 

There are many short rules for the thickness of metal 
in cast-iron water-pipes, and they vary much in the 
results obtained from them. They may be compared with 
the principles above stated. Mr. Molesworth, in the well- 
known * Pocket-book of Engineering Formulae,' gives the 
rule, 

/ = -000125 2) d + -37 for pipes less than 12in. diameter, 
or. 
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t = the same + *50 for pipes from 12in. to 30in. dia- 
meter, 

t being the thickness of metal, j? the pressure of water per 
square inch, and d the diameter in inches. To adopt a 
uniform notation, let the radius (r) be taken instead of 
the diameter, then 

t =r '00025 j> r -t^ '37 for pipes less than 12in. diameter, 
or, 

t = the same + '50 for pipes from 12in. to 30in. dia- 
meter. 

Mr. Neville, in * Hydraulic Tables, Go-efficients, and 
Formulae,' gives the rule for pipes cast vertically, 

t = -0016 nd + -32, 
and for pipes cast horizontally, 

t = -0024 nd + -33, 
in which n is the number of atmospheres of pressure, = 
the head of water in feet divided by 33. Adopting, like- 
wise, r instead of c2, and converting n into pounds 
per square in. (p), the rule would be, for pipes cast 
vertically, 

t = -0002234 _pr + -32, 
and for pipes cast horizontally, 

t = -000335 pr + -33. 

But Mr. Neville remarks that, in practically applyiiig 
these formulae, the value of n should always have ten 
added to it. He mentions fa formula adopted by M* 
Dupuis, the engineer of the Paris Waterworks, which is 
t = (-0016 n -I- -013) d + -32. 

Taking in this case also the radius instead of the dia- 
meter, and converting n into pound per square in. the rule 
would be t = (-0002234 p + -026) r 4- '32. 

Professor Eankine, in his * Manual of Civil Engineer- 

t TT 
ing,' gives the rule ^ = — r-z, — . in which H is the head 
° ° d 12,000 

of water in feet. This would be equivalent to 

t = '000192 pd 
or, t = -000384 p r. 

But Dr. Bankine remarks that shocks from without 
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cause the thickness of cast-iron pipes to be often made 
considerably greater than that given by the above rule. 
The following empirical rule, he says, expresses very 
accnrately the limit to the thinness of cast-iron pipes in 
ordinary practice — ^viz., that the thickness is never to be 
less than a mean proportional between the internal dia- 
meter and :^th in. 

Mr. Thomas Box, in * Practical Hydraulics,' gives as 
an empirical rule, 



V 10 ^ J \25,000 / 



tj d, and H being the same expressions as those before 
stated, and in the same terms. 

It is to the investigation of Professor Peter Barlow 
that we are indebted for a solution of the difficulty of 
apportioning to cast-iron pipes a thickness properly pro- 
portionate to the strain upon them from internal pressure. 

Barlow's rule is t —— — , in which f,o, and r are the same 

expressions as those used above, and c = the cohesive 
strength of the metal per square inch, which is assumed 
above to be 15,0001b. before it breaks, but only 2,500 as a 
maximum working strain on the inner portion of the metal, 
and it is only metal of good quality which it would be safe 
to subject to even this degree of strain — in metal, that is 
to say, produced from *' mine " or native ironstone ; with 
any considerable admixture of inferior metal the pipes 
would probably not bear straining nearly so much. 
Professor Barlow's investigation did not extend to the 
minutiffi of foundry necessities, such as increase of thick- 
ness for unavoidable defects in casting, or the difficulty 
of making very thin castings ; but it- established a true 
basis around which these practical requirements gather, 
and to which they are more or less wisely added. 

To compare these various rules, let each of four pipes — 
viz., lOin., 14in., 20in.,and 30in. diameter — be subject to the 
same pressure, viz., 1741b. per square inch (400ft. head). 
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DiuMCcr. 


lOin. 


14io. 


20in. 


30in. 


pr 


8701b. 


),2181b. 


], 7401b. 


a,6101b. 


Barlow 


i 
•374 
•334 
-588 
•674 
•644 
•569 


t 

•520 
•468 
•804 
•815 
•774 
•673 


t 

•748 
•668 
•935 
1^02 
•969 
•805 


t 
112 
100 
1-15 
1-38 
1-29 
•986 


Bankine 


Molesworth 

NeyiUe 


Dnpais 


Box 





According to Professor Eankine's rule to limit the thin- 
ness of pipes to a mean proportional between the internal 
diameter and ^in., that would make the least thickness 
<= V0208c?, andfor 

lOin. pipes wonld be ^456 
14in. n y, '539 

20iiL „ „ ^645 . 

30m. „ „ '790 



» 



The thicknesses above stated by Mr. Neville's rule are 
those of pipes cast vertically. The increased thickness 
required by his rule for pipes cast horizontally is due to 
remediable defects, and we must allow to all the other 
formulae that they demand strictly proper workmanship, 
and . make no allowance for defects which are not abso- 
lutely unavoidable ; moreover, casting pipes vertically, of 
nearly all sizes, is becoming more and more the custom. 
It may be remarked upon Mr. Neville's rule that it is not 
necessary to add 10 to the value of n (although this is done 
in the above table) unless it be for very small pressures. 

For facility of application, and near agreement with 
actual practice, Box's rule is preferable to any of the 
others given above. 
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SECTION XIV. 

Aqueducts. 

Of the form and conBtmction of large condiiitSy or aqtie- 
dacts, there are no better examples than those proposed 
for bringing water to London from the Lake district 
by Mr. Hemans * and Mr. Hassard,! and from Wales by 
Mr. Bateman. Neglecting altogether the merits of either 
of these projects as a water snpply for London, in respect 
of the source whence it was to be derived, the form and 
construction of the aqueducts may be usefQlly examined 
in connection with the present subject, especially as these 
were nearly alike in both the cases named, and were such 
as almost any large conduits or aqueducts must probably 
have been in this country ; nor need the same form and 
construction be confined to particularly large conduits, 
for, in any one of considerable length, whether of large 
size or not, the same features would be met with. Unlike 
a railway, which may go up a hill or down a valley, and 
also a canal, which, with locks, may be made in a similar 
manner, a conduit for conveying water by gravitation 
must have its regular inclination, not necessarily the same 
in all parts of its length, but the falling gradient must be 
continuous. 

In each of these aqueducts there were six chief features, 
viz.: (1) tunnels, (2) open watercourses, (3) "cut and 
cover," that is, where the ground is cut open and the con- 
duit constructed and arched over, and the earth filled in 
over the top; (4) raised aqaeducts over ground lying 

♦ The late George Willoughby Hemans, M.Inst.O.E. 
t Richard Hassard, Esq., M.Inst.C.E. 

I 
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below the general gradient of the conduit; (5) the por- 
tions connecting the two forms of construction, 2 and 4, 
or 3 and 4 ; (6) pipes laid underground across valleys too 
wide and deep to be crossed at the gradient height, rising 
again on the other side to the proper level, and the con- 
duit being continued in one or other of the ways indicated 
by 1, 2, or 3. 

It was not the first time the engineers above-named had 
had to consider how best to convey a large quantity of 
water a long distance. Mr. Bateman had then recently 
made the works which supply Glasgow with water from 
Loch Katrine, and Mr. Hassard had laid down the plan 
for supplying Dublin from the river Vartry. The aque- 
duct to convey water to London from UUeswater was to 
carry 250,000,000 gallons per day. The gradient was to 
have been 6in. per mile in some parts, and less than that 
in others, the principle laid down on the score of economy 
being that the greater fall, and therefore the smaller sec- 
tional area, should be given to the tunnels and aqueducts, 
which are the most expensive portions, and the lesser fall 
and larger dimensions to those parts which are of com- 
paratively cheap construction, viz., the open watercourses 
and those where the ground is cut open and filled in 
again, and where useful material would be got from the j 
excavations. : 

In most conduits of considerable length it will be j 
advantageous to save head, so as to deliver the water at 
the far end at as high an elevation as possible, and the | 
value of this may often be greater than additional ex pen- j 
diture required for a larger conduit. The value of each ! 
can be strictly calculated. j 

With 4in. fall per mile in the open aqueduct shown 
in Fig. 20 (see next page), which is reduced from the 
sections given in the Appendix F of the Keport of the 
Metropolitan Water Supply Commission, 1869, the mean 
velocity was calculated at 109ft. per minute, and the \ 
quantity of water discharged at 28,340 cubic feet per 
minute, the width of the stream being 30ft. at the surface 
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and 20ft. at the bottom. Depth in the middle of the 

stream, 10ft. ein. Side elopea i to 1. Bottom, at the 
centre, 6in. lower than at the eidaB. With a fall of 6in. 
per mile the surface width would be rednoed to 26ft., and 




^^ 
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[■;. 24. Fig. 2a. 



Fig. 2C. 



the bottom width to I6ft., the depth being 10ft. 6in. at 
the middle. With these dimensions and fall the mean 
velocity was calculated at 128ft. per minute, and the 
diacharge at 27,702 cubic feet per minute. These are the 
aeotions and form of oonstmction in root, which is for 
the most part the Silurian slate fonnation. 

In ordinary ground the form was to have been as shown 
in F^. 21. With this form, and a fall of 'iit. per mile, 
the velocity, it was said, would be 119ft. per minute, and 
the discbarge 28,760 cubic feet, the width at the surface 
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of the water being 28rt. and the depth 12ft. The cunred 
lK>ttom extends to about half the height, at which point 
the straight sides touch the circle tangentially. With 
a fall of Gin. per mile the dimensions would be reduced 
to a width of 26ft. at the surface, and a depth of lift. Gin. 
With these dimensions and fall the velocity would be 
131ft. per minute, and the discharge 28,3G1 cubic feet. 

In the covered aqueduct shown in Fig. 22, with a fall 
of 4in. per mile, the velocity would be lOGft. per minute 
and the discharge 28,514 cubic feet. The width at the 
bottom is 22ft. and at the springing of the arch, 7ft. above 
the bottom, it is 24ft. The depth of water is 12ft., or 
5ft. above the springing. Where the fall would be in- 
creased to Gin. per mile, the bottom and middle widths 
would be reduced to 18ft. and 20ft. respectively, the depth 
remaining 12ft. With these dimensions and fall the 
velocity wcus calculated at 127ft. per minute, and the 
discbarge at 28,575 cubic feet per minute. 

In the tunnels shown in Fig. 23, with a fall of Gin. per 
mile, the velocity would be 125ft. per minute, and the 
discharge 28,240 cubic feet, the width at the bottom being 
18ft., the middle width 20ft. at a height of 5ft. above the 
bottom, the arch semicircular, and the surface of the water 
7ft. Gin. above the springing, the depth of water being 
12ft. Gin. No puddle was proposed to be used in any part 
of this aqueduct, but the excavations were to be lined 
with concrete, about 18in. thick, faced with rubble stone 
where the ground is rock, and in ordinary ground the 
concrete would in some parts be faced with brick on edge» 
and in others rendered with Portland cement. 

With respect to the water-tightness of the aqueduct, 
Mr. Hassard said that in the construction of a great 
portion of the open aqueduct, it was probable that no 
lining would be required. This evidence is similar in 
effect to that of Mr. Bateman, who, having then recently 
made the aqueduct bringing water from Loch Katrine to 
Glasgow, said that the ground there consists chiefly of the 
mica-slate and clay-slate formations, and that very little 
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lining was required; it is almost impervioiis to water. 
There was no clay along that line, and no means of 
transporting materials, and, knowing the geological for- 
mations of the country, Mr. Bateman had adopted tunnels 
instead of looking for a line along the surface, which had 
been done by others without success when turning their 
attention to that source for the supply of the city. 

There are on this line of aqueduct as many as seventy 
different tunnels, of comparatively short length ; no long 
tunnel, except the first one, of 2325 yards, on leaving 
Loch Katrine. Tunnelling, he said, where short tunnels 
can be made, and where the materials can be brought to 
daylight at short intervals, is perhaps the cheapebt and 
tlie best and the quickest way of getting through a 
country of that sort. After passing through the first 
tunnel, the water is conveyed for six or seven miles along 
tlie hillsides, not, in this case, in an open aqueduct, but in 
the manner called '' cut and cover." Where the conduit 
passes through an agricultural country it may be open ; 
there is rather an advantage than otherwise in its being 
exposed; but near towns or through a thickly-wooded 
country, or on slopes of mountains liable to snow-drifts, 
the conduit should be covered. In any case the drainage 
of the hillsides must not be interfered with, and proper 
culverts must be provided for passing it either under or 
over the conduit. In connection with the question of 
lining an open watercourse is that of the velocity of the 
stream, and it was said that the proposed velocity of neither 
one nor the other of these aqueducts was such as would 
be inconsistent with a simple clay bottom ; it would not 
disturb a clay bottom, and would have no effect at all on 
a gravel bottom ; but, nevertheless, an aqueduct for the 
supply of water to a city should be lined throughout. 

Fig. 24, reduced from the sections given in the Appendix 
A Q of the report, shows the form of the open watercourses 
of Mr. Bateman's main aqueduct. The fall is Gin. per 
mile. The width at the surface of the water is 26ft. 4Jin., 
and the depth 10ft., the form being circular throughout. 
The sectional area of the stream is 193*4 sq. ft., and the 
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wetted sides 35ft. in length. The hydraulic mean depth 

(H.M.D.) therefore is, -— — = 5-626, and jjh'h2^y,\ 

X — = 2* 143 ft. mean velocity, per second. Then 
11 

193-4 X 2-143 X 540,000 = 224,000,000 gallons per 
day carried. 

Fig. 25 shows the form of section of the covered water- 
courses and tunnels. The width is 16ft. 6in. at a height 
of 3ft. 9in. from the bottom, with a semicircular arch. 
The depth of the invert is 1ft. 6in., and the depth of water 
10ft., the surface of the stream running within a height 
of 2ft. of the soffit of the arch at the crown. The fdl is 
14in. per mile, the sectional area 146*25 sq. ft., the 

14(5.05 

wetted sides 34- 866ft. H.M.D. = = 4-195, and 

34-866 

10 

V4'195 X 2-333 X "T = 2 -844ft. per second mean 

velocity. Then 146-25 x 2-844 = 415-935 c. ft. per 
second, which gives 224,604,900 gallons per day. 

During the sitting of this Commission, which extended 
over thirty-six days, the examination of witnesses took 
somewhat the form of a discussion, between the members 
and the principal witnesses, on the question of the quan- 
tity of water necessary to bo supplied for the growing 
wants of London, and both Mr. Bateman and Messrs. 
Hemans and Hassard had to consider whether the aque- 
ducts would carry as much as 300,000,000 gallons per day. 
It was found that this could be done with but slight ad^- 
tions to the capacity of the aqueducts already proposed. 
In the case of the Welsh project, an increase of 2ft. in the 
depth of water in the open watercourses, that is, from 
10ft. to 12ft., would accomplish it, and the width at the 
water surface would then be 27ft. 9in., the fall remaining 
the same, viz., 6 in. per mile. In the covered portions and 
the tunnels the section would be enlarged, as shown in the 
Appendix A R of the report, of which Fig. 26 is a reduction. 

This section is drawn in Fig. 26 on a larger scale than 
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the other figures, to show its peculiarities, the chief one of 
which is the depth of the invert, which is 3ft. If the dis- 
position of the materials be examined, it will be seen that 
they are placed so as to make the form a very strong one, 
and at the Fame time it is one which] affords a great 
hydraulic mean depth. 

There remains a question whether, for an open aqueduct 
which must for a long time after its construction carry 
much less water than it is ultimately designed to carry, 
the circular form of section of the waterbed is as good as 
one with straight slopes and a nearly straight bottom. 
When the section of the stream at 'its greatest flow occu- 
pies nearly half the circular bed, the sides are pretty 
steep ; but in the mean time, and while the quantity of 
'water being carried is much less, the sides of the stream 
are shallow. That is not so in the angular form. At the 
time these conduits were proposed, the quantity of water 
supplied to London was about 108 million gallons per day. 
The open watercourse of Mr. Bateman's main aqueduct is 
13ft. 6in. radius, and, as shown above, would run 10ft. 
deep when supplying 224 million gallons a day, but at the 
first, and for some time after its construction, the depth 
corresponding to this quantity would have been only 
6ft. 9in. in the centre of the stream. 

To carry the quantity supplied to London, taking 
it at 15,000 cubic feet per minute, the depth would be 
7ft. 8in. Thus in about fi^fteen years the increase in 
depth would have been 1 lin. 

In the open watercourse of Mr. Hassard's main aque- 
duct, with the same inclination — viz., 6in. per mile, the 
depth at the first for the same quantity of water would 
have been 6ft. Sin. in the middle and 5ft. 9in. at the sides. 
For 15,000 cubic feet per minute the depth would be 
7ft. 2in. in the middle and 6ft. Sin. at the sides. Thus 
either of these streams would have increased in depth 
about llin. between that time and this, but the angular 
form would from the first have had considerable depth at 
the sides. 
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SECTION XV. 

KiVERs AND Watercourses. 

The quantity of water flowing down a river channel 
may be calculated by the following rules : they range, 
in point of accuracy and attention to details, from the 
simplest and most general to the nicest refinements of 
correction for varying conditions of a flow of water ; but 
they all depend essentially upon the two conditions of 
hydraulic mean depth and inclination of the surface of 
the water, which together govern the velocity. The 
volume is the product of the cross sectional area of the 
stream and the mean velocity of the whole section, and 
while the former is a matter of simple measurement, the 
latter is more difficult to arrive at with any degree of 
accuracy ; and it is only after an investigation of the im- 
mense number of experiments which have been made, that 
the authorities in the science of hydraulics have been able 
to arrive at formnlse which represent the true velocity 
approximately. With certain precautions, the velocity 
may, in Fome cases, be actually measured, as well as the 
cross sectional area, &nd when that can be done the volume 
may be found more satisfactorily in that way. The cross 
sectional area of the stream may be measured by selecting 
a part of the river which is of tolerably uniform section 
for a considerable distance — say 200 yards — dividing the 
distance into equal lengths, and measuring the cross section 
of each division by means of ropes — preferably of wire — 
f^trung across the river, taking the depths at shcrt intervals 
along the ropes, and where the diflerence of level of the 
surface of the water at the two ends of the length of river 
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experimented upon can be ascertained with accuracy, tlie 
mean velocity of the whole stream in ordinary cases and 
in tolerably uniform channels may be found by the formula 
deduced by Eytelwein, or that by Du Bu&t. The funda- 
mental conditions are that the Telocity varies as the square 
root of the hydraulic mean depth, the fall being constant, 
or as the square root of the fall when the hydraulic mean 
depth is constant ; or, neither being constant, as the square 
root of the hydraulic mean depth and fall multiplied into 
each ot£er ; and to bring this abstract rule into conformity 
with observed actual velocities a coefficient is applied, of 
such magnitude as to bring the abstract numbers into 
coincidence with the actual numbers observed. Eytelwein's 

rule for the mean velocity per second is v ^ — aJ hf, 

where h = the hydraulic mean depth, and / = twice the 
fall per mile ; A, /, and v being all in feet or all in inches. 
Du Buat's rule is, for inches, 

a/ 8 — hyp. log. a/ 8 + 1'6 
and for feet, 

a/ 8 — hyp. log. a/ 8 -{- 1 • 6 
d being the hydraulic mean depth, and 8 the length in 
which the surface of the water falls one unit, as 2,640 
when the fall is 2ft. in a mile. The fractional deductions 

are made from the fundamental formula— t? = c \/ -, in 

^ 8 

which c is the coefficient 307 or 88*51, in order to make 

it agree more nearly with the results of experiments nnder 

varying conditions, and are applicable in cases of moderate 

velocity of 2 ft. or 3ft. per second. 

Other authorities make corrections for similar effects 

of increasing velocity. Thus, Mr. John Neville, in his 

** Co-efficients and FormulsB," published by Messrs. Crosby 

Lockwood and Son, gives, from experiments made by 

various persons, the increasing coefficient as follows, when 
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applied to the abstract rule jjrs^ r being tbe mean radius 
or hydraulic mean depth, and s the sine of the angle of 
inclination, or the fall in any length divided by that 

length ; thus being ±^ when the faU is 2ft. in a mile. 

For a velocity of about 1ft. per second the coefficient is 
91*3; for about Ijft. per second it increases to 95*5; 
for l|ft. per second, 98 • 6 ; for 2ft., 100 • 6 ; for 2^ ft., 100 • 6 ; 
for 2|fr., 103 ; for 3|ft., 106 -'6 ; for 5ft., 109-3 ; .for 6ft., 
Ill ; for 7ift., 112-3; for 14^ft., 117*9; for IS^ft., 118-4; 
and for a velocity c?f about 21ft. per second, the coefficient 
is 120. As the velocity thus does not strictly follow the 

rule of At/rSj Mr. Neville has found a more exact formula, 

which is — 17 = 140 V*'« "" 11 A^rs, and this seems to 
agree nearly with observed velocities under all circum- 
stances. Mr. Neville has found that Du Buat's formula 
may be pretty safely relied on when applied to general 
practical purposes, and says that much of the valuable 
information presented by Prony and Eytelwein is but a 
modification of what Du Buat had previously given, and 
to whom we are primarily indebted for much that is 
attributed to the two former. 

None of these found any difference in the velocity of a 
stream which could be attributed to the kind of surface 
over which it ran; but a later authority, Kutter, has 
introduced into his formula, as translated by Mr. Lowis 
D'A. Jackson, a term of correction according to the kind 
of surface, as brickwork, earth, gravel, &c. 

Kutter's formula is, for English feet — 

1-811 , ,, , , -00281 
+41-6 + 



t?= { 



N ' ^ ' S . [ — 

/ - 00281 \N ''^^^ 

1+ (41-6 4--^);^ 



in which v = mean velocity in feet per second, r = mean 
radius or hydraulic mean depth in feet, S = sine of the 
hydraulic slope of the surface, N = coefficient of rough- 
ness and irregularity ; and the values given to N are for 
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brickwork and ashlar in good order, *013; for channels 

in earth in good average order, • 020 ; and for rivers and 

brooks, from '020 to *035 ; but this formula is not so well 

adapted to rivers as the three preceding. 

It may be useful to compare the results of the first 

three rules. In a river of 100ft. mean width, 6ft. deep, 

and of such a contour of bed as to give 5ft. hydraulic 

mean depth, the fall of the surface of the water being 1ft. 

per mile, or 1 in 5,280, the mean velocity in feet per 

second by Du Buat's rule is, 

88-61 (V5- -03) ^^, , ,, 

— = T^^ 7==^- -084(^5 - -03) = 2-67 

V2t)40 - hyp. log. V2641 -6 ^^ ^ 

and 2*67 X 600 = 1,602 cubic feet per second. 

10 - 

By Eytelwein's rule it is, —- V^ X 2 = 2-87 and 

2-87 X 600 = 1,722 cubic feet per second. 
By Mr. Neville's rule it is, 

and 3-23 X 600 = 1,938 cubic feet per second. 

And if we take the coefficient for velocities aboat as 
much as this to be 103, as found by others, the mean 
velocity would be 



v/ 



103 aJts = 103 \/ 5 X 2640 " 3* 17ft. per second, 

or, nearly the same as by Mr. Neville's own rule; and 
it illustrates what is found to be a general tendency 
in all the hydraulic formulae derived from experiments 
necessarily made on a comparatively small scale — viz., that 
the action of large masses of water is sensibly greater 
than these formulae indicate, so that in applying them to 
rivers of large volume they rather understate the actual 
quantities, which, indeed, is no fault, but the contrary. 

The truth of Eytelwein's and Du Buat's formulaa 
has been confirmed by Mr. Bateman, for rivers and open 
watercourses where the section is tolerably uniform. 
When he laid out the Manchester Waterworks he con- 
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fitmcted the works in many parts with special referenoe 
to taking such observations as would determine a great 
many points which were then somewhat in donbt, and 
he tested upon the watercourses there the calculations 
of almost everybody. (Ftde Evidence, Water Supply 
Commission, 1868.) 

But where the fall of the surface of a river is very 
small in any length that could be experimented upon, as 
it is in many cases, the inclination cannot be ascertained 
with sufiBcient accuracy to enable these formulsB to be 
applied for finding the velocity, and in those cases the 
volume of water is best ascertained by actual measure- 
ments of the velocity with floats, and for that purpose no 
better proceeding can be taken than that adopted on the 
river Thames. The length of the river experimented 
upon was divided into six measured distances, and the 
time was taken in which the floats traversed the six divi- 
sions at five or six different places in the width of the 
river. U'he mean velocity was not computed from the 
observed surface velocity, but was actually ascertained by 
floats so adjusted that whilst one all but dragged upon 
the bottom, and therefore travelled with the bottom velo- 
city, another floated at the surface, and the two floats 
being tied together, one acted upon the other, in quicken- 
ing and retarding their respective paces. Gntta-percha 
was used for the floats; it is very nearly of the same 
specific gravity as water, being • 96 of water, and there- 
fore it floats. A gutta-percha ball will float almost 
wholly immersed, so that the wind can have no effect upon 
it. The balls were so adjusted that one was heavier than 
the other, and sank to the bottom, but did not touch it, 
and thus by finding the mean velocity in all parts of the 
stream, the mean of the whole stream was found. 

To estimate the mean velocity roughly by one observa- 
tion, Prony's rule may be taken 

^ / 7>783 -f Y \ y 
yiO-345 + V/ 
in which V = the maximum surface velocity in feet per 
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seoond in the centre of the river, or in its axis, whether 
that be in the centre or not, and this gives for velocities 
similar to those in the above examples, the same results 
as in Mr. Neville's shorter rule o = *835 Y, which would 

indicate a maximum surface velocity of -— r-- = &*66ft. 

per second, but for velocities about half these the mean is 
ihore nearly • 8 V. 

Beferring to the examples above worked out, it must 
be confessed that there is no very near agreement between 
2*67 as found by the first, and 3*23 by the last ; but this 
velocity is greater than necessarily occurs in rivers, and 
the beet judgment would probably be shown in using 
Eytelwein's or Du Buat's formula in cases of ordinary 
flow, and Neville's or Prony's in floods. 

As to the velocity of water at the bottom of a river, or 
anywhere along its bed, it is very difficult to ascertain it 
by actual measurement, apart from that in other portions 
of the body, but from the experiments of Du Bu&t it is 
found to be, for mean velocities of about 3 ft. per second, 

« = (V V - i)» 

When V = the mean surface velocity from side to side of 
the stream, which is always less than that in the centre 
or axis of the stream. In this case u and Y are the velo^ 
cities in inches per second. Mr. Beardmore adopted this 
rule in his hydraulic tables for velocities of from 1 to 15ft. 
per second. 

Experiments which have of late been made upon the 
large American rivers show a diflereut relation between 
the surface and bottom velocities. 

In a discussion at the Institution of Civil Engineers in 
1879, Mr. George Biggin said that in the experiments 
carried out under the direction of Mr. Bateman, Fast- 
President of the Institution, on the great rivers of South 
America, certain new laws were discovered in the move- 
ment of large masses of water. One of these was that the 
surface velocity of water at a given inclination varied 
directly as the depth of the channel, and another was that 
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the bottom velocity of water varied directly as the square 
of the depth. With a given volnine of water passing 
at increasing rates of inclination, and, therefore with 
diminishing depth, it was calculated that at a depth of 
27ft., and with a surface velocity of 176ft. per minute, the 
bottom velocity would be 69ft. per minute, at a depth of 
21ft. and with a surface velocity of 241ft. per minute, the 
bottom velocity would be 72ft., and at a depth of 18ft., 
and with a suiiace velocity of 290ft. per minute, the 
bottom velocity wotdd be 75ft. ; thus while the surface 
velocity increased 65 per cent., the bottom velocity in- 
creased only 10 per cent. But the question arises whether 
the rules derived from the motion of masses of water so 
vast as those of the American rivers are more applicable 
to the English, Irish, Scotch, and Welsh rivers, than the 
old formulsB are, confirmed as they have been by experi- 
ments on a scale of very considerable magnitude. 

Investigations by Professor Osborne Eeynolds, F.R.S., 
and Professor W. C. XJnwin, F.R.S., have thrown much 
light upon the motion of water in open channels and in 
pipes, explaining in a great measure the phenomena 
observed by the older hydraulioians. 
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SECTION XVI. 

Compensation to Mills. 

It is hardly possible to divert water from one district to 
another without injury to the interests of persons already 
having rights in its use, and where mills driven by water 
power exist below the point of diversion it is incumbent 
on the party proposing to divert water for use elsewhere 
to compensate the millowners for its abstraction. Unless 
this be proposed to be done in a full and adequate 
measure, no interference with existing rights will be 
sanctioned by law. Millowners are very tenacious of 
their water rights, and sometimes have spent enormous 
sums of money in opposing waterworks schemes. They 
have often overrated the value of water power to them- 
selves, not only in corn-mills, where water power is by 
prejudice presumed to be superior to steam power because 
of its steadiness, but in woollen and cotton mills, and 
even in fulling and in rolling mills, where the inequality 
of the work done during various parts of the day causes 
a waste of water on the wheels. 

To give a money compensation to millowners where 
the number is considerable, cannot come into question for 
a moment. Attention must therefore be directed to 
provide reservoirs to regulate and economise the water, 
80 that the quantity which previously passed the mills in 
floods and was useless, indeed injurious, may be stored 
and made use of. 

Where mills are compensated from the same ground 
that supplies the town, it is well to have separate re- 
servoirs for the two purposes, so that the turbid flood 
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waters are made to overleap the channel which conveys 
the clear water into the reservoir for the supply of the 
town, and the portion due to the miU;) to enter that 
from which they are to he supplied. This may be done 
ly making the two flood weirs at the same level, and 
proportioning the length of each to their respective 
(^uantitieB, or better by a separating or leaping weir 
of which this diagram is a sketch. 

The principle 

on which the 

leaping- weir acts 

is to separate the 

maximum flow of 

water required 

for the town, and 

to keep it at aa 

high a level as 

lEAPim miR possible, from the 

Fig. 27. greater volume 

of flood - water, 

which is not required to be kept at so high a level. The 

smaller flow is continuous, and, up to the maximum flow 

required, is comparatively clear, while the flood-waters 

come down intermittently with a rush. The position of the 

lip, which separates the clear water from the flood-water, 

may be fixed on the following principles. For any given 

4 
depth of water D in the diagram, Fig. 27, let A = - D, 

and the parabolic curve ah e the line of flow of the 

particles which have the mean velocity of the whole 
sheet of water. Then, Inasmuch as the height A governs 
this velocity, which would he, say, 7'5 Vi if taken in 
feet per second, the width W, for any height H, would 
be = V4AH. If the water arrives at the edge of the 
weir with any pre-impresaed velocity, the head necessary 
to give it the velocity must be added to that measnred 

4 
as D. If d be this head, then h must be taken = p- (D + d). 
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This would be the case where the water runs over a wide- 
crested weir before arriving at the edge over whicli ifc 
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\ 
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Fig. 28. 



falls ; and as this velocity of approach increases, so will 
the width W increase, which would then be 



v' 



d being = ~ when v = the velocity, in feet per second, 

of the water approaching the edge of the weir. 

Mills generally are so constructed as to be capable of 
using water at the rate of not more than one-third of 
the average yield of a district ; whether from design or 
from the long experience of the millwrights of the most 
economical extent to which water can be applied to mills 
without large reservoirs, is immaterial, the fact being 
so; and one-third of the available yield has generally 
been given to them in compensation, whereby they are 
abundantly benefited, for they get this third regularly 
^ay by day, whereas before they had it very irregularly. 

In 1868, as well as in some other years, this allowance 
has had to be stopped in some cases, in order to furnish a 
sufficient quantity for the more urgent necessities of 
the towns, but money compensation has had to be sub- 
stituted. A reservoir, therefore, constructed solely for 
the use of the mills, must have a capacity equal to one 

E 
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half that of the reservoir for the town, plus about 5.000,000 
cubic feet per 1000 acres of drainage ground, to com- 
pensate for its being deprived of the dry weather flow, 
which, as has been said, is received into the reservoir for 
the town. 

Where it is desirable to take the whole of the water of 
a district for the supply of the town, whether because of 
its superior elevation or its purity, and where the mills 
can be compensated from a reservoir in a separate district, 
the area to be appropriated to the use of the mills should 
be of such extent that two-thirds of the yield from it 
shall be equal to one-third of the area appropriated to 
the town, because, in addition to one-third of the yield 
from the latter which is due to the mills, one-third of the 
waters from whatever area may be appropriated to the 
mills in the other district is already enjoyed by them; 
therefore two-thirds of its yield should be equal to one- 
third of the yield of the district appropriated to the town ; 
or, in other words, the area appropriated to the mills must 
be one-half as large as that appropriated to the town, the 
amount of rainfall being the same in both districts ; and 
if the rainfalls be unequal, the compensation area must be 
more or less than one-half of that appropriated to the 
town accordingly as the rainfall may be less or more 
respectively in the one district than in the other. 

It may be observed that although a given volume of 
water falling through a given height produces a certain 
number of horses power on the basis already stated, viz., 
that 8*8 cubic feet of water per second falling 1ft. is 
equal to 1 horse power, — and that, likewise, the same 
quantity falling 10ft. is equal to 10 horse power — the 
stream of water exerts its power not for 8 hours a day 
only, as the horse does, but for the whole 24 hours, and 
is, therefore, in some cases, of the value of three times as 
many horses work as its nominal power represents, if the 
I flow of water, while the mill is standing, be stored in a 

I dam close at hand. This, no doubt, causes a certain 

amount of inconvenience to mills lower down the stream, 
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in respect of the quantity so withheld, whidL may not oome 
down nntil a late honr in the day ; and on some fltieams 
regnlationB are established whereby a tolerably eqnable 
flow is maintained during reasonable woiking hoars; and 
taking the circnin stances of a large nnmber of miUs, and 
comparing the work done with the power whidi passes 
them, they appear to do an amount of work, with the 
assistance of the night water impounded in dams, which 
is equal to about one-third of the power of the available 
quantity of water. But with a storage reservoir to 
control the whole available quantity and deal it out day 
by day during say 12 or 14 hours each day, the velocity 
of the stream is increased, and the mills get the water at 
earlier hours all the way down. The benefit to be derived 
from the construction of a storage reserYoir is in respect 
of two-thirds of the available quantity of water. Thus, 
with a storage reservoir, about three times the quantity 
of work may be done, but the benefit derived is in respect 
of twice the quantity only. 

The following is an instance in point* There are 
fifteen mills in a district above which there is a suitable 
site for a reservoir which commands a watershed area of 
1,000 acres or thereabouts. The average annual rainfadl 
for 14; years has been 33 inches. The loss by evaporation 
and absorption has not been ascertained in this particular 
area, but comparing its position and general circumstances 
with other districts in which actual measurements have 
been made, it may be estimated with great probability at 
13in. We say we lose these 13in. by evaporation and 
absorption, but it means the whole loss from whatever cause. 
Of course a good deal must be evaporated, and another 
portion absorbed by vegetation — ^this however being 
mostly evaporated from the leaves — ^and by sinking into 
the ground, from which it does not again issue within the 
watershed area belonging to the reservoir ; but also it is 
very probable that over a large area the rainfall is not uni- 
form, and that parts of it will receive more rain than other 
parts, and if the rain gauge be situated in one of these 

K 2 
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wetter portions of the district, it will show a result 

greater than the true one. This is more especially likely 

to be the case where the rainfall is estimated not from a 

gauge planted within the district itself from which the 

water is to be derived, but from one at some distance 

from it. So that when it is said that so much is lost by 

evaporation, it is meant to say that the whole quantity 

due to the watershed area and the rainfall as shewn by 

the gauge does not come into the reservoir. The loss 

varies from 10 to 18 inches as determined by different 

gaugings, and a part of this great variation may perhaps 

be due to the situation of the rain-gauge with reference 

to the actual watershed area to which its register is 

applied. 

The question may arise, how it is known that either 

10, 13, or 18in. of lainfall are evaporated and absorbed? 

The result is arrived at by labour and patience in 

gauging the quantity of water actually flowing off the 

ground, by which it is found that the actual quantity 

falls short of the whole quantity due to the rainfall by 

certain quantities which var^ between those limits, and 

comparing these various quantities with the character of 

the ground upon which the rain has fallen in each case, 

engineers exercise their judgment as to what allowance 

to make in any particular district. If 33in., as in this 

case, be the average annual rainfall, and 13in. the loss 

there would be 20in. available if all of it could be 

stored, but as that is not practicable, a deduction of about 

5 inches should be made for excessive floods, leaving a 

practically available depth of 15 in. A depth of 16in. 

over 1,000 acres would give the following quantity: — 

There are in 1,000 acres 43,660,000 square feet, which 

at I15in. deep would yield 54,460,000 cubic feet. If we 

take 312 working days in a year, and supply the mills 

with water for 12 hours a day, we should be able to give 

. , . . , ^64,460,000 \ , 

out of this reservoir year by year f qio y 12 ^ ) ^^j^^^ 

cubic feet per hour, or 242 cubic feet per minute. But aa 
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the mills are supposed to be capable of beneficially using 
one-third of this already, the benefit to be derived would 
be in respect of 1 60 cubic feet per minute only. Will it, 
then, pay to make this reservoir to give out this quantity 
for 12 hours a day all the year round, and year by year ? 

Seeing what many other reservoirs have cost, 'and not 
going to either extreme, this one might cost £12,000, the 
bank being made as perfectly as possible, by raising it in 
thin layers with barrows and dobbin carts, the puddle 
being particularly well worked, the waste weir of good 
length, 60 that on the occurrence of a rare flood, when 
the reservoir might be nearly full, the overflow could 
not attain to such a height as to endanger the bank 
by over-topping it, a bye channel being provided for the 
ordinary flow of the stream, and a substantial cottage 
built for the reservoir keeper. The falls at these 15 
mills vary from 10ft. to 30ft., the aggregate being 326ft. 
The wheels are all either overshot or breast wheels, of 
good construction, and in good working order. Then, 
although we estimated 13*2 cubic feet of water per 
second per foot of fall to be, perhaps, an average* of 
all wheels to give an effective horse-power, we shall 
be warranted in taking 12 cubic feet per second in 
this case. This is the quantity that Sir Wm. Fair- 
bairn frequently gave as the proper quantity in such 
cases. The aggregate amount of power, therefore, to 
accrue to the mills from the construction of this reservoir 

will be( ..o y Iq = ) 72 horse-power. In the district 

we are considering an effective horse-power is worth £12 
per annum, and if each mill contribute its quota according 
to the benefit it would receive (we will not now go into 
the more minute subdivision of benefits by considering 
that those mills nearest the reservoir would receive more 
benefit than those farther off) there will be an income of 
£864 a year. Deducting the wages of the reservoir 
keeper, and setting aside £40 a year to provide a fund for 
repairs, tbere would be a net income £720 a year. The 
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outlay being £12,000, the percentage return would be 6 
per annum. But this does not represent the whole gain 
to the mill. The gain is chiefly in having a constant 
stream of water, and an absence of floods. Nothing is 
more annoying to a miller than to see water pass him 
which he can make no use of, and which at the same time 
hinders his work by backing up against the tail of his 
wheel. By storing the flood waters he can always 
reckon upon a certain power of doing work, and can enter 
into contracts with a certainty of being able to fulfil 
them. Herein lies the chief gain in constructing storage 
reservoirs. 
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SECTION xvn. 

Of Water Power in General. 

A CUBIC foot of -water, or 6 J gallons, weighs 62^1b. The 
gallon weighs 10 lb. It is commonly taken from Watt's 
experiments that a horse of average power does work 
equivalent to that of raising 33,0001b. Ift. high per 
minute, or 5501b. 1ft. high per second, if not worked 
more than 8 hours a day. This would be equivalent to 
raising 8*8 cubic feet of water Ift. high per second, or 
528 cubic feet per minute. But that quantity of water 
could not practically be raised to that height in that time 
by that power. To put everything into the simplest 
form, the horse might draw water out of a well by means 
of a barrel attached to a rope passing over a pulley at the 
head of the well, the horse walking away from it at the 
speed of 220ft. per minute, or at the rate of 2^ miles an 
hour, which is taken to be the best working pace during 
8 hours a day ; and the horse would raise at this speed a 
weight of 1501b. But the weight which would be thus 
drawn out of the well would include that of the barrel 
-and the rope, and the hindrance caused by the friction of 
the pnlley on its bearings. The friction of the pulley 
would be eo small that it might be neglected, but the 
weight of the barrel and the rope would probably be 20 
per cent, of the whole weight. The weight of the water 
raised would be 80 per cent, of the 1601b., or 1201b., 
which would be 12 gallons. But it would not be an 
economical way of applying the horse's power, that the 
load should thus be drawn up by a straight run away 
from the well, because the quantity of water is small. 
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and time would be wasted in emptying the barrel and 
replacing it so often. 

A more economical arrangement would be to wind the 
rope round a horizontal drum at a little distance from the 
well, supported on a vertical shaft, and to attach to the 
shaft a beam or pole, the end of which the horse could 
draw in a continuous round, and if the circumference of 
the path be made 5 times the circumference of the drum 
the horse would move 5 times as much weight with one- 
fifth as much speed : that is, 7501b. at the speed of 
44ft. per minute. The weight of the barrel and rope 
in this case would not be more than about 15 per cent, of 
the whole load, but the resistance of the drum to being 
turned would be about 5 per cent., so that the whole 
resistance would be the same, viz., 750 -7- 5 = 1501b. 
at the speed with which the horse moves; and 150 x 
220 = 33,0001b. per foot high per minute = 1 horse- 
power. ' The actual weight of water raised would be 80 
per cent, of the 7501b., or 6001b., which would be 60 
gallons each turn. If the well is large enough to allow 
two barrels to pass up and down, and the end of the horse 
beam be fitted with a swivel, so that at the end of the 
motion in one direction the horse can reverse the motion 
and draw up another full barrel while the empty one is 
being lowered, the 15 per cent, loss due to the weight of 
the barrel and rope would be most of it saved, but about 
as much would be lost in the time required by the horse 
to reverse the motion at the end of each draw, so that in 
either case it comes to about the same thing ; and in this 
way the horse can work 8 hours a day. If a horse has a 
single run out and returns unloaded, the time of working 
might be 10 hours a day, but the amount of work done 
in the day would be no more than in the other case. 

A horse-power then being 33,0001b. raised Ift. high 
per minute, or its equivalent, 33,000lb. falling 1ft. per 
minute, or 5501b. falling 1ft. per second, the volume 
of water falling 1ft. is 550-7-62*5 = 8*8 cubic feet per 
second, to produce 1 horse-power. There are few, if any, 
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mecliaiiical means by which more than 80 per cent, of 
this power can be transmitted to the working point, or 
by which more than 7 cubic feet of water per second can 
be raised back again to the height of 1ft. by the fall of 
8 * 8 cubic feet through that height in that time. 

When a river or other stream of water flows in the 
condition called in train, the water can do no more work 
than it is doing; it gravitates, indeed, with the same 
power per foot of its fall as if it fell over a precipice ; but 
while it is flowing in train, the whole power with which 
it is endowed by the force of gravity is expended in over- 
coming the resistance of the bed to its transfer from place 
to place, with the rate of motion which it acquires by 
virtue of the inclination of its volume ; but if, at the end 
of this inclination it fall vertically, it is no longer in train, 
there being no longer the resistance of the bed, and the 
force of gravity accelerates its motion, acceleration before 
being prevented by the continued resistance of the bed, 
the motion of the water being thereby made uniform, or 
at least not accelerated. When the same water falls 
vertically it may be again put in train by interposing 
a resistance such as will prevent the acceleration of its 
velocity, and its power may be developed and used by 
transferring the accelerating force to a uniformly-moving 
body, the weight of the water and the height of its 
descent being the measure of its power. The resistance of 
the bed of the channel being suddenly removed, and that 
of the unloaded wheel or turbine substituted, the measure 
of useful effect of the water is the difibrence between these 
two resistances per foot of fall in each case. In the latter 
case a portion — the greater portion — of the power is 
liberated. Wheels and turbines, according to the perfec- 
tion of their construction, take more or lees power to turn 
them before they are brought to the point of doing useful 
work, and this is so much taken from the power of the 
water, the remainder only being the useful effect of the 
motor. To compare the power of one force with another, 
the assumed power of a horse is established at 33,000 foot- 
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pounds per minute, however that may ya^ from the 
actual power of different horses. A horse-power is that 
resistance — ^viz., 1501b., which custom has established that 
a horse can overcome when moving along a level road at 
the speed of 220ft. per minute, during eight hours a day ; 
and 150x220=33,000 foot-pounds per minute, including 
all friction and resistance of the vehicle or machinery by 
which the load is moved. It is probably more than most 
horses can do ; but that is of little or no importance, the 
object being to establish a standard power by which one 
force may be compared with another ; and as to the dura- 
tion of eight hours a day, that is essential in the question 
of the power of a horse> but not of a horse-power. 
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SECTION XVIII. 

Water-wheels. 

As a cubic foot of water weighs 62Jlb., a quantity equal 
to 528 cubic feet per minute is equal to a horse-power per 
foot of fall of the water, when the motor intervening 
between the power and the work is acted upon bytho 
steady pressure of the water, as when it is delivered into 
buckets of such form as to lower it down gradually from 
the upper level to the lower one. In unloaded motors, 
driven by a steady pressure with tbe speed required when 
doing work, the quantities of water required to mqve 
them vary with their construction between ^th and f ths 
of the power of the water. The usual portion of the 
power of the water liberated by such a wheel is about 
two-thirds, the remainder being absorbed in moving the 
wheel itself, and the gearing through which it moves the 
machinery. 

When tbe stream of water is constant in volume, the 
construction of the motor can be adapted so as to derive 
from it 80 per cent, of its power, and transfer that portion 
to the work to be done — to the resistance to be overcome ; 
but when the volume of water varies much from time to 
time, the motor works at a disadvantage with the smaller 
quantities, for the strength and consequent weight of the 
motor, must be sufficient for the largest volume, and the 
power required to drive it when unloaded bears a larger 
proportion to the whole power than when the larger 
quantities of water are being used. When the construction 
of the wheel or other motor is such that it yields two-thirds 
of the power expended upon it, half as much more water 
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is required to produce an effective horse-power upon the 
work done — that is, 792 cubic feet per minute per foot of 
fall. It is not unusual to reckon that 12 cubic feet of 
water per second, or 720 cubic feet per minute, falling 
upon a well-constructed bucket-wheel, is equal to an 
effective horse-power per foot of fall. This is at the rate 
of 73 per cent, of the power expended. 

The buckets are best made of sheet-iron, where the 
water is not of such character as to cause an unusual 
amount of corrosion or deterioration, in the form, or some 
similar form, to that shown in Fig. 29 ; but they may be 
made of wood, which has, in some situations, an advantage 
over iron (Fig. 30). The width of the entrance B C in 





Fig. 23. 



Fig. 30. 



Fig. 29 is about a third of the depth of shrouding A C, 
which is about the same as the distance of the buckets 
apart, C C. This varies from 1ft. to Ijft., which deter- 
mines the number of buckets, according to the diameter 
of the wheel. 

The term " overshot " is usually applied to a wheel which 
receives the water near the top. Formerly the water was 
.carried over the wheel and delivered upon it on the 
opposite side to that from which it approached, the wheel 
thus at the top revolving in the same direction as the 
stream of water, and at the bottom against it ; thus 
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the water overshot the wheel ; hut the hack-lash of the 
water in the stream helow caused a serious hindrance 
to the motion of the wheel, and the form was there- 
fore changed to the pitch-hack, in which the water is 
delivered upon the wheel on that side from which it 
approaches it, and consequently at the hottom revolves 
in the same direction as the stream passing under it. The 
old term, however, is still retained for wheels upon which 
the water is delivered near the top, to distinguish them 
from those which receive the water nearer the centre, 
called high hreast, or low hreast, according as they receive 
the water ahove or helow the centre. 

High-hreast and overshot wheels may he classed together 
as being wheels with buckets, and having about the same 
degree of efSciency, while those which receive the water 
below the centre have straight float-boards to which the 
action of the water is confined by a close-fitting breast of 
masonry. A high-breast wheel has the water laid on at a 
point not exceeding about 30° above the horizontal centre ; 
above that it may be called overshot. A water-wheel may 
he likened to a clock-face ; it is an eleven o'clock wheel 
when the water is laid on at 30° from the vertical centre, 
half-past ten o'clock when laid on at 46°, and a ten o'clock 
wheel when laid on at 60° below the vertex. The farther 
from the vertical centre the bulk of the water acts upon 
the wheel the greater must be its effect, for it has then the 
greater leverage, and less dead-weight upon the bearings ; 
but then the size and weight of the wheel must be 
increased, so that the most economical point of application 
has to be sought between these two conditions, in each 
particular case in practice. 

In every case a small portion of the head of water is 
taken up in giving a sufficient velocity to the water 
entering the buckets to fill them to the required degree 
— ^generally about two-thirds full — and to prevent the 
huckets striking against the stream of water; there- 
fore, the entering water should have a velocity rather 
greater than that of the circumference of the wheel. 
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This varies from 3ft. to 6ft. per second; 3ft. or Bj^ft. 

is the best for effective . power ; but sometimes the 

arrangement of the machinery makes it advisable to give 

to the circumference of the wheel a velocity as much as 

6ft. per second, or even a little more in some cases ; and 

up to 6ft. the increased velocity is not found in practice to 

much diminish the effective power ; but perhaps the best 

velocity on the whole is 4ft. or 4jft. per second. The 

co-efficient of the velocity of the entering water would, in 

most cases, be properly taken at '94, in which case the 

head of water to produce a velocity of 6ft. per second 

6^ 
would be fi4 y /^»Q4^2 ~ ' ^^ ^*'» ^^ ^^^•' ^^^ allowing for the 

construction, the loss of head would be about 1ft. The effect 
of the separate quantities of water lying in the buckets 
round the wheel between the point of application and that 
of the discharge near the bottom is the same as the 
quantity contained in each bucket multiplied into the sum 
of the horizontal distances of all the buckets from the 
centre of the wheel. As the velocity of the circumference 
of the wheel is supposed to be uniform, all the buckets 

will be filled to the same degree, the sluice- 
opening and the head remaining the same ; 
therefore, the water may be supposed to 
form a continuous ring round that part of 
the circumference of the wheel upon which 
the water acts, as between A and B in 
Fig. 31; A being the point of application, 
and B the point of discharge; and the 
effect of the weight of water in all the 
buckets is the same as that of a continuous 
ring of the same weight multiplied into 
the distance C of the centre of gravity of 
the ring from the centre of the wheel, 
which is, according to the rule made and 
provided in such case, that the distance of the centre 
of gravity of a circular arc from its centre is a fourth 
proportional to the length of the arc, the radius, and the 
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chord of the arc. If, for instance, the water be laid 

on at ** 11 o'clock,^' or at 30° from the vertex, and be 

Tetained in the buckets until it arrives within 30° of 

the vertical through the axis of the wheel, the arc will 

be 120°, or two-thirds of the semi-circumference of the 

wheel. If B be the radius, the length of the arc will be 

2 X 3-1416 R ^ ^^,, ^ 
g = 2-0944 R. 

The chord is 2 cosin 30° = 2 X '866 R = 1-732 R; 

and according to the rule the distance of the centre of 

gravity of the ring of water from the centre of the wheel 

is 2-0944 R : R : : 1-732 R: the distance required 

1 - 732 R^ 
~ 2-Q944K ~ '82 R. If the radius be 15ft. to the centre 

of gravity of the water in the buckets, the whole weight 

of water would act at a distance of 15 X • 82 = 12 • 3ft. If 

the buckets be of such dimensions, and be filled to such 

degree that the quantity of water poured into them would 

form a continuous ring Gin. deep, the radius 15ft. passing 

through the centre of it ; then the length of the ring of 

water would be 2 -0944 x 15 = 31 •41ft., and the quantity 

of water would be 31 -41 x • 5 = 15 • 70 cubit feet per foot 

in width of the wheel, acting at the distance 12 • 30ft. from 

the centre. This is, in effect, the same as a vertical column 

of the height A B, and of the same sectional area as the 

ring, acting at the distance 15 ft. The height of the 

column is 1-732 R = 1-732 X 15 = 25-98, or say, 26ft. 

Let the quantity of water to be expended be 20 cubic 

feet per second, or 1,200 cubic feet per minute. If the 

velocity of the wheel at the centre of gravity of the 

water in the buckets be 5ft. per second, the quantity 

would be 2 J cubic feet per second per foot in width of 

the wheel. The width, therefore, would require to be 

20 

27c = 8ft. Such a wheel might be made to give at the 

working point from 75 per cent, to 80 per cent, of the 
power of the water. This power is -^ — eog = 59 horse 
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power, and the effective power would be, probably, 45 
Horse power, and the wheel would allow of the power 
being increased to 60 horse power at times when one- 
third more water than nsnal might be at command ; that 
is, when it would be sufficient to fill the buckets to the 
degree which would be equal to a continuous ring 8in. 
deep, 8ft. wide, and having a clear vertical fall of 26ft. 



Undershot Wheels. 

The undershot wheel is an improved form of current 
wheel ; both depend for their efficiency on the impulse of 
water, as distinguished from its gravity. But instead 
of being placed in an open current, the wheel is fixed in a 
close channel, or race, of masonry, very little wider than 
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Fig. 32. 

the wheel itself, and the water is penned up by a sluice- 
gate, moving in grooves in the side walls, issuing beneath 
it when raised by means of a rack and pinion. Fig. 32 
represents such a wheel. Because the efficiency of this 
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furm of wheel depends upon the velocity which can be 
indnced in the jet of water, the approach to the opening 
through which it issues is differently formed from other 
openings through which merely quantity of water is 
required ; the side walls being made to converge towards 
the opening, and the sluice-gate being placed in a sloping 
position ; at least, this should be the form. Sometimes 
the sluice-gate is placed vertically; but the effect of 
placing it in a sloping direction is to increase the velocity 
ef the water issuing from under it, as compared with that 
through an abrupt opening, and as the effect of water 
acting on an undershot wheel is in respect of its velocity 
— and actually as the square of its velocity — ^any increase 
of that element which can be obtained by arrangement of 
sluices is to be desired. Water issues from openings into 
the air with the velocity due to heavy bodies falling from 
a height equal to the head of water, or the vertical height 
from the centre of the opening to the surface of the pent- 
up water (with however some abatement, to be hereafter 
referred to), and when the opening is so formed as not to 
impede the flow of water, the quantity issuing is nearly 
that due to the area of the opening multiplied into this 
velocity. 

Many openings from which water is made to issue 
are so abruptly formed that the actual quantity is much 
less than the quantity so found, because, although the 
water attains the velocity due to its head in the axis 
of the vein, or jet, at some short distance outside the 
opening — that is, at the point of contraction of the vein — 
yet it does not do so equally throughout its cross-section, 
the friction against the sides of the opening retarding the 
flow of the outer portions. When water flows out of an 
opening into the atmosphere it approaches it from all 
sidesy as shown in Fig. 33, and, in issuing, its viscidity 
causes its particles to shoot across towards and meet in 
the section of contraction (A A in the figure). The cross- 
sectional area of this part of the jet cannot be measured 
in practical works, but on a smaller scale it has been 

L 
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measured and compared with the area of the opening. 
Experiments made on the flow of water through holes in 
thin plates — and, therefore, under circumstances where 
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the water issues abruptly — show the sectional area of the 
vena rxmtracta to vary from about one-half to about two- 
thirds of the area of the orifice from which the water 
issues. 

In constructing the sluices of undershot water-wheels 
they should therefore be made so that the water may have 
an easy approach to the opening through which it is to 
issue, for then the retarding influence of the edges of an 
abrupt opening being reduced, the mean velocity of all 
the filaments of water passing through an opening will be 
much increased, if the opening be placed in such a 
position as to occupy the place of the contracted vein. 

This question of increased velocity must always be 
taken in conjunction with the area of the opening, for it 
is not an absolute increase, but a relative one — relative, 
that is, to the area of the actual opening. If an abrupt 
opening be placed at a distance in front of the point 
where the issuing jet is to take effect, equal to the length 
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of the contracted vein, the velocity at the point of con- 
traction would be the same as through an opening with 
converging sides; practically the same, although there 
are minor influences which affect it slightly. It is on 
these considerations also that the mouth of a pipe into 
which water enters from a reservoir is made bell-mouthed, 
or trumpet shaped, so that immediately after entry the 
pipe may run full bore. 

The damage done by floods in Italy some years ago 
might lead one to suppose that in that and neighbouring 
countries hydraulic laws are not understood. Sir John 
Eennie, in a letter to the Times^ showed how floods might 
there be prevented, or at least how damage from them 
might be obviated ; and yet it is chiefly from continental 
experimentalists that English engineers have received 
their elementary knowledge of hydraulics. 

On that part of the subject now under notice — the 
phenomena of spouting fluids — the following are the 
original authorities, and the results of their experiments. 
Du Buat (^Principes d' Hydraulique) gives the relation 
between the diameter of the jet at the point of contrac- 
tion and that of the orifice as 6 to 9, from which are 
deduced the relative areas 4 to 9; the Abbe Bossut 
{Mydrodynamique) as 41 to 50, or in area as 16*8 to 25; 
Daniel Bernoulli .(fl'^^^rod^TOawig^we) as 5 to 7, of in area as 
25 to 49 ; J. B. Venturi (of Modena) as 4 to 5, or in area 
as sixteen to 25 ; Michelotti (of Turin) as 4 to 5, or in 
area as 16 to 25 ; MM. Poncelet and' Lebros, French 
engineers, from a number of experiments on a larger 
scale, found the relative areas to be as *62 to 1, or nearly 
as 5 to 8. It will be found useful to compare these latter 
relative areas with the co-efi&cients of actual discharge to 
be presently mentioned. 

The first practical step to be taken in constructing any 
work in which water is to be used for power must be to 
ascertain what quantity of it will issue from any opening 
of given dimensions under a given head of water, and, 
therefore, it is worth while to go to the ro6t of the matter 
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before proceediog to particulars of construction. Although 
the experiments made on the form which water assumes 
when issuing from an opening, and to which we have 
before referred, have necessarily been made on a smaller 
scale than that of general practice, yet they are very 
useful guides to the comprehension of the reasoning on 
larger affairs, and help to account for anomalies between 
that which we find to be the result by experiment, and 
that which we should expect on theoretical grounds alone. 
But it is always so in constructive works ; the best and 
only true results are to be arrived at by comparing 
theoretical knowledge with experimental knowledge, und 
ultimately uniting them in practice. 

Experiments on the actual quantities of water issuing 
from openings of known areas and forms show that those 
quantities are in all cases less than those which are due 
to the areas of the openings multiplied into the velocities 
due to the several heads of water, calculated upon the 
known effects of the power of gravity, which give in any 
particular case the quantity or the velocity which is called 
the theoretical quantity or the theoretical velocity. But 
taking the velocity so found in feet per second — ^viz., 
eight times the square root of the head of water in feet, 
as a standard, co-efficients of diminution have been found 
for various forms of opening, which show the ratio between 
the theoretical velocity and that which may be called the 
mean velocity of all the filaments of water issuing through 
any actual opening. The more abrupt the outlet the less 
is the co-efficient of actual velocity, or, as some say, the co- 
efficient of contraction. Whether one or the other of these 
expressions is the more proper depends upon the form of 
the opening, the area of which is measured and multiplied 
into the co-efficient to find the actual discharge. With 
abrupt openings the diminution may more properly be 
attributed to the contraction of the vein outside the 
opening, and with openings which have converging side 
walls the diminution should be attributed to the reduction 
of velocity caused by the friction of the particles of water 
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amongst themselves and against the side walls. Oene- 
rally, the velocity is found by measuring the actual 
quantity of water discharged in a given time, and 
dividing it by the area of the opening through which 
it issues. In making these experiments the water is dis- 
charged into a tank of known capacity, and the time of 
filling is accurately noted. From experiments conducted 
in this manner co-efficients are found which make theo- 
retical deductions accord with observations of facts. 

There is another method of ascertaining the velocity 
by actual measurement. It is known that a heavy body 
issuing into the atmosphere with an initial velocity at 
some height above the ground describes in ifs descent a 
parabolic curve nearly, and would do so exactly if the air 
were removed. If au experimental vessel with a hole in 
its side near the bottom be set up at some height above 
the ground, and if a vertical line be let fall from the 
mouth of the orifice to a horizontal plane at any depth 
below it, and if horizontal lines be measured out from 
the vertical line to the jet at several points, then these 
ordinates, measured at the points of corresponding abscissBB, 
show the jet to describe a parabolic curve nearly. If ^ be 
put for the head of water above the centre of the orifice, 
which is due according to the theory of falling bodies to 
the initial velocity of the issuing jet, and if a? = the 
length of any abscissa and y its corresponding ordinate, 
then tf^ = 4chx, By measurements in this way Bossut 
found at three different heights the value of h to be nearly 
that of the actual head of water. Calling the actual 
head H, the heads calculated from the range of jet at 
these several heights were as follow : — 

WhenH= 7-511ft.,fe= 7-404ft. 
„ H = 12- 890ft., h = 12- 564ft. 
„ H = 23 •583ft., h = 22 •720ft. 

The difierences are due partly to the resistance of the 
air at high velocities, and partly to the viscidity of the 
water and consequent friction of its particles. 
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If we state the theoretical discharge or the theoretical 
Telocity as = 1, the limits between which actual dis- 
charges and actual velocities vary are * 625 and 1 of those 
determined by the theory of falling bodies. By no form 
of construction can the actual discharge or the actual 
velocity reach the theoretical discharge or the theoretical 
velocity, because the theory assumes the falling body to 
fall in vacuo, and although the very great difference 
between the density of the atmosphere and any heavy 
body falling in it, or issuing into it, reduces its retarding 
influence to a very smaU opposing force, yet it has a 
degree of density, and its opposing force is inversely pro- 
portionate to the difference of density between itself and 
the body issuing into it. The quantity of water, therefore, 
or its velocity, issuing from any opening of whatever 
form, can never quite reach that found by theoretical 
calculation. 

Dr. Downing, Professor of Civil Engineering in the 

University of Dub- 
lin, in his •Prac- 
tical Hydraulics,* 
gives a table of ex- 
periments — appa- 
rently those made 

T-"''^'^ ^y Castel and 
D'Aubuisson — to 
determine the co- 
efficient of dis- 
charge and that of 
velocity through 
short-truncated 
tubes, the sides of 
which converge at 
various angles. The length of the experimental tube 
was 2 J times the diameter at the outer end. See Fig. 34. 
The bngle that gave the maximum discharge was 
between 13° and 14°, the ratio between the actual and 
the theoretical discharge being then as '95 to 1, but it 
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does not vary much on either side of this ratio within 
a range of about 5° ; thus at 8° it is - 93, and the same at 
18°, so that for quickness of discharge the angle may vary 
from 8° to 18°, with a mean co-eflBcient of • 94 or there- 
abouts ; but as the angle increases beyond about 18° the 
co-efficient of discharge diminishes more rapidly, until at 
48° it is but • 84, and if continued to the extremest angle 
of 180° would be about '5. The co-efficient of velocity^ 
however, continues to increase with the angle, even 
beyond the angle of maximum discharge, where it is * 96, 
to 48°, where these experiments show it to be '98. These 
experiments were made on the small scale, but three ex- 
periments made at a mill on the canal of Languedoc show 
similar results, as to discharge, through a truncated pyra- 
midal tube of considerable dimensions. The length was 
9* 59ft., dimensions at larger end 3* 2ft. by 2 '4ft.,. at the 
smaller end • 623ft. by • 443ft. The opposite faces made 
angles of 11° 38' and 15° 18'. The head of water was 
9 * 69ft. The co-efficients of discharge deduced from these 
three experiments on the large scale were '987, '976, and 
•979 respectively, or very nearly the full theoretical 
quantity. 

Eytelwein (*Handbuch der Mechanik und der Hy- 
draulik '), translated by Dr. Thomas Young, and quoted 
in Tredgold's * Tracts on Hydraulics,' gives, the constant 
multiplier 7 • 8 for an orifice of the form of the contracted 
stream, that is when the internal edges of an orifice in a 
thick plank or a short tube are rounded off to that form, 
from which we deduce the co-efficient '97. When the 
internal edges are not rounded the co-efficient is *92. 

The late Mr. Beardmore, in his * Tables to Facilitate 
Hydraulic and other Calculations,' gives the constant 
7*5 to be multiplied into the square root of the head 
of water, for the mean velocity in feet per second for 

openings such as these. The theoretical value is 8*03^^^ 
so that the co-efficient in this case would be • 934. 

From the results of his own practice, which was con- 
siderable in this respect, Mr. Beardmore considered that 
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the constant 7 * 5 was to be preferred for openings con- 
structed as nearly as may be of the form of the issuing jet. 
Adopting this constant, we may apply it to an example. 
If an undershot wheel be applied to utilise a fall of water 
of 4ft. — that is 4ft. head from the surface down to the 
centre of the opening of the sluice ; and if the width of 
the sluice be 6ft., and the vertical height to which it is 
found necessary to raise the sluice-gate, in order to do 
the work required, be 6in. ; the area of the opening would 
be 3 sq. ft., which call A ; let i^ = the head of water in 
feet, then the mean -velocity of all the filametits of water 
through that opening, supposing the side walls to be 
splayed, and the head of the sluice-gate sloped up-stream, 

would be 7*5VA, and the quantity of water discharged 

would be 7-5VA X A = 7-5 X 2 X 3 = 45 cubic feet 
per second. 

As to the best diameter of an undershot wheel and its 
speed, Sir W. Fairbaim states, in his * Treatise on Mill 
Work,* that assuming 2*4>v/^ ^o be the velocity of the 
extremity of the float-boards to give a maximum effect, 
and let N = the number of revolutions per minute, then 
the diameter, expressed in terms of the velocity and 

height of fall, will be 19-1 X '^^^^ = ^^^ nearly. 
For instance, if the fall be ift., and the number of revo- 
lutions 8 per minute, then the diameter = _ - x V'^ = 
11 ift. nearly. ^ 

The number 19*1 appears to be arrived at thus : N, the 
number of revolutions, is taken in respect of a minute, 
while the velocity 2*4 V^ is taken at per second. The 
number of seconds in a minute (60) divided by 3*1416, 
the ratio of the circumference of a circle to its diameter, 
= 19-1. 

Other authorities give the best speed of an undershot 
wheel as half that of the water; others again as '57 of 
that the water. Now there is an apparent discrepancy 
here, and it probably arises from the different values 
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given to the co-efficient of velocity of the issuing jet. 
According to the form of the opening, that velocity varies 
from 6 jjh to 7*5 fj\ being least with abrupt openings 
and greatest with openings of the form of the vena 
contracta, or with trained walls and sluices. If the co- 
efficient 5 be adopted, and the proper speed of the wheel 
be taken at half the velocity of the water, then the speed 
of the wheel would be 2'b j^h, agreeing nearly with 
Sir W. Fairbaim's statement above given ; but with 
openings of the form to which it would be- proper to 
apply the co-efficient 7-5, the speed of the wheel (sup- 
posing it be likewise half that of the water) would be 
3*75 >v/ A. On the whole, it will probably be near the 
truth for ordinary cases to make the speed of the wheel 

in feet per second from 3 V^, to 3*5 V^» accordingly as 
the form of the opening varies either way from a form 
which would be a mean between an abrupt opening and 
one of the best form ; the co-efficient, or rather constant 
multiplier, being taken at from 6 to 7 for the velocity 
of the water, and the speed of the wheel at half that 
velocity. 

The ratio of the useful effect, or work done, to the 
power expended on an undershot wheel is usually 
reckoned as but little more than 1 : 3. Thus, if the head 
of water be 4ft., the width of the opening 8ft., and its 
vertical height 6in., the area would be 4 sq. ft. The 
velocity of the water through the opening (supposing 
there to be converging side walls and sloping gate) would 

be 7'5 ^h = 7*5 x 2 = 15ft. per second, and the area 
being 4 sq. ft. there would be 60 cubic feet of water 
expended per second, or 3,600 cubic feet per minute, 
falling 4ft., which is the same power as (3,600 X 4 = ) 
14,400 cubic feet falling 1ft. in a minute. But as the 
ratio of the useful effect and the power is as 1:3 the 

effective force of this expenditure of water is ( — '— — = j 

4,800 cubic feet raised 1ft. high per minute. A horse- 
power being 33,0001b., raised 1ft. high per minute is also 
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equal to ( -■ ', ■• = ] 528 cubio feet of water raised 1ft. 

high per minate. Therefore the effeotive power of an 
undershot wheel applied to utilise this quantity of water 
with this fall would be ■ ' - = 9 horse-power. 

Sir William Fairbaim states that the usual range of 
diameters for undershot wheels is from 12ft. to 25ft., and 
that from 12ft. to 16ft. is considered to be moat effective. 
In his own practice he found from 14ft. to 18ft. diameter 
to give the best duty. The float-boards, instead of being 
set in a radial direction on the wheel, are sometimes set 
in an inclined direction, but this does not seem to in- 
crease the useful effect. The number of floats is usually 

— + 12, li beiog the diameter of the wheel iu feet. Thus, 

for a wheel 15ft. diameter the number of floats = — - — 
-^12 = 32. The tbickueas of the rein of fluid may be 
from 6in. to 9in., and the depth of the float-boards from 
ISin. to 24in. 

The greatest 
improvement on 
the undershot 
wheel has been 
made by M. Fen- 
celet. His form 
of wheel is shown 
in Fig. 35. It 
has curved floats 
of sheet iron ; in- 
deed, the whole 
framework is of 
_,, ,. iron, and very 

^'^■^^- light. It is well 

suited for low falls and large quantities of water, and can 
be driven at a greater speed than a low-breast wheel, 
with which its performance is to be compared. Its useful 
effect is from 50 to 60 per cent, of the power of the water 
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expended, and its speed from half to tliree-fiftHs of the 
velocity of the water. M. de Bergue exhibited at the 
Institution of Civil Engineers a drawing of one of these 
wheels erected by him 16ft. Sin. diameter and very wide, 
the fall of water being 6ft. 6in. The following is a 
method of describing the curve of the floats of M. Fen- 
celet's wheel. Let a & c, Fig. 36, be a horizontal line, 
and h d the perpendicular to it. Let 6 r be the radius of 
the wheel, the divergence from the vertical being from 

I 



d\^'^^to^^o^ 



/ 
/ 




Fig. 36. 

24° to 28°. Take be = from one-third to a quarter of the 

fall of water, and draw the inner circumference //, and 

the outer circumference g g. Take on hd, hi = one-sixth 

of h A, and from the centre i, with radius i &, describe the 

curve of the float. The number of floats is greater in 

this than in ordinary undershot wheels, and therefore the 

motion is more equable and continuous. Let d = the 

diameter of the wheel in feet, then for wheels from 10ft. 

8 d 
to 20ft. diameter, the number of floats = — - -^ 16; 
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thus for a wheel 15ft. diameter, the number of floats 

= 12^+16 = 40. 
5 

Breast Wheels. 

The essential diflference in the actions of water on under- 
shot wheels, and on overshot and breast wheels, is that in 
the undershot form the wheel is driven by the impulse of 
the water on the float-boards, and in the other two forms 
it is turned by the weight of the water. For equal quan- 
tities of water expended the action by weight is about 
twice as effective as by impulse. An ordinary "under- 
shot" will raise back again to the height from which it 
falls about one-third of the quantity of water expended ; 
Poncelet's wheel fully one-half 1 while an ordinary " over- 
shot " will raise three-fifths ; an overshot wheel of good 
construction will raise from two-thirds to seven-tenths ; 
and a high-breast whe6l of the best construction v^ill 
raise three-fourths of the quantity of water expended, 
back again to the height from which it falls. A high- 
breast wheel is formed with buckets, similar to those of 
an overshot, which retain the water poured into them 
above the axis of the wheel, acting upon it by the force of 
gravit3\ In a low-breast wheel the water is applied 
below the level of the axis, and is made also to act by its 
weight by making the wheel to move in a close-fitting 
race of masonry, which holds up the water to the breast 
of the wheel. 

In order that the water may act upon the wheel by 
weight through the greatest fall it is made to run over 
the top of the gate in the form of a weir, the gate being 
lowered sufficiently to allow the proper quantity to flow 
over it, and raised to shut off the water ; called the sliding 
hatch. To ascertain the velocity and quantity of water 
flowing over such a sluice-gate in a given time, reference 
must be made to experiments on the flow of water over 
weirs. The flow over weirs follows the same general law 
as that which governs the flow through openings below 
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the surface ; that is to say, the velocity is proportional to 
the square root of the head of water, or the depth in the 
case of weirs. The theoretical velocity in both complete 
orifices and weirs is 8 * 03 Ajhyli being the height in feet 
from which the water falls, or the head of water (reduced 
from the theorem of Torricelli, «? = jJ2gK)m which v = 
the velocity in feet per second, and g = the force of 
gravitj', or the velocity acquired by a heavy body at the 
end of the first second of its time of falling, = 32* 2ft. 
per second ; but the practical velocity is less ; under the 
most favourable circumstances it is 7 • 8 ^h^ but in general 
the value of the co-efficient may be taken to be 7 • 5. 

The quantity discharged is diminished in practice in 
both kinds of openings by the same inflaences ; viz., by 
the Contraction of the stream caused by projections into 
it, which diminish its sectional area, and of the friction on 
the border of the stream, which diminishes the mean 
velocity. 

The speed of the wheel should be somewhat less than 
the velocity of the water in order that the float-boards 
may not strike against it and retard the motion of the 
wheel. As to the depth or head of water, it is to be re- 
marked that it is not the depth measured immediately 
over the gate or hatch itself, but from the level of still 
water a few feet away from it ; and the depth from which 
the velocity is to be calculated is the whole depth from 
the surface of still water to the top of the gate. The 
actual depth measured on the gate is, on an average of all 
depths, about foui-fifths of the full depth, approximately. 

The mean velocity of the stream going over the gate, 
calculated from the depth between the still water of the 
head and the top of the gate, is two-thirds the velocity 
due to the lowermost thread of particles, which is 7*5 A/h. 
That thread of particles which has the mean velocity of 
the whole is at a depth below the surface of four-ninths 
of the whole depth, and is 

/i • 2 _» 
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If, for instance, the depth were 6in., or -Sft., the mean 
velocity would be 6 ^ • 5 = 3 • 54ft. per second. But 
the actnal velocity of the sheet of water passing over 
Ihe gate would be greater in the ratio of 6 to 4, for the 
depth of water on the gate would be approximately four- 
fifths of the whole depth. Thus the actual velocity would 

be 7 = 4 •42ft. per second; and the speed of the 

wheel might be 4ft. per second, so that the spaces between 
the float-boards which are successively presented to the 
flow of water may be fully supplied. The speed, however, 
may be required to be greater than 4ft. per second, 
according to the kind of work it has to do, and according 
to the intermediate gearing. 

Sir William Fairbaim usually made the speed of breast 
wheels from 4 to 6ft. per second at the periphery. If the 
water does not flow immediately on to the wheel from a 
still head, but arrives in a channel of no great width, and 
therefore with a perceptible velocity, let that velocity be 
ascertained with floats and reduced to feet per second ; or 
if not by direct observation with floats, let the known 
approximate quantity of water coming down the channel 
be divided by its sectional area, which will give the mean 
velocity of the stream, and that velocity increased by one- 
fourth will in most cases give the velocity at the surface, 
which is that to be ascertained, and if it be called «?, then 
«, the mean velocity due to the whole depth of water above 

the gate, will be 5 V^ + '^35 w^, and that of the sheet of 
water passing over the gate will be greater than this in 
the ratio 5:4. 

The parts of a low-breast wheel are, besides the axle 
and the arms, the rim, the starts, the sole-boards, and the 
float-boards. The sole-boards should not close up the 
spaces between the float-boards, but at the top of each a 
horizontal slit of an inch or so in width should be left 
for the escape of air when the water flows in, and for its 
admission when the water is discharged after passiug the 
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vertical centre of the wheel, otherwise the water will 
neither enter freely nor be discharged freely. The axle, 
arms, and starts, are usually of oak or elm ; the float- 
boards of fir. 

Another form of sluice gate is the double hatch, the 
opening being wholly below the surface, and the upper 
and lower parts of the gate being brought within the 
required distance of each other by racks and pinions. 
This form is adopted to ensure a greater velocity in the 
issuing stream of water than it can attain when it passes 
over the top of the gate, with the same expenditure of 
water. The quantity of water discharged in a given 
time by either form of gate may be calculated on the 
same basis. It is proportional to the square root of the 
height from which it falls and to the area of the 
opening through which it issues — ^to the velocity and 
sectional area combined. Water falling over a. weir 
takes the form of a parabolic curve, and there issues in 
any given time two-thirds of the quantity which would 
issue in the same time from an opening of the same 
dimensions placed horizontally at a depth below the 
surface equal to the whole depth of water flowing over the 
weir. Through an opening wholly below the surface the 
quantity is proportional to the area multiplied into the 
velocity. The causes of diminution of the flow in either 
case are (1) contraction of the stream, and (2) friction, or 
that retardation of the particles of water next the bottom 
and sides which ensues upon their being rolled over each 
other, by reason of the contact of some of them with the 
confines of the channel, while those in the axis of the 
stream pursue a straighter course. 

Current Wheels. 

The original form in which use was made of water in 
motion to do mechanical work was that of opposing to the 
force of the current of a river a series of float-boards placed 
round a wheel. In Ewbank's historical account of ma- 
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chines for raising water he describes the tympanum 
(Fig. 37) used by the Eomans, and so called by them from 




Fig. 37. 

its resemblance to a drum ; but a similar form of wheel 
had been used in more ancient times. It had a hollow 
shaft, or axle, and the arms proceeding from it to the 
circumference of the drum were bent up at their ends, 
and formed so many scoops, which, when the wheel was 
turned round, gathered up each its portion of water, and 
as each arm came to a horizontal position the water was 
shot inwards and entered the hollow shaft, and, one end 
only being open, the water was discharged from it and 
led away. 

This machine was greatly improved in the early part 
of last century by M. De La Faye, a member of the 
French Academy of Sciences, who " developed by geo- 
metrical reasoning a beautiful and truly philosophical 
improvement." Quoting from Belidor's description of De 
La Faye's reasoning, Ewbank gives it thus : — ** When the 
circumference of a circle is developed a curve is described 
(the involute), of which all the radii are so many tangents 
to the circle, and are likewise all respectively perpen- 
dicular to the several points of the curve described, which 
has for its greatest radius a line equal to the periphery 
of the circle developed. Hence, having an axle whose 
circumference a little exceeds the height which the water 
is proposed to be elevated, let the circumference of the 
axle be evolved, and make a curved canal, whose curvature 
shall coincide throughout exactly with that of the involute 
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jnst formed. If the further extremity of this Cftnal be 
made to enter the water that is to be elevated, and the 
other extremity abut upon the shaft which is iumed, 
then in the course of rotation the water will rise in a 
MTticoj direction, tangential to the shaft and perpendicular 
to the caual, in whateoever position it may be." As given 
hy Bolidor .(Fig. 38) it has four arms, but Ewbank says 
t^t is frequently oonBtmcted with double that number. 



Fig. 38. 

Dr. OlinthuB Ch^gory, in his treatise on Meohanio§, 
after deeoribing this same machine, says:^ — "Thus the 
action of the weight, answering always to the extremity 
of a horizontal radius, will be as though it acted upon the 
invariable arm of a lever, and the power which raises the 
weight will be always the same ; and if the radius of the 
wheel, of which this hollow channel serves as a bent 
spoke, is equal to the height that the water is to he raised, 
and consequently equal to the circumference of the axle 
or shaft, the power will be to the load of water recipro- 
cally as the radins of a circle to its circumference, or 
directly as 1 to 6^ nearly," The wheel being turned by 
the impulse of the stream acting upon the Soat-hoards, the 
orifices, A, B, C, D, &o., of the curved arms dip, one after 
>uiother, in the water, which runs into the channels so 
formed, and as the wheel revolves the fluid rises in them 
vertically and enters the hollow shaft, Irom which it runs 
out in a stream at either end. 

This form of wheel can only raise water to the height 
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of half its diameter, but the " Peraiaa Wheel " (Fig. 39) 
takes it up nearly to the full height of its diameter* 
Buckets are hung upon pins projecting from one or both 
aides of the wheel, and when they arrive at the top they 
are emptied by coming in contact with the trough, which 
conveys the water away. For this purpose they are 
furnished with bowed springs, which come in contact 
with a fender at the side of the trough into which the 
water is discharged, and so the bucket is tilted up and 
emptied, and swings down again to its vertical position. 

The power of such wheels as these is measured by the 
area of the float-board and the velocity of the current 
combined. The velocity is most easily ascertained by 



Fig. 89. 

means of floats, which are sometimes of wood, painted 
white and loaded with lead until the upper surface stands- 
nearly level with the surface of smooth water ; but, per- 
haps, spheres are better, of some material which displaces 
nearly, but not quite, its own bulk of water, as offeriDg 
less obstruction to the action of wind. Oranges are 
sometimes used. 

Having ascertained the surface velocity of the stream, 
the inquiry would be — What produces this velocity ? It 
is the force of gravity acting on a mass of matter which 
possesses the quality of fluidity; and water is drawn to 
the ocean from its source by that power, and is interrupted 
in its course thither by being employed to turn wheels, or 
otherwise to transmit the force inherent in it to the work 
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to be done. The stirfiEuse of a Btream of water may be 
considered as au inclined plane, reversed, down which 
moves the body of water. "When water enters a river or 
stream, time mnst elapse before that portion of the river 
or stream below the point at which the water enters 
becomes in ixain, A river is in train when the incHnatian 
of its snrface does not vary while its hydranlic mean 
depth remains constuit ; and it may be said to be in pro- 
gressive train and in retrogressive train when the inclina- 
tion and hydranlic mean depth increase gradually and 
decrease gradually, respectively. For instance, after the 
flood waters of the npper part of a river had ceased to 
flow into it, it wonld not become in train nntil all that 
water had spread its inflnence over the lower part of the 
river ; but affc^r that it wonld continue in train until it 
should be again influenced by additional water. When- 
ever that might occur, if the quantity were to run in 
gradually until it were exhausted, the river would be put 
into a state of progressive train, and if, by reason, of no 
mora water running into the river tmtil that which had 
run in had run out, the river would be in the meantime 
in a state of retrogressive train; and so the regimen of 
the river might fluctuate gradually in this way ; but it 
is seldom that this regular influx and efflux take place. 

The regimen is usually interrupted by intermediate 
additions of water, so that, except in dry weather, it is 
not easy to ascertain, when a river is or is ixot in train, 
and tibe altemative is to observe to what level the surface 
maiis in summer, excluding excessive droughts, and to 
call that the summer level. The riv^ is at those times 
^* in ixaih.'' Taking^ the surface of the river« then, when 
it is iu tcaixk, the water drawn along it by the force of 
gravity may be said to move along the inclined patk of 
its 8izr£Aee reversely^ for tiie same reason that a BoHd 
moves down and upon an inclined path.; and that, of the 
laws governing the two cases, some are applicable to 
both, while others are applicable to each respectively. 

If an inclined path down which a solid body might 

M 2 
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move were perfectly smooth, there would be no sliding 
friction, and as soon as the limiting angle of resistance to 
the friction of stability should be attained, the solid would 
shoot down the incline with an accelerating velocity. 
In a river the water is not perfectly fluid, but has some 
viscidity. If it were a perfect fluid it could not be 
retained in its channel, and no state of the river such as 
that we call in train could be maintained. 

It is sometimes said that it is " fortunate " that water 
decreasing in temperature below about 40 degrees Fahr., 
expands, and that when it is converted into ice the specific 
gravity is so much less than that of water that it floats 
upon it, otherwise that the whole would become a solid 
mass of ice. It may be said to be equally " fortunate " 
that water is not a perfect fluid, otherwise it would all 
run out of the river in a glut, and no permanent stream 
could be maintained. 

When water is gathered together in a stream and 
descends towards the sea, it does so with a velocity the 
square of which is proportionate to the inclination of its 
surface, combined with its hydraulic mean depth, the 
mean velocity of the whole body being in general 8 or 9 
tenths (according to the roughness of the bed) of a mean 
proportional between its hydraulic mean depth and twice 
the fall of its surface per mile. Water flowing in the 
axis of a stream goes down with greater velocity than 
that near the sides, which shows that, although we say 
water is a perfect fluid for all practical purposes, it yet 
possesses some viscidity, for its outer portions hang to 
the ground over which it runs, and the velocity increases 
from the bottom upwards and from the sides inwards, 
until the maximum velocity is attained in the axis of the 
river ; and it is even observed in parts of some rivers that 
there is a reverse current near the shore, running up the 
river. Between this upward current and the main down- 
ward current there are eddies. There are also eddies at 
some distance upwards from the point of observation of 
the shore water, at which point it turns downwards again 
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and gets into the main atream. The velocity is greatest 
in the axis because the channel is there the deepest. 

The axis need not be in the centre of the liver, for it is 

its main channel, wherever that may be ; and the velocity 

is there the greatest, because at any point of the depth — 

whether at the point yrhere the mean velocity takes place 

or whether at the surface — it is further removed from the 

retarding influence of the bed. The motion is due to the 

attraction of the mass of the earth, and it finds the 

readiest way to the lowest point continually. The velocity 

it acquires in falling is the measure of its force. It rolls 

with an involved motion, the moving particles at the 

surfiice being ^continually replaced by those from below 

and from the sides. All these things show that water is 

not a perfect fluid, but that it has in some degree the 

quality of viscidity, or viscosity, if that word more exactly 

explains the meaning. 

The wheels last described are current wheels, and there 
are many situations where they may be usefully employed, 
especially in new countries, and where other forms could 
not be readily adopted. The power of such wheels may 
be determined on the following considerations: — If the 
wheel be fixed, and the current of water impinge against 
the float-boards it will do no work, but the efibrt of the 
water, tending to turn the wheel round, will be the 
greatest possible — ^will be the maximum effort that the 
water is capable of when running with its actual velocity. 
On the other hand, if the wheel be freed, and it offer so 
little resistance to the current of water as to move with it 
— ^that is, with the same velocity — then again no work 
will be done, there being no resistance. 

Between these two states there is one which produces 
the maximum effect, or greatest amount of work. When 
the water is at liberty to escape sideways as &st as it 
impinges on the float-boards, as it does in current wheels, 
it can be shown by a process of reasoning that the effect 
is a maximum when the float-boards move with a velocity 
equal to one-third of the velocity with which they would 
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move if therre were no resistance, or one-third of that of 
the currant of water ; and also that the most effective 
force with which the water can act on the wheel is four- 
ninthB of its utmost force when its head accumulates 
against the float-board when the wheel is held stilL This 
foroe is equal to the weight of a column of water whose base 
is the area of the immersed float-board, and whose height is 
that due to the velocity of the current. That height is 
found thus. Tlie force of gravity constantly adds a 
certain quantity of motion, second by second, to a body 
fisJling freely, whatever actual velocity it may have 
attained at the end of any previous second, and this 
quantity is 32^ft., and is usually represented by the letter 
g. In the fii^t second, after falling from a state of rest, 
it falls a distance of 16^ft., being the mean between zero 
when at rest and 32^ft., the velocity it has acquired at the 
end of the first second. For practical purposes such as 
these we are considering, it is sufficiently accurate to take 
^=32, and &, the height fallen through in the flrst second, 
=16. The v eloci ty will then be for any height, v = 
4/2 g\ = fj^^h = S ^ h; and conversely, the height 

oorrespondiBg to any given velocity. ..^ 1« *= !^. « 

being the velocity in feet per second. . Supposing, then, 

the velocity of any stream employed to turn a current 

wheel to be found by experiment to be 8£L per second, 

the height from which it must have fallen to produce this 

8 V 8 
velocity is — ^j-- = 1ft. Supposing the immersed area of 

the float-board to be 10 square feet, the force of this current 
on this immersed area of float-board would be 10 X 1 X 
<52J = 6251b. But this is the whole foroe due to the 
stream of water, and can only take effect when the wheel 
is held still and therefore, of course, is doing no work. 
When lot go it will move with a velocity, compared with 
that of the stream, which will be due to the extant to 
which it may be loaded, and the maximum effect, or 
greatest amount of work done, will take place when the 
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force acting on the float-board is i of the whole force of 
the stream, or ( ^ ^ = \ 277-71b., and when the velocity 

of the wheel is ^ of that of the water, or /^- = ^ 2|ft. per 

«econd, the work done will be that of falling (277-7 x 2J 
=) 7401b. 1ft. per second, which is abont IJ horse-power. 
This takes account of only one float-board, but it has been 
fonhd by experiment ttat by making the number of float- 
boards greater than is strictly required in order to keep 
one float-board always fuUy immersed, a greater effect is 
pioduced, and taking this practical increase of effect into 
account we may say this wheel would be, at least,- 1^ 
horse-power. 

Where a stream can be confined in its channel so as to 
make all the water that impinges on the float-boards 
continue to act upon them until the wheel releases it, the 
best relative velocity of the wheel to that of the stream is 
one-half, instead of one-third when unconflned. But 
when the circumstances of the situation are such that an 
ar6ficial channel can be made to bring the water to the 
site of the work the wheel is taken out of the category of 
current wheels and becomes a prop'^r " undershot" wheel ; 
as, for instance, where a stream, being small, may be 
wholly dammed up for the purpose of gaining a few feet 
head of water without causing it to overflow the banks of 
the stieam above, or do other damage ; or where part of 
the water of a larger river may be diverted from a point 
at some distance above the site of the intended wheel and 
brought to it in an artiflcial channel having a less rate 
of inclination than the river itself, so that a few feet head 
of water can be accumulated, then a proper undershot 
wheel may be applied. 
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C0R3I-MILLS, 

Thd cases to be presently mentioned are sncli as admit of 
the quantity of water expended being ascertained, whicli 
is usually the whole volume of the stream, and whether 
that be so or not in particular cases the quantity ex- 
pended can be ascertained from the two measurements of 
the fall and the opening of the sluice-gate ; but current 
wheels such as those last mentioned are sometimes 
applicable. 

The quantity of water which actually strikes the wheel 
is always less than the whole quantity which comes 
against it ; it bears the same relation to the whole quan- 
tity as the difference between the velocity of the water 
and that of the wheel bears to the absolute velocity of 
the water. The force with which this quantity strikes 
the wheel is as the square of the relative velocity, or 
the difference between the two velocities, for the force 
is as the relative velocity multiplied into the quantity 
striking the wheel with that velocity, and the quantity 
is as the relative velocity, therefore the force is as the 
square of the relative velocity. If, .for instance, the 
stream move at the rate of 9ft. per second, and the wheel 
at the rate of 3ft. per second, 36, the square of the differ- 
ence, represents the force acting upon the wheel ; but if 
in the same stream the wheel move at the rate of 6ft. per 
second, the force is only 9, the square of 3, the difference 
between the two velocities. But when a close race is 
fitted to the lower portion of the wheel, which is the 
usual mode of construction, so that the water does not aU 
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escape immediately after striking the float-board with 
which it comes in contact, but oontiunes to act until it 
finally leaves the wheel at or near the bottom, the case is 
different, and under these circumstances the best velocity 
for the wheel is found to be nearer one-half than one-third 
of that of the water. 

In general, the largest bodies of water are found in the 
lowest positions, with small or but moderate falls, and 
although the application of water to turn the wheels is 
better effected with a steady pressure and uniform motion 
— ^that is by its weight — yet when the quantity is large, 
and the fall but little, it cannot be so well applied in that 
way as by means of undershot wheels. The water acts 
upon these by impact, in contradistinction to weight, and 
the power of water acting in this manner is derived from 
a force different in its nature from that which produces a 
steady pressure. 

Taking the quantity of water expended to be the same 
in the two cases, it would be discharged in the former 
through a small opening with great velocity, and in 
the latter case through a large opening with but little 
velocity ; in the one case it is discharged near the bottom 
of the fall, in the other near the top. At a depth of 
5-76ft. the velocity through a sluice is 7*5 V^*76 = 18ft. 
per second. The constant 7*5 is thus derived. In the 
discharge of water through holes in thin plates the stream 
is found to be contracted in sectional area at a short 
distance outside the opening. With round holes the 
diameter at the contracted part can be measured, and its 
sectional area ascertained, and it has been found by 
hydraulicians who have made these measurements that 
the area at the contracted part of the stream is about two- 
thirds of that of the hole. If the velocity at this part 
suffered no diminution, which is sometimes assumed, the 
discharge would be a X 8 ^X a being the sectional area 
of the stream at its smallest part, and ^ the height of 
the surface of the water above the centre of the opening ; 
and if A be the area of the opening, the quantity 
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issuing wonld be § A X 8 tj'h. Bxtt the ciibic quantities 
aotnally measnied do not amoant to bo nrach as this 
represents; they amount to only f A x 8 ^/A; the differ- 
ence, therefore, must be caused by a diminution of tiie 
Telocity in the ratio ^ to f, or 8 to 7'5, in the contracted 
part of the stream ; and in the opening itself in the ratio 
1 to f or 8 to 5 ; and the diminution of velocity in the 
contracted part is probably the same in aU forms of 
opening, although the degree of contraction varies much 
with the forms; thus the actual velocity of a stream 
issuing from under a sluice-gate, taken at that part w^here 
it is greatest, is 7 * 5 V^, % being measured in feet, and 
the velocity in feet per second. The most general pro- 
portions of velocities between the water and the wheel 
found in twenty-seven experiments by Smeaton was 10 
to 4, the extremes being 10 to 3*4 and 10 to 5*2 ; and the 
most general proportiou between the power and effect was 
10 to 3, the extremes being 10 to 3-25 and 10 to 2-82 ; 
but as the former is that which obtained when the pow^ 
exerted was greatest, the proportion in large works may 
properly be taken at 3 to 1 for ordinary undershot wheels 
with straight float-boards, where the water is confined to 
them by a close race. 

Amongst the trials I have made of the quantify of water 
expended in doing various kinds of work may be selected, 
flrst, either those in respect of different kinds of work on 
the same kind of wheel, or those in respect of the same 
kind of work on different kinds of wheel : the latter method 
seems preferable, and the following are selected from some 
trials of the quantity of water expended in grinding com 
with undershot wheels. These, as will be seen, are much 
less effective, in proportion to the quantity of water 
expended, than either overshot or breast wheels; but 
there are many of them, and notwithstanding their less 
effectiveness, they are more appropriate for large quan- 
tities of water and low falls than the other kinds of 
wheeL 

In a corn-mill diiven by an undershot wheel 16 * 80flt. 
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diameter, 8 * 50ft. wide, which has 24 straight float-hoards 

2 * 25ft. wide, without soling, there are two pairs of French 

bnir wheat-stones, 4ft. 10in« diameter, and one pair 4ft. 8in. 

diameter; also one pair of grey stones 5ft diameter, one 

pair of shellingHstonea, one oom-screen, and two flour- 

dressing machines. The centre of the wheel is 2* 20ft. 

ahoi^ the level of a frill head of water. The bottom of 

the ^nice-opening is 3* 40ft. below fall head. When the 

wheel is standing, the tail-water is 6* 20ft. below full 

head. On the occasion of the following trial. No. 1, the 

water was * 56fi;. below full head, the height above the 

bottom of the sluice-opening being 2* 84rt. Two pairs of 

4fL lOin., and one pair of 4ft. 8in. wheat-stones, and one 

flour-dressing machine, are running. The sluice-gate is 

drawn *81£L The surface of the water in the tail-race is 

5*20fL below the full head, or 4- 64ft. below the present 

head. The head above the centre of the sluice-opening is 

*81 
2*84 — -— - = 2*44ffc. So far, these are matters of ob- 

servation and measurement, but the next is one of calcula- 
tion ; — ^that is, the quantity of water discharged through 
the filuioe-opening, which is 8* 70ft. wide, and formed as 
in the diagram. There are side walls, as in Fig. 32, and 
the bottom is level with the silL The side walls are not 
of thebestform for flEM^ilitating the passage of the water, but 
they conduce to it in some degree. Under the circumstances, 
the proper co-efficient of discharge would probably be * 75, 
and the quantity of water 8-70 x -81 x 8 V2'44 x "75 
= 65 cubic feet 3>er second, or 3,900 cubic feet per minute, 
wMch, multiplied into the fell, 4 •64ft. = 18,096. There 
being three pairs of stones running, the quantity of water 
per miimte per foot of fell per pair of stones is 6,032 cubic 
.£B6t, including the dressing machinery. 

The next trial. No. 2, was with a fall head of water, 
with the same wheel, the machinery running being two 
jNUiB 4ft. 8in. and one pair 4ft. lOin. wheat-stones, one 
pair 5ft. grey stones, and one flour-dressing maohiuft The 
sluice-gate was drawn * 76£t. There being a full bjead of 
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•76 
water the surface water was 3 '40 — — — = 3 •02ft. above 

2 
the centre of the opening. The area of the opening is 
8-70 X -76 = 6-60 s q. ft. , and the discharge would 
be 8-70 X -76 X 8 V3^ X "75 = 68 cubic feet per 
second, or 4,080 cubic feet per minute. There being a 
full head, the faU was 5 •20ft., and 4,080 x 5-20 = 21,216. 
If the driving of the meal-stones requires as much power 
as a pair of wheat-stones, so that the number might be 
reckoned as four pairs, then the quantity of water ex- 
pended per minute per foot of fall per pair of stones is 
5,304 cubic feet ; but if the number be taken at 3 • 5 pairs, 
then 6,060 cubic feet. On the third trial with this wheel 
the water was • 14ft. below full head, and the sluice-gate 
was drawn • 80ft., the machinery running being the same 
as on the last atrial. The height of the water above the 
bottom of the sluice was 3-40 - -14 = 3 •26ft.. The 
height above the centre of the opening 3*26 — -40 = 
2 •86ft., and the discharge 8^70 x -80 x 8 V2^ X -75 
= 70 cubic feet per second, or 4,300 cubic feet per minute. 
The fall was 5ft., and 4,300 x 5 = 21,500, If the work 
done be reckoned as four pairs of stones, the quantity per 
pair is 5,375 cubic feet; but if as only 3^ pairs, then 
6,143 cubic feet per minute per foot of fall, the dressing 
machinery being included. The speed of this wheel is 
ten revolutions per minute. On the fourth trial the grey 
stones and the dressing machine were thrown off, and the 
three pairs of wheat-stones run. The water was 1 • 50ft. 
below full-head, and the sluice-gate was drawn •98ft. 
The height of the water above the bottom of the sluice 
was 3*40 — 1'50 = 1*90, and above the centre of the 
openi ng 1 • 90 - -49 = 1^41. The discharge 8-70 X '98 
X 8 V 1 '41 X • 75 = 61 cubic feet per second, or 3,660 cubic 
feet per minute. The fall was 5-20 - 1-50 = 3- 70ft., 
and 3,660 X 3-70 = 13,542. 

There being three pairs of stones running, the quantity 
of water expended per pair of stones would be 4,514 cubic 
ieet per minute per foot of fall. . 
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At another corn-mill there are three wheels, the trials 
with one of which only are selected. It is 16* 30ft. dia- 
meter, 6 • 20ft. wide, with 24 straight float-boards 2 • 25ft. 
deep. The centre of the wheel is • 56ft. above the level 
of a full head of water. The bottom of the sluice-opening 
is 5* 61ft. below full head. 

On tbe occasion of the following trial, No. 1, the "water 
was l*15ffc. below the level of full head. The sluice was 
drawn • 98ft. The head above the bottom was, therefore, 
0*61 — 1*15 = 4 •46ft., and above the centre of the open- 

.QQ 

ing4-46 - -^ = 3- 97ft. The width of the sluice-gate 

is 6 • 7 0ft. The discharge, therefore, would be 6 • 70 x '98 

X 8 V3-97 X '75 = 76 cubic feet per second, or 4,560 

cubic feet per minute. The fall from present head to 

tail-water is 5 •46ft., and 4,560 x 5-46 = 24,897. There 

were four pairs of stones running at the time, and the 

quantity per foot of fall per minute per pair of stones 

would be 6,224 cubic feet. The speed of this wheel is 

eight revolutions per minute. 

On the next trial, No. 2, with the same wheel, the water 

was 1^35ft. below full head, the sluice was drawn l'26ft., 

the head above the bottom was 5 '61 — 1*35 = 4*26, and 

1^26 

above the centre of the opening 4*26 ^r— = 3 •63ft, 

It 

The discharge would be 6-70 X 1-26 x 8 j/Z^ x -75 
= 95 cubic feet per second, or 5,700 cubic feet per minute. 
The fall was 5ft., and 5,700 X 5 = 28,500. There being 
four pairs of stones, the quantity is at the rate of 7,125 
cubic feet per pair. 

The next trial was with a wheel where the sluice-open- 
ing is 10 •50ft. wide. The depth of water to the bottom 
of the sluice was 5 •45ft. The gate was drawn •68ft. 
The head upon the centre of the opening was, therefore, 

•68 
5*45— ---_ = 5*llft., and the quantity discharged 10«50 



X -68 X 8 v^5^ 11 X -75 = 96 cubic feet per second, or 
5,760 cubic feet per minute. The fall was 5 •32ft. at the 



174 CORN-MILLS. 

time of the trial, and 5,760 x 5-32 = 30,643. The 
number of paiiB of stones being five, the quantity per pair 
was 6,128 Gubio feet. 

An these wheels are undershot, and of rather rude 
constmction, but not, perhaps, unusually so. 

The next trial was with two low-breaat wheels 14ft» 
diameter, each 10ft. 6in. wide, where the water falls over 
the top of the gates. The combined length of the opeaiiiig 
is 19fL, and the depth of water going over 6|rn. 

The fopu of the tops of the gates is such as to make it 
probable that five would be very nearly the proper con- 
stant to apply for the quantity of water in cubic feet per 

minute, and 5 V^X I = 5 V(6f)^ X 19 = 1,700. 

1,700 X 5ft fall = 8,500. There were running three 
pairs of wheat-stones 4ft. diameter, with the dreskdng^ 
machinery, which would make, per pair of stones, 2,83& 
cubic feet per minute per foot of fedl. 

The useful effect of the weight of a given quantiiry of 
water acting during a long time, the velocily being eon- 
sequently small, is much greater than that of the same 
quantity acting by the impulse of a great velocity. If 
the quantity per second or per minute be multiplied into 
the vertical height of the fall, and called M, this divided 
by 528 exhibits the horse-power of the water when 
applied by its weight upon the wheel ; but when it acta 
by impulse, M must be divided by 1056 for the horse- 
power of the water, and if it acts through part of the Call 
by impulse, and through the remainder by weighty thase 
parts must be taken separately. The horse-power of a 
waterfall, therefore, cannot be stated, even when the 
quantity and fall are known^ without taking into account 
its mode of action, for it requires twice as much wateo: to- 
produce a given power by way of impulse, as that which 
is required to produce the same power by its weighty 
moving with slower speed. If, for instance, Q be the 
quantity of water in cubic feet per minute, and % the 

height of fall in feet, the horse-power is ^^ when its 

528 
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weight is brought to bear tt^n a wheel which ^as a 
velocity of its circainferenoe snffioient only to give the- 
water room to fall freely; and the slower the speed 
the greater the useful effect, according to the following 
reasoning. (Bobison's *• Mechanical Philosophy.') 

Patting the work to be done into the form of a 
weight to be raised, '^ if B be the radius of the wheel ta 
the centre of gravity of tiie water in the bucket, and va 
be the weight of the column of water acting at that 
distance from the centre of the wheel, and if r be the 
radius of the axle, or the distance from the centre at 
which the weight W reacts upon the falling water, then 
the forces are in a state of equilibrium when B w = r W, 
and this is so whether the acting and reacting forces be 
at rest or move with any velocity whatever, so that it be 
tiniform ; for gravity would accelerate the falling water 
if it were not completely balanced by some reaction, and 
in this balance, gravity and the weight raised exert equal 
and opposite pressures, and thus produce uniform motion. 
Now as to the speed, both the falling water and the 
weight raised maybe taken for comparison in cubic feet of 
water, and if A be the cross-sectional area of the falling 
column of water, and h its height, its weight may be 
represented by A A. 

" If V be the velocity of the descending weight w, in feet 
per second, and t; that of the ascending weight W, then 
Wr = AAB ; but B : r : : V : t;, therefore Wi? = AW. 
The work done is measured by the weight and the height 
to which it is raised per second, or by Wt; ; therefore, the 
greatest amount of work is done when AAY is a maximum. 
But AY is a constant quantity, being the quantity of 
water descending per sepond ; if the wheel moves fast A 
is small ; when Y is small A is great, but AY remains the 
same; therefore, & should be the greatest possible — that 
is, the water should be applied upon the wheel as high 
np as possible ; but this dimimshes the head necessary to> 
give the water its velocity of entry into the buckets, 
which must be such as to prevent them striking it in 
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paasing the entering stream of water; and a diminution 
of this head diminishes the velocity of the entering water, 
while, at the same time, the less the speed of the wheel 
the less need this velooity be. As the diminntion he^ no 
limit, the leasoning shows that an overshot 'wheel does 
more work as it moves with slower speed." Bat practical 
considerations and experiments have shown that a velocity 
of at least 3ft. per second should be given to the circum- 
ference of a water-wheel, and that it may be as much as 
6ft. per second without much loss of effect. 

With overshot wheels it is very desirable to teep the 
water np to the same head at all times ; bnt this cannot 




Fig. 40. 



be done without wide reservoirs. The small reservoirs 
or dams for the storage of the night water, or at most, for 
the 36 or 40 hours from Saturday to Monday, are not of 
sufficient capacity to do this, and the head consequently 
varies considerably between morning and night, as well 
as at different times of the year. There are two ways of 
applying the water under these circumstances ; one by 
means of a sliding gate or roll of leather over which the 
■water flows upon the wheel at various heights, but always 
with the same velocity, and -therefore without nnneces- 
eary loss of head (Fig. 40), and the other by means of 
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a pentrough above the wheel to contain a considerable 
depth of water (Fig. 41), whereby a sacrifice of power is 
made when the water is at a high level, the diameter of 
the wheel and the application of the water being accom- 
modated to the lowest working head. The following case 
is one of this sort: — The former method is mnch the 
l)etter, but in water questions it is not always what is 
best that can be insisted upon, but what exists which 
must be dealt with. A corn-mill has an overshot wheel 
15ft. diameter, Tjft. wide. The wheel works close under 






Fig. 41. 



the pentrough, as in Fig. 40, and the water is, therefore, 
laid on at the highest possible point, which is about 
25 deg. from the vertex. At the time the following 
observations were made there was a depth of water in the 
pentrough of 4ft., the sluice-opening being in the bottom, 
which consists of Sin. planking. The length of the 
opening is 6* 40ft., and the width, when all the machinery 
of the mill is running, is Sin. ; the area of the opening 
is, therefore, 1 • 60 sq. ft. The coefficient of discharge 
through such an opening would be about * 60, and the. 

N 
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quantity of water passing tlirough the slnioe would be 
V64 X 4 X 1*60 X '60 = 15-36 cubic feet per second, 
or 920 cubic feet per minnte. Tbe water is laid on to the 
wheel 1ft. below the bottom of the pentrough, and abont 

Ij^ft. is lost at the bottom of the wheel, the effective fall 

5 
being 15 — 2*5 + - = 15ft. The power of the water 

applied through this wheel is, therefore, that of 920 cubic 
feet per minute falling 15ft., or 13,800 cubic feet per 
minute falling 1ft. 

The machinery in the mill, all of which can be run at 
the same time with the before-named quantity of water, 
is: Four pairs of French burr wheat-stones, 4ft. 4iii. 
diameter ; one pair of Derbyshire grit meal-stones ; one 
pair of sheUing-stones ; one bean-splitter; one corn- 
dressing machine; one flour-dressing machine, 20in. 
diameter, 6ft. long. If the other pairs of stones be sup- 
posed to require the same power as the wheat-stones, and 

that there are in all six pairs, — ?- — = 2,300 cubic feet 



of water per minute per foot of fall for each pair ; and 

-* = 4*35 horse-power. 
528 

The quantity of wheat ground per hour is about four 
bushels by each pair of stones, when in good condition ; 
or 3^ bushels at other times. 

The second example is that of a flour-mill. There is a 
slight difference, it may be said parenthetically, between 
a flour-mill and a com^nilL In country places, such as 
that where the mill first mentioned is situated, other grain 
besides wheat is ground for the couTenienoe of the neigh- 
bourhood, and for these the term, corn-mill is more appro- 
priate; but mills near large towns are often foliar 
occupied in grinding wheat, except that they may have a 
pair of meal-stones for occasional use, and these are more 
properly called flour-mills. In the following case there 
are two broastrwheels, each 16ft. diameter, one 12ft. wide, 
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the other 8ft., with cast-iron hollow shafts, and cast-iron 
«rmB and rings, into which oak starts are fitted. The 
larger, or No. 1 wheel, has four sets of arms and rings, and 
forty oak starts in each ring ; the smaller, or No. 2 wheel, 
has three sets of arms and rings, and the same number of 
starts in each ring as the other wheel has ; and there are 
40 float-boards of elm in each wheel, 18in. in depth, and 
40 back-boards, also of elm. The circumference of the 
wheels being 50ft., the floats are 15in. apart from oentre 
to oentre. When the following observations were made, 
the total fall of water was 6ft. between the head and the 
surfiEkce of the water in the tail-race when the mill was 
running, and as the tail-race is carried up to the centre 
of the wheel or nearly so at a good depth, about 2ft., 
there is no drag on the wheels by running in backwater. 
The wheels have cast-iron breasts, which confine the water 
closely to the edges of the float-boards, and curved water- 
gates of elm, worked by racks and pinions. The water- 
gate of the large wheel is double, the combined width of 
the two openings being 11* 30ft. ; the width of that of 
the smaller wheel is 7 * 90ft., and the water runs over the 
top of the gate, and under a fixed head-beam, as shown in 
Pig. 42. 

There are ten pairs of stones in this mill, nine pairs of 
French burr wheat-stones, 4ft. 2in. diameter, and one pair 
of Derbyshire grit meal-stones, with all the necessary 
wheat-dressing and flour-dressing machinery. But at the 
time of the experiments there were only seven pairs of 
wheat-stones running, together with the dressing-machi- 
nery, or as much of it as was required to keep in work 
the seven pairs of stones. The quantity of water is cal- 
<nilated in the following manner, which, for small heads 
above the openings, is more accurate than that of mea- 
froring the head, of water from the surface to the centre of 
the opening. The gate being lowered by the miller to 
the depth which he finds suf&cient to do the work, the 
heights H and h in Fig. 42 are measured, after a suffi- 
<dent time has elapsed to allow the water to settle to a 

k2 



IttO CORN-MILLS. 

Bteady head, ftud after the miller has finally adjusted 
the height of the gate. Aa the thickness of the water- 
gate is 6in., and the side and division-posts are square 
in form, the proper co-efficient of discharge would be 
aboat * 63. The qnanti^ of water passing through aach 
an opening is taken to be the difierence between those 
whidi would pass over two weirs, the one having the 
depth H, and the other the depth A, both below the 
snrface of etill water. In this way, on the first experi- 
ment of No. 1 wheel, the depth H was ll^iQ., and & 4in., 
the combined length of the two openings being ll'30fL 
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Fig. 42. 

The fundamental condition is that at the depth H or ^ 
the velocity of the water is proportional to y64H w 
^64 A, and the mean velocity of the whole sheet of water 
is two-thirds of that which it is at the depth H or A, the 
quantity actually dischai^ed being corrected by the 
co-efficient ■ 63, which embraces the correotious for both 
retardation of velocity and oontraotion of the sectional 
area of the stream, caused by its passing through the 
square form of opening, as in t^is case. Generally, if I be 
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the length of opening in feet, the quantity discharged in 
eubio feet per second would be 

ZH X f V64H X -63 - ZA X f AjWh X '63 
which is more conveniently stated as 

5-33Z jjW X -63 - 5-33Z ^T? X '63; 
or, finally, as 

3 -35/(^33 - ^W), 
when H and % are measured in feet, and the quantity 
discharged is measured in cubic feet per second; but 
when, as in the present instance, H and h are measured in 
inches, and the quantity is desired to be stated in cubic 
feet per minute, 3-35 must be multiplied into 60, and 
divided by the square root of the cube of 12, which is 
41* 56. Under these circumstances, therefore, the quan- 
tity discharged in cubic feet per minute is stated as 

Q = 4-83Z(VH3 - ^^y 
The depth H, then, in the first experiment with the 
wheel No 1, being ll;iin., and the depth "h being 4in., 

Q = 4-83 X 11-30 X (V(Tl^5p"- V^O = 1,621. 
In the same experiment, with No. 2 wheel, the depth H 
was 12^in., and A 4J in. 

Q = 4-83 X 7-90 X (V(i2~-25)3 _ ^(4-25)3 = 1,301. 
The two quantities together are 2,922 cubic feet per 
minute, having a total fall of 6ft., and 2,922 x 6 = 17,532 
cubic feet per minute falling 1ft. 

There being seven pairs of stones running, with the 
wheat -dressing and flour-dressing machines, and the 
elevator and hoisting tackle, the quantity of water ex- 
pended per minute per foot of fall was 2,505 cubic feet 
per pair of stones driven. If this be represented in 

2 505 
horse-power it would be '^ = 4*74. 

528 
In the second experiment with No. 1 wheel, the height 
H was lOjin., and h 3in. 

Q = 4-83 X 11-30 (V(10- 50)3 - jjW) = 1,572. 
In the same experiment, with No 2 wheel, H was 12 Jin., 
and ^ 3Jin« 
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Q = 4-83 X 7-90(V(12-50)3 - V(3-50)3 = 1^437. 
These together are 3,009 cnbic feet per minute, fallings 
6ft., equivalent to 18,054 cubic feet falling 1ft., and 

' = 2,579 cubic feet of water expended per minute 

per foot of fall per pair of stones driven. 

In the third experiment with No. 1 wheel, H was 
llj^in., and A Z\ in. 

Q = 4-83 X 11-30 ( V(ll- 25)3 - V (3 '50)3 = 1,700. 

In the same experiment with No. 2 wheel, H was 12iii.r 
and ft 3^in. 

Q = 4-83 X 7-90 (V(T2)^ - V(3^507) = 1,339. 

Together, these are 3,039 cubic feet per minute falling 

6ft., or 18,234 faUing 1ft., and }^^ = 2,605 cubic feet 

of water per minute per foot of fell per pair of stones. 

The mean quantity falling 6ft., derived from the three 
experiments, i. 2.922 + 3,0 09 + 3,03 9 ^ 2,990 cufcio feet 

per minute for seven pairs of stones, or 2,563 cubic feet 
per minute per foot of fall for each pair, and * == 4*85 

hoise-powar. 

With regard to the large quantity of water shown to 
be used per pair of stones with those undershot wheels, 
viz., 6,032, 6,060, 6,143, 6,224, 7,125, 6,128, cubic feet per 
minute per foot of fall, including the dressing machinery, 
the average being 6,285, if this be put into the form of 

ft OQK 

horse-power it would be ^-,. =12 horse-power nearly, 

528 

per foot of fall per pair of stones. Every miller kaows, 
or at least millers often say, that a pair of French burr 
wheat-stones of medium size can be driven by 4 horse- 
power, which would be 528 X 4 = 2,112 cubic feet of 
water per minute per foot of fall ; and that is so when 
the water is used by way of its weight on overshot or 
high-breast wheels; and taking this as a standard the 
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undersliot wheels on which the above-named experiments 

were made do effective work only about one-third of the 

2 112 
power expended, or more accurately ' ^ = 33'6 per 

cent. The owners of all those undershot wheels would 

1)6 amply compensated for the expense of substituting 

for them the wheels called " Poncelet," which give an 

effective power of 65 per cent., and would use under the 

2 112 ' 

same circumstances * ^ = 3,840 cubic feet of water only, 

•56 

to do the same work, or with the same quantity of water 

would do more work in the ratio of 1 * 63 to 1, or 6 io 3. 

With jegard to the diameter of the wheat-stones named, 

snch as Mt, lOin^ 4ft. 8in., &c., these are rather larger 

than the medium size, which is perhaps 4ft. 4in. or so, 

but on the other hand the quantity of water named in 

each case was measured as fully as was consistent with 

my duty. The experiments with breast wheels show a 

much less quantity of water required pea: foot of fall per 

pair of stones driven, including the dressing machinery ius 

before, viz., 2,833, 2,606, 2,679, 2,606, the average being 

2,631 cubic fetet per minute,; and applying the same 

standard of 4 horse-power, or 2^12 cubic feet of water 

2 112 
per minute falling Ift., the effective power is _ * -^ = 80 

per cent, nearly. 
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SECTION XX. 

Work done by Water-wheels. 

The most direct measure of the work done by a water- 
wheel is the quantity of water pumped to a certain height 
by another quantity falling through a certain other 
height. The following instance affords such a measure. 
When I was an assistant to the late Mr. James Simpson 
(past President Inst.C.E.), I made the following trials 
for him with two low-breast wheels, each 19ft. diameter, 
No. 1 being 12ft. wide ; and No. 2, 10ft. The fall of 
water was 6ft. Each wheel works three pumps. A cast- 
iron pipe, lOin. diameter, and 10,890ft. long, delivers the 
water into a service reservoir at a height of 148ft. above 
the level of the source from which the water is pumped. 
This reservoir, for a few feet in height at the top, has 
vertical walls, inclosing an area of 40,804 sq. ft. The 
trial consisted first of the quantity of water expended on 
the wheels, and secondly of the increase of the depth of 
water in the reservoir in a certain time, when the outlet 
valve was closed. 

The gate of the wheel No. 1 is lift, wide, and it had a 
depth of water of l'21ft. ; the gate of No. 2 wheel is 
9 • 75ft. wide, and it had a depth of water of • 96ft. 

According to the construction and arrangement of these 
gates the proper co-eflficient of discharge would probably be 
•62. Without allowance for contraction of area or for 
diminution of velocity, the quantity would be 8*02 

*Jli X ?^ X f = 5'35 Zi^ V '*> ^^^ i^ *^is be reduced, for 
the effects of contraction, &c., by the co-efficient • 62, the 
actual quantity would be Z\lli V ^ = ^M V ^^» Accord- 
ingly the quantity in cubic feet per second would be 
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3^ (11 V (1-21)3 + 9.75 ^ (-96)3 = 80, or 4,800 cubic 
feet per minute. 

This would be the quantity falling from a still head of 
water ; but the form of the channel is such that the water 
approaches the wheels with a velocity of 1 Jft. per second, 
as observed by floats, and the height li must be increased 
by a height which is sufficient to produce this velocity, 
which is A. = 'OSS t?^. The formula, therefore, is 3^ Ih 

VT+X= 3^(11 X 1-21 V 1-21 + 0-35"x~2^ + 9-75 

X -96 ^ -95+ -OSS X 2-25) = 83 cubic feet per second, 

or 4,980 cubic feet per minute, which, multiplied into the 
fall, 6ft., and divided by 528, is equal to 66 horse-power. 
To compare this with the effect produced in 11 hours' 
pumping, the water surface of the reservoir was raised 
19in., the quantity in that time amounting to 64,606 cubic 
feet, or at the rate of 1 • 63 cubic feet per second. The 
area of the lOin. pipe is •645 sq. ft., and the velocity 
through it must, therefore, have been 3ft. per second. 
The head of water required to produce this velocity is 

A = ^ =1^^^^J X12 ^ 4, ^^,^ The head against 
2,500d 2,500 X 10 ^ 

which the pumps lift, is, therefore, 148 + 47 = 195ft. If 
this be multiplied into the number of cubic feet per 
minute, 98, and divided by 528, the effect is that of 
36 horse-power, or 64 per cent, of the power expended. 

This is the utmost quantity of water the wheels would 
carry, • purposely tried, and the velocity of the water 
through the pumping main was greater than it should 
have been for economical working. If a less quantity of 
water had been expended on the wheels, such as would 
have produced a velocity in the lOin. main of 2ft. per 
second, or thereabouts, the result would probably have 
been a greater effect than the percentage above named. 

In the neighbourhood of Sheffield water power is much 
used for grindiDg saws and cutlery, and saw-grinding is 
very heavy work ; but still heavier work is that of forging 
and grinding anvils, and for this kind of work water power 
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ifi preferred to steam ; tlie work is not very regnlaar, and 
in the intervals the water accumulates and the great power 
required is exerted during short periods of time. A grind- 
ing establishment is called a wheel. On some of the 
streams there is a succession of very considerable falls of 
water, and, although the quantity is not large, a great deal 
of work is done by the same stream. One of them, for 
instance, has an ordinary flow of about 600 cubic feet per 
minute where it begins to be used, increasing to 1,000 or 
more where it falls into a larger river, and in this distance 
of a few miles there are twenty grinding wheels, mills 
and forges. The fall at No. 1 wheel is ISJft. The wheel 
is overshot, 14ffc. diameter, 5ft. wide, with 5ft. head of 
water in the pentrough over it. There are 16 grindstones 
for table knives and files ; but it is the trough in which 
the stone runs that the giinder claims as his possession ; 
and this is a wheel of 16 troughs. When 14 of these are 
occupied, the sluice-gate or " shuttle " is drawn 2^in. The 
length of the opening being 4ft. 4in., its area is • 91 sq. 
ft. The form of the opening; is such that probably • 6^ 
would be the proper co-efficient of discharge when the 
sectional area of the stream is taken to be that of the 

sluice-opening, and 8 V ^ X '63 = 5*04, or say, 5 >/ft, 
for the mean velocity of all the particles of water passing 
through the opening, when resolved in a direction at right 
angles to it, or in the direction which the successive central 
particles take ; and the quantity discharged would, there- 
fore, be • 91 X 5 J~h x 60 = 606 cubic feet per minute. 

Wheel No. 2 is 15ft. diameter, 6* 58ft. wide, with 4ft. 
head of water in the pentrough. There are 8 grindstones 
for table kni^res, and 10 for "light" work. AIL these being 
occupied, the shuttle is drawn 2in. The length of opening 
is 6' 17ft,, and the quantity of water discharged would be 

2 _ 

6*17 Xjo^^V^X^^^ ^^"^ cubic feet per minute. 

The fall is 18ft. 
No. 3 is an overshot-wheel, 11* 75ft. diameter, 7 •25ft. 
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wide, with a head of 3ft. in the pentrough at the time of 
the trial to ascertain the quantity of water. There are 
9 table-knife and 4 razor stones. With these running, 
the shuttle is drawn 2^in. The length of opening is 
6 -85ft., and the area 1*42 sq. ft. The quantity of water 

is 1*42 X 6 V^ X 60 = 736 cubic feet per minute. The 
M is 14ft. 

No. 4 has two water-wheels, each lift, diameter, one of 
them 5ft. wide, the other 4- 67ft. The fall is 15ft. When 
the trial was made there were running 10 table-knife 
stones, and 4 razor stones. The sluice-openings are re- 
spectively 4* 75ft. drawn l^in., and 4* 50ft., drawn l^in., 
discharging together 656 cubic feet per minute. 

These are all overshot-wheels, with pentroughs, from 

near the bottom of which the water is discharged upon 

the wheel, and in which the head varies from time to 

time, according to the season, or according to the work 

being done ; whether it is more or less than the power of 

the stream for the time being. 

The next one is a wheel of a different 'kind. 

No. 5 is a high-breast wheel, 15jft. diameter, 8Jft. wide. 

The fall is 13ft. with a full head of water; but it varies 

at different times, for the same reasons as those before 

stated. For this wheel, however, the whole fall of water, 

whatever it be at various times, is made use of without 

loss of head by letting the water fall over the top of a 

movable lip, which is raised or lowered at pleasure, so as 

to difijcharge the water into the buckets of the wheel at the 

highest possible level. The circumference of the wheel 

moves closely under a series of cast-iron bars arranged 

across the face of the wheel, 1 j[in. apart, the clear length 

of waterway of the openings being 6ft. 9in. (see Fig. 39, 

p. 176). 

When the trial was made, there were 11 saw-grind- 
ing stones running, and £ve of these openings were ex- 
posed, the head upon each successive bar from the top 
increasing by 2in. 

Thus, upon the first opening the head was 2in. ; upon 
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the second, 4in. ; upon the third, Gin. ; fourth, Sin. : and 
fifth, lOin. The quantity of water paissing through these 
openings may be estimated by the velocity due to the 
head upon each, which will be proportional to the square 
root of the head in each case. 

The passages between the bars partake of the character 
of a tube projecting inwards through the side of a tank 
into the body of water — a form which does not facilitate 
the passage of the water through it, but retards it, as com- 
pared with a tube having a rounded mouth, or even with 
a tube having sharp arrises, if tbey form part of the side of 
the vessel. On the other hand, the length of each passage 
is short, being about 4in. On the whole, it is considered 
that a proper co-efficient of discharge is * 7, and that the 
quantity in cubic feet per second would be expressed by 

Q=^A X 8 V"^ X -7. 

The expression aJ h must be the sum of the square roots 
of all the heights, in feet, thus : 

V^a7 + V~^ + V"^ + V"^ + V83 = 3-41 
and 

Q = 6-75 X ■ t. X 5-6 X 3-41 x 60 = 798 cubic feet 

1^ 

per minute. This method of applying water to a wheel 
may be either by means of a gate sliding in the arc of a 
circle by means of rack and pinion, or it may be by means 
of a roll of leather or other web, covering the openings 
and folding downwards, its position at any time corre- 
sponding with the top of the sliding gate in the other 
method. The roll has less friction, and is in some other 
respects preferable; but the gate is, perhaps, the more 
lasting. 

The same kind of work on another kind of wheel wiU 
exhibit the diflference in eflfect between a high-breast wheel 
upon which the water is laid without loss of head, and 
upon which it acts with its full weight, or nearly so, and 
a wheel of less diameter than the fall of water, working 
under a pentrough. 
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No 6 has two water-wheels, one 9ft. diameter, 7ft. wide, 
with a head of water in the pentrongh of 2 • 42ft. ; the 
other wheel is 8*67 diameter, 6* 50ft. wide, with the same 
head of water. The sluice-opening in the first-named 
wheel is 6* 75ft., and in the other 6* 25ft., and the shuttle 
was drawn 2in. in the one and 2^in. in the other, and the 
quantity of water expended on both wheels was 1,080 cubic 
feet per minute. The fall is lift. 

There were running 6 saw-grinding stones, and 2 
scythe-stones. If the quantity of water expended on the 
high-breast wheel — ^viz. 798 cubic feet per minute — ^be 
multiplied into its fall, 13ft., and divided by the number 
of stones running, 11, the result is 943 cubic feet per 
minute per stone. If the same process be followed in the 
second case, the quantity of water is 1,080 cubic feet per 
minute, the fall lift., the number of stones running, 8, and 

the result is -^ ~ = 1,485 cubic feet per minute 

o 

per foot of fall per stone running. 

The tilt-hammer is almost an indispensable piece of 
machinery. One of the water-wheels works two of these 
(one at once), and a blowing-machine. The wheel is 9ft.. 
diameter, 7ft. wide. The sluice-opening is 6*25 x •18ft. = 
1 • 12 sq. ft. The head upon it is 1 • 92ft. 

The quantity of water discharged when one tilt-hammer 
and the blowing-machine are in work may be estimated 
at 1-12 X 5 V 1'92 = 7*78 cubic feet per second, or 467 
cubic feet per minute. The fall is lift., and 467 x 11 = 
5,137 cubic feet per foot of fall per minute. The hammer 
is 2^cwt., with a fall of 7in., and makes 250 strokes per 
minute. 

At an anvil-forge the grinding-wheel is 9ft. diameter, 
5 • 85ft. wide, overshot ; head of water in pentrough, 3ft., 
sluice opened l^in. Total fall of water, 12ft. 

The wheel for the iron forge is 10ft. diameter, 4ft. wide, 
buckets llin. deep, works one hammer with a sluice- 
opening of 4in., 4ft. in length, with a head of 3 • 10ft, 

The shear-steel forge, which works one hammer, is a 
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breast-wheel 12ft. diameter, 3jft. wide, having buckets 
12in. deep. The slnice-opening is 3- 40ft. long, and 6in. 
wide, with a head of 3* 10ft. 

The shearing scrap wheel is overshot, 9Jft. diameter, 
4ft. 4in. wide. The sluice-opening is 3in. wide, 4ft. long, 
with ahead of 3- 10ft. 

Another anvil forge has a breast-wheel 20ft. diameter, 
7 • 17ft. wide. The fall is 13ft. When the following ma- 
chinery is working, the sluice-opening is 1 Jin., the length 
being 7ft., and the head of water 3ft. — viz. blowing cylin- 
ders which supply 18 anvil hearths, 6 smiths' fires, 1 shear- 
steel fumace«' and 1 iron furnace. With the following 
machinery added, the opening of the sluice is 2in. — ^viz. 
2 slide lathes, 1 planing machine, and 1 drilling machine. 

The anvil-grinding wheel is overshot, 11 • 50ft. diameter, 
6ft. wide. The sluice-opening 5 • 60ft. long, IJin. wide, 
the head of water being 3ft. 

Coming lower down the streams into the main rivers, 
the wheels become undershot with larger quantities of 
water and less height of fall. 

The first example* of a forge with this kind of wheel- 
that is undershot, with the water confined in a close-fitting 
race — ^is a wheel 14ft. diameter, 6ft. wide, the centre of 
which is •42ft. above the level of a full head of water. 
The head at the time the following trial was made 
was 1ft. below the full head. There are two forge- 
hammers, one 5cwt. with 16in. fall, the other 4Gwt. with 
14in. fall. The present fall of water is oft. The sluice 
is 6ft. wide, and when the 4cwt. hammer is working it is 
drawn lOin. 

Another wheel works two tilt-hammers of 2^wt. (one 
At once), with a fall of 7in., and one forge-hammer of 
4cwt., with a fall of 12in. The diameter of the wheel is 
14ft., width 6ft. 9in. With the present head of water, 
Ift. below full head, the sluice-gate is drawn 9in. to work 
one tilt-hammer. The wheel of another tilting forge is 
13ft. diameter, 6ft. 9in. wide, the centre being •42ft. above 
the level of a full head of water. There are two tilt- 
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liammers of 2^wt., with a fall of 7 in., making 300 strokes 
per minute. 

At the next works of this kind the wheel is 13^ft. dia- 
meter, 4ft. wide, the bottom of the sluice 1 '42 feet below 
the present head ; sluice-opening 4 • 60ft. wide ; gate drawn 
8Jin. for one tilt, and IGJin. for the forge-hammer, which 
is 3Jcwt., with 16in. fall, the tilts being each 2cwt., with 
7m. faU. 

Another kind of work is that of a wire-mill. The ma- 
chinery consists of two wire-blocks 20in. diameter, and 
one 24in., and two fans ; also of six grlnding-stones for 
hackle-pins, 2ft. 9in. diameter. The wheel is overshot, 
10*68ft diameter, 4* 5ft. wide. The sluice-opening is 4ft., 
and is drawn 3in., under a head in the pentrough of 
3' 75ft. The quantity of water expended would be — 

4 X -25 X 5 V (3-75) X 60 = 582 cubic feet per minute. 
The fell of water is 15ft. 
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SECTION XXI. 

Turbines. 

When the height from which water falls exceeds about 
40ft. it cannot be economically applied by way of its> 
weight acting with a moderately slow motion on a single 
vertical wheel of ordinary construction, although a fall of 
80ft. or 90ft. may be utilised on two vertical wheels placed 
one above the other ; not so well, however, directly the 
one above the other, as when placed sideways in the 
manner shown in Figs. 43 and 44. In this arrangement, 
both wheels move in the same direction ; but if one be 
directly over the other, they move in opposite directions. 
Moreover, it is sometimes desirable to work one wheel 
without the other, and in that case also this arrangement 
is convenient, and especially so when there is a side 
stream, high enough to be conducted into a tank over the 
lower wheel, but not into the higher one. The upper 
wheel shown in the diagram is 50ft. diameter, and 6ft. 
wide, the lower one 48ft, diameter and 7 Jft. wide, both of 
^vrought iron. In this instance the upper wheel is supplied 
by an 18in. pipe from a reservoir on the main stream, and 
by an arrangement of the sluices and stop-cocks the water 
is turned on to either wheel from the main source. 

But when the fall of water exceeds about 30fk., it ift 
more economically applied by way of its free velocity on 
a smaller wheel, usually placed horizontally, whereby the 
force of the water is diffused over the whole circum- 
ference, requiring, therefore, a smaller diameter; and this 
kind of wheel is suitable to any height of fall, say, from 
3ft. to 300ft., and to various heights in the same place, for 
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it worts in backwater as well aa free, and makee effective 
whatever fall there may be for the time being. This is 
an advantage where the qoantity of water varies greatly 




at different times, as Tipon a stream where the flood-waters 
m not imponnded. The force brought to bear upon these 
wheels is of two kinds — direct pressure and reaction, the 
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reaction being obtained by the liberation of pressnre on 
one side of an arm, or of a cell or bucket. 

The fundamental principle of the reaction-wheel is the 
release of pressure on one side of a revolving arm, whereby 
it is driven in the opposite direction with a pressure equal 
to that taken away. Fluid pressure acts in opposite 
directions at the same time, with equal intensity in both 
directions; and when the resistances are less tban its 
pressure, it also moves in opposite directions at the same 
time, the velocity in either direction being inversely as 
the resistance; and if the abstraction of the quantity of 
water, due to the motion in one or both directions, be 
replenished at the head, the motion will be continnons 
under the same head. 





Fig. 45. 

If the vertical pipe or chamber A, in Fig. 45, communi- 
cate with the' head- wat^r, and an arm, or two or more 
arms, project from it ; or if passages be made between it 
and a wheel revolving round it, one of the cells or buckets 
of which may be represented by the two opposite vanes, 
B C and D E, with the closed end, C D, the water presses 
with equal force on the two sides, they being of equal area, 
and there is no motion. Neither would there be any 
motion if the end were closed between C and g^ instead of 
between C and D, for the pressure upon the end C gr in the 
direction of the tangents at every point between the two 
vanes is equal to the pressure upon D g only ; and the 
pressures would equally be balanced whatever form, 
whether straight or curved, be given to the vane C ^ B. 

But if an opening be made in one side, as from C to /, 
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that side of the cell would be relieved of the amount of 
pressure due to the area of the opening, the pressure which, 
it had before being now transferred to the issuing water, 
and forcing it out with the velocity due to the head, and 
the obstructions to its flow. If there were no such 
obstructions the velocity in feet per second would be 

Vt)4A = 8 V A, A being the head of water in feet; but as 
there are obstructions in every form of channel, and how- 
ever they may be lessened by good forms, the velocity of 
issue from turbine-orifices will probably in no case exceed 

I'hjjh^ considered as tliat of water issuing from an 
orifice which has no motion of its own, Such an opening 
being made, the vane opposite to it has upon it the pres- 
sure due to the head of water, and would have to be held 
by an external force equal to that which presses out the 

water with the velocity 7 • 5 V A. 

If, at the same time, an opening were made from D to 
^, the water would issue with the same velocity, and if 
the two openings, D g and C /, were of equal area, the 
same amount of pressure would be taken away from each 
side, and the wheel would remain at rest. To prevent 
the issue of water from the opening D g the wheel would 
have to be turned by an external force acting in that 
direction with a velocity equal to that with which the 
water issued when the wheel was at rest, and when that 
orifice attained this velocity there would be no issue from 
it, because there would be no pressure upon it ; but there 
would be twice the pressure upon the opposite one, C /, 
and the water would there issue with twice the velocity 
due to the head when the orifice was at rest ; so that when 
the wheel moves in one direction with the velocity due to 
the head of water, and the water issues from the orifice in 
the opposite direction with the same velocity, the virtual 
velocity of the water is twice that due to the head. If, 
for instance, the head were 16ft., the velocity would be 
7*5 ^ 16 = 30ft. per second — assuming it for the moment 
to be the utmost possible ; but if, at the same time, the 

2 
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orifice itself be moved in the opposite direction with the 
same velocity, its motion must be added to that due to the 
head upon the orifice, producing in the issuing water a 
virtual velocity of 60ft. per second. 

The iuherent power of a head of water, however, could 
not produce and maintain continuously this double velo- 
city by its steady pressure merely. All it could do con- 
tinuously would be to produce a velocity ihrough the 
orifice in one direction of SOft. per second, and 15ft. in 
the wheel carrying the orifice in the opposite direction. 
This pressure, which call |>, is released &om the wheel at 
C/, while it continues to act upon D g. But although 
this pressure exists upon D g when the wheel begins to 
move, the head of water cannot maintain it with any 
velocity. The pressure begins to diminish when the wheel 
begins to move, until, if it were to move with the velocity 
due to the head of water, which call v, there would be no 
pressure at all upon the vane. Between these two ex- 
tremes, of pressure on the one hand and velocity on the 
other, there is a certain mean which can be maintained by 
the head of water, and under which condition the momen- 
tum will be the greatest possible, that is when half the 
maximum pressure, or \ p, acts with half the maximum 

velocity, or \ r, the momentum then being ^ . 

When the velocity of issue from G/is 30ft. per second 
in a state of rest, and the wheel moves with a velocity of 
loft, per second in the opposite direction, the virtual 
velocity of the water through the orifice is 45ft. per second, 
two-thirds being due to the direct pressure upon the 
orifice, and one-third to the reaction of the opposite vane 
upon it, and the quantity of water expended is increased 
in the same proportion. If, for the sake of symmetiy 
and uniformity of motion, a corresponding opening in the 
opposite direction be made in an arm on the opposite side 
of the supply pipe A, the combined areas of the openings 
multiplied into the velocity of the water would represent 
the quantity of water expended. 
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Bat no account is here taken of the centrifugal force 
wiiioh acts npon the water, and upon the vanes of the 
wheel through its medium. It would appear to be equal 
in effect to the force of reaction, for reaction wheels move 
-with a velocity twice that due to the head of water, when 
perfectly free to move in a direction opposite to that from 
which the water issues. The original form in which the 
principle of reaction of hydraulic pressure was applied to 
wheels was that of two straight arms attached to a central 
vertical pipe, the 
whole revolving 
together. That 
was the invention 
of Dr. Barker. 
Mr. Whitelaw 
adopted the same 
principle on 
larger wheels, 
varying the forms 
of the arms to 
spiral curves, as 
shown in Fig. 46, 
and making them 
revolve round the 
central pipe in- 
stead of being at- 
tached to it, and 

also relieved the bearing of the upright shaft from the 
weight of the water, by introducing it underneath the 
arms. Mr. Whitelaw made many experiments with 
Barker's straight arms, curved merely at the ends in the 
direction of the flow of water, introducing the water, 
however, underneath. The object of the experiments was 
to ascertain the percentage of useful eflFect of this kind 
of wheel. One of these experiments shows the velocity 
of the wheel, taken at the centres of the orifices, to have 
been 38ft. • per second when the wheel was unloaded. 
Taking the stated quantity of water expended in a 
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Fig. 46. 
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minute, and the given areas of the orifices, the virtual 
velocity of the water mnst have been 40ft. per second. 

In this experiment the wheel was running free. The 
water issued with the velocity 40 — 38 = 2ft. per second, 
being the difference between the virtual velocity of the 
water as deduced from the quantity given and the ob- 
served velocity of the wheel ; and it may be assumed that 
if in this experiment the wheel had run perfectly free, 
the velocity would have been 40ft. per second, or twice 
that due to the head of water. But there is the im- 
portant difference that the water would not, in fact, have 
issued with that velocity under the same head from an 
orifice at rest. The head was 8ft., and at the utmost the 
velocity from an orifice at rest would not have been more 
than 7*5 V^ = 21ft. per second. But it could not have 
been in this case so much. The virtual velocity of the 
water is found to have been 40ft. per second, which was 
a double velocity, the wheel running free, and without 
resistance ; that is, it would have had a speed of 40ft. 
per second if there had been no resistance at all, instead 
of the 38ft. which it had in fact. One-half of this velo- 
city, or 20ft. per second, is that due to the head of 
water, the issue taking place from an orifice at rest. 
Dividing this velocity by the square root of the head, or 

20 

the co-efiScient is found to be 7*07, and it agrees 

with those which have been found by experiments under 
other circumstances on analogous forms of opening. 

In respect of a loaded wheel, the m^an of 14 experi- 
ments on the percentage of useful effect was 74 per cent. 
The average velocity of the wheel in these fourteen ex- 
periments was 22 • 5ft. per second, and the virtual velocity 
of the water 30ft. per second, as deduced in the manner 
before stated. The difference, or 7 • 5ft. per second, would 
be the actual velocity of issue from the orifices. . 

With water stored, there are many businesses which 
might be carried on within a few miles of the reservoirs 
by means of turbines ; industries created, as it were, and 
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where all engaged in them might live in an atmosphere 
free from smoke. The economic conditions of trade and 
employment are, on the whole, far too large a subject to 
be entered upon here ; but it may at least be said that, so 
far as they go, and their capabilities can bo developed, 
these water sources of power form sound and firm bases 
of industry, whether of new ones or of transfers from 
overcrowded localities, which have no other source of 
power than coal. 

Wherever a turbine may be used, the two chief con- 
ditions which will determine its dimensions and power 
are the quantity of water per second and its pressure. 
The quantity per day of 24 hours will be, probably, the 
one directly derivable from the data. In some instances 
the night water may be stored where it is used, in others 
it may better be stored in the main reservoir, and given 
out during 12 or 14 hours a day. However that may be 
in different cases, the quantity here to be referred to is 
that due to the working time per second. 

A turbine, unlike a vertical water-wheel, takes its 
supply of water at the end instead of at the beginning of 
the fall. The end may be immediately under the head- 
water, with no greater length of supply pipe than the 
height of the fall, in which case the pressure will be very^ 
nearly that due to the whole height; or the turbine may 
be at a considerable distance from the head-water. In 
the latter case, the available pressure will be reduced by 
as much as is due to the head of water required to deliver 
the given quantity through the pipe, according to its 
length and diameter, taking into account also its degree 
of straightness, for frequent and abrupt changes of direc- 
tion in the flow of water materially increase that portion 
of the head required to deliver a given quantity at the 
end of the pipe, leaving so much the less available as 
useful pressure. 

Whatever be the necessary deductions from the " fall ** 
on these accounts, the available head under which the 
turbine will work will be that remaining after these 
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deductions have been made, constitnting the immediate 
head- water, whether it remain in the closed pipe, or be 
delivered into an open reservoir or chamber immediately 
above the turbine. In the latter case the height between 
the two surfaces of the water above and below the turbine 
is the working head, and is, in aU cases, the '' head " here 
referred to ; and as pressure is proportionate to the height, 
it will be considered as so many feet of water in vertical 
height. The velocity with which water under a given 
head issues from an opening is the same, whatever be tho 
size of the opening. It would be the same as that of any 
heavy body falling freely through the same height, but 
that the necessary changes of direction which it must 
undergo in passing through outward-flow turbines retard 
its velocity by about one-tenth part. Through any form 
of opening whatever, that is to say, through one formed 
in the most favourable way for the free issue of the water, 
the velocity is retarded by about one-fortieth part, and it 
is this actual velocity, and not one due to a freely-falling 
body, which should be taken as the standard with which 
to compare the experimental velocities through turbines 
of different kinds. The velocity in feet per second of a 
body falling freely from a height ^, in feet, is 8,/^ ; but 
for water, under the circumstances just referred to, it is 
7'8>v/A. These forms of opening, however, are not those 
practically made, and through these the retardation of 
velocity is about one-sixteenth part, which would rednce 
it to 7 • 5^^. The forms of these openings approximate t'> 
one through which the water would flow without con- 
traction, and are, perhaps, as near to that form as can be 
adopted in practice. But there are, in outward-flow 
turbines, further reductions to be made, which make the 
whole amount about one-tenth of the velocity of a freely- 
falling body, and the velocity is in this case expressed by 
7*2V^« It is usual to assume, as a standard of com- 
parison, that the theoretical velocity of water, issuin^^ 
from an opening under a given head, is the same as that 
of any heavy body falling freely through the same height, 
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which would be SV^i or more properly A/2gh where g is 
the force of gravity = 32. This being assumed, the 
velocity represented by 7'S/^h would be that due to a 
head 5 per cent, less than the actual head when the 
formula tjigh = v is adopted, and it is called loss of 
head. By the same standard 7*2^^ would imply a loss 
of head of 19 per cent., or 14 per cent, more than the 
*' loss " in the first instance, which, however, hardly seems 
properly to be called a loss, if it never existed. 

But by the usual standard the loss of head duo to the 
hydraulic resistances of outward-flow turbines seems to 
vary from 34 to 20 per cent., and in taking 19 per cent, it 
would seem that a sufficient allowance is made for all the 
hydraulic resistances combined ; and in this is included 
also the leakage between the fixed and movable parts of 
the turbine. The turbine consists essentially of a wheel 
^ith a hollow rim, across which are placed, at certain 
distances apart, curved vanes to receive the pressure of 
the- water on their concave sides, and the angle at which 
they are placed across the rim varies accordingly as the 
water acts chiefly by direct pressure or by the pressure of 
reaction. In the outward-flow turbine the water issues 
horizontally all round the bottom of a cast-iron pipe or 
chamber, iu which guide-blades are set, so as to conduct 
the water into the rim of the wheel at the proper angle, 
*nd it escapes through the outer circumference of the 
^heel. The rim is connected across underneath to the 
central upright shaft, which drives the machinery, by 
a strong disc of cast iron, the supply-pipe, or chamber, 
and the fixed guide-blades being suspended from a frame 
above, and hanging within the revolving wheel, ^and 
clear of the disc beneath, by which means (the method 
^^ M. Fontaine) the weight of the water and the chamber 
18 taken off the bearings, and the shaft-friction much 
reduced. The revolving upright shaft is kept from the 
^ater through which it passes by being inclosed in a pipe, 
'vhich supports the whole machine. For low falls of water 

the top of the supply-chamber is open, but for high falls 
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the top is dosed, and the shaft passes through it. In one 
case the water is delivered into an open reservoir or 
chamber immediately above the turbine, in the other the 
turbine works at the end of a closed pipe, wbich is under 
pressure all the way from the head-water, which may be 
at a considerable distance from the position of the turbine. 

The available head of water, however, which produces 
the velocity before mentioned, is almost as easily ascer- 
tained as if it were immediately above the turbine. With 
the reservations named above, nothing can alter the 
velocity with which water issues from an opening under 
a given head. If the area of the opening be too large in 
proportion to the quantity of water, the head will fall ; 
if it be not proportionately large enough, the head will 
rise, until an equality is established ; it will rise, that is 
to say, if confined in a pipe, and it will of necessity either 
rise or spread out laterally. The main object is to 
transmit to the wheel as much as possible of the motion 
obtained. The driving power of the turbine is measured 
by the difference between the pressure of the water due 
to the head and its pressure at the point of egress. The 
motion of the water is an absulute quantity, to which that 
of egress and that of the wheel are together equal. 

If pressure on the egress orifices of the wheel be wholly 
taken away, as it is when the orifices move with a velocity 
twice that due to the head of water, considered as the 
velocity due to that head when the orifice is at rest, then 
the whole iiu>tion is transferred to the wheel ; but if the 
water issue from the wheel with any velocity — that is, if 
the velocity of the water be greater than that of the 
wheel — the pressure causing that velocity of issue is to be 
deducted from the pressure duo to the head, before the 
useful effect of the power can be found. If, for instance, 
the velocity of egress were one-fourth of that due to the 
head, or 1 *8V%) the loss of head on this account would be 
6^ per cent. If the velocity of egress be a little less than 
one-fourth, so that the loss of hi^ad be exactly 6 per cent., 
there would be, with the 19 per cent, before mentioned. 
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25 per cent, of the power expended before any work was 
done. But there is yet another source of loss of power, 
Tiz., the friction of the upright shaft in its bearings, for 
which, perhaps, 2 per cent, may be added, making in all 
27 per cent, of the power expended, the useful effect of 
the turbine being in this case 73 per cent. But this is 
not so much as has been found to be the useful effect of 
many outward flow turbines, both in this couDtry and 
abroad. 

In one of the ** Abstracts of Papers in Foreign Trans- 
actions, &c.," of the Institution of Civil Engineers, is an 
abstract of an investigation into the maximum efficiency 
practically attainable in the three chief kinds of turbines 
— ^viz., outward flow, parallel flow, and inward flow, by 
J. C. Bernhard Lehmann, from experiments with thirty- 
six turbines of all sizes, from 1 to 500 h.p., made in order 
to ascertain the shaft friction, from which it appears that 
the percentage of total available power lost by hydraulic 
resistances was 14 per cent. ; by unutilised energy can*ied 
away in the issuing water, 7 per cent. ; shaft friction, 
both in the foot<step and bearings, 2 per cent., or a total 
loss of 23 per cent., and therefore a possible efficiency of 
77 per cent. In ianother " abstract " of a paper by Prof. 
Bichelmy, it is estimated, from many experiments, that 
the actual amount of the loss of head in the supply cham- 
ber, before the water has issued into the wheel, is between 
five hundredths and eight hundredths of the head, accord- 
ing to circumstances in different cases. It is assumed 
that the form of the opening leading from the central 
supply chamber to the wheel revolving around it is the 
most favourable for the free issue of the water, and that 
it issues from the supply chamber into the wheel cells 
without contraction ; and, therefore, the diminution ought 
to be attributed to a lesser velocity of efflux, due no longer 
to the head, but only to this multiplied by the square of 
• 92 or of • 96, or by the square of a number intermediate 
between these two, which is a loss in the supply pipe or 
chamber of from 10 to 15 per cent, of the head and of the 
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tmet^ of the water, moA is the eame form of loss as that 
which hM been stated as 12 per cent, of the head, the 
actnal velocity b^g 7'5 n/h 

Fig. 47 is a plan, and Fig. 48 a section of the essential 
parts of an outward-flow torhine. One of the principal 
points to be considered ia the working 76100117 of the 
wheel. Mr. Collen, an Irikh millwright and engineer, 
states in his treatise on the tnrlnne that he has fonnd by 
experience that the most effectire speed of the inner cLr- 
CDrnferenoe of the wheel ia 4-4 ^k, when the head does 
not exceed 38ft For 
high folia his ex- 
perience is that the 
cube root of the 
height should be 
taken and multiplied 
by 8-1. Thus, the 
velocity of the inner 
circumference of the 
ranniug wheel for 
high falls is 8-1^ 
These velocitiee, Mr. 
Cullen says, produce 
the greatest amount 
of moving power, 
Fig. 47. and are about two- 

thirds of the velocity 
of the water on its entering the wheel. According to Mr. 
Cnllen's rules, the diameter A B in the sketch should bo = 

~jr + '1. where Q = the quantity of water in 

cubic feet per second, and & the bead in feet. Thus, if 
Q = 40, and h = 30, the inner diameter of the wheel 
would be 3ft. 8in. 

The number of buckets he gives ae N = 3 d + 28, d 
being the inner diameter as already found. Then the 

width of the bnckets, B D on the sketch, should be -^^^^ 

K. 



V^ 
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Af^ljing these mlea to the case stated, the number of 
backete would be 39, and the width bin., so that, adding 
lOin. to 3fl. Sin., the outer diameter would be 4ft. 6iQ. 
The hei^t of the buckets would be 4in. The velocity at 
the inner circumference would be 24ft. per second, and at 
the enter circumference nearly 30ft. per second. Com- 
paring these with the rules in Molesworth's pocket-book 
of engineering formulee, there is a little difference. The 
inner diameter would be about the same, but the outer 
diameter woold 
be 6fU, and the 
velocity at the 
outer circumfer- 
eooe would be 
36ft. per second. 

Mr. D.K. Clark, 
in his ' Bules, 
Tables, and 
Data,' gives rules 
{p. 941) for the 
dimensions of out- 
ward-flow tur- 
bioee, which agree 
nearly with Mr. 
Cnllen's, except 
in the diameters, 
inner and outer. 

By Mr. Clark's Fig. «. 

rule for the 

"exterior diameter," it would be, in the instance men- 
tioned, D = 4 • 85 . / ■ . ■ as stated, P being the " actual 

horse-power of the turbine." Now, if in the above in- 
stance we take the actual horse-jrawer of the turbine to be 
75 per cent, of the power of the water, that is, 40 cubic 
feet per second falling 30ft, P would 102, for ^° g^g — 
102 
30 V30 " 
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*• exterior diameter," which is onlj' about 2iii. more than 
the interior diameter should be, by Mr. Gullen's rule, and 
also Mr. Molesworth's. But if in Mr. Clark's rule we 
read D = interior diameter of wheel, instead of " exterior," 
the rule would agree nearly with the other two men- 
tioned. 

It is evident that water descending in a vertical pipo, 
or chamber, need not necessarily flow out of it horizon- 
tally, as in the outward-flow turbine, bnt that by placing 
the wheel across the upright pipe, or chamber, the water 
may continue to have its general direction vertical, and 
parallel with the axis, its direction for part of its descent 
only — that is, the part occupied by the depth of the 
wheel — ^being horizontal, or partaking of a horizontal and 
vertical motion combined, the water being finally de- 
livered into the tail-race in a nearly vertical direction, 
on the underside of the wheel, being received into the 
buckets or cells on the top side of the wheel, and being 
guided into them by blades fixed in the bottom of the 
pipe or cylinder, and bent in a direction tangential to 
the circumference of the wheel. Thus the guide-blades 
at the bottom of the fixed cylinder occupy an annular 
space beneath which the buckets of the wheel revolve. 

This kind of wheel is perhaps not quite properly to 
be called a turbine at all, but simply a horizontal wheel ; 
nevertheless, it is convenient to classify it as a turbine, 
and to distinguish it as having a parallel flow. It is 
the principle on which are constructed those called 
Jonval, Fontaine, Henschel, Koecklin. Fig. 49 repre- 
sents a development of part of the circle through the 
middle of the buckets of the wheel, vertically. On this 
line, the angle which the direction of the water, on its 
leaving the guide passages, makes with the horizontal 
face of the wheel is between 14° and 20°, varying accord- 
ingly as the water acts on the vanes by pressure or by- 
reaction. In the former case the proper angle for the 
guiding passages of an axial turbine is stated to be 
14° 30' in a paper on the theory and construction of tur- 
bines, by Professor Fink, translated in the *' Abstracts of 
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Papers in Foreign Transactions, &o.,** of the ** Minntes of 
Proceedings of the Institution of Civil Engineers, 1878." 
That angle is taken at the mean radius of the wheel, or at 




the distance from the axis which is a mean between the 
inner and outer radii ; but at the circumference the angle 
is to be reduced to 12° 20'. In a reaction turbine the 
angle of the guide passages is 20° at the line of mean 
radius, and 17° 10' at the outer circumference. 

In the diagram, the distance a & is the distance apart 
of the vanes of the wheel, which depends upon the number 
of buckets for any given diameter. According to the 
instructions of Prof. Fink, the number of buckets for 

pressure turbines should be 30 ^JJ^^ taking D, the diameter 
of the wheel, in metres; and for reaction wheels the 

number should be 18 jsJJ^. These would be, if the dia- 
meters were taken in feet, 16| V A^ a^cl 10 V A respec- 
tively. Thus, for a reaction wheel 6ft. 8in. external 
diameter, the number of buckets might be 24, and the 
vanes lOJin. apart at the outer circumference of the 
wheel. A good proportion between the outer and inner 
diameters is said to be 1 to *7; so that if the outer 
diameter were 6ft. 8in., the inner one would be 4ft. 8in., 
and the mean radius 2ft. lOin. 



2o8 TURBINES. 

The curve of tbe wheel vanes may be drawn from 
Weisbaoh'a instmctions, given in Fairbairn's '' Millwork," 
thus: — The distance a 6 in tbe diagram being the dLi- 

tauce between the vanes. = -^= — = ;j-!2? which 

JNomber of vanes, 

evidently gives the same result as before, being the cir- 
cumference divided by the number of vanes. ** The angle 
b a c may be from 15^ to 20°. Draw & c (2 at right angles 
t » a c. Let A be the angle hac and B an angle taken 
arbitrarily at 100° to 110\ Lay off the angle d cf equal to 

A 4- B 

— ZI — . Mark ef in the middle of its length, and draw 

2 

« d at right angles to c/, cutting the other line in J, or 
lay off the angle dfe equal to the angle d ef. From the 
centre d draw the curve of the vane with radius dc ox 
dfy to which the straight part of the vane ac will be a 
tangent." Thus, if the angle B be taken at 105°, and 

A at 16°, the angle def would be ^^ + ^^^ = 60°. In 

this case the angle c df would also be 60°. The rule of 
Professor Fink for the two radii of the wheel is, for 

/"Q 
the outer one **E = '85 ^/~7=T> Q being the quan- 
tity of water expended in cubic feet per second, and 
h the height of the fall in feet; and for the innor 
radius r = •? R." Thus if the quantity of water 
be 48 cubic feet per second, and the fall 10ft., 

R= -85^-1=.= -85 X 3-9 = 3-32ft., or say 3ft. 4m., 

and the inner radius = 3 • 32 x •7 = 2- 32ft., or 2ft. 4in. 
The effective power of such a turbine would be 40 horse- 
power, for it may be taken that an efficient working power 
of 73 per cent, of the whole power of the fall of water 
would be produced by a good turbine, whichever form of 

8*8 
construction be adopted, and -^ = 12 cubic feet per 
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second, falling 1ft. to produce 1 efifective horse-power, and 

12 

This kind of turbine is suitable for low falls, and the 
admission of the water to the guide passages is, in some, 
regulated by lowering into the mouths of the guide pass- 
ages wedge-shaped stops, so as to pai-tially close the 
mouths, and diminish the quantity of water entering the 
wheel. In others the quantity passing through the wheel 
is regulated by a throttle- valve across the cylinder below 
the wheel, and sometimes merely by a sluice at the head, 
admitting more or less water to the cylinder. But when 
regulated by a throttle-valve below the wheel, or by stops 
in the mouths of the guide passages, the operation can be 
made self-acting, and a constant head maintained, more 
easily than when the regulation is effected at the head. 

If a tube be formed below the wheel, airtight, having 
its lower end under the surface of the tail water, the 
wheel may be placed at any height above the tail water 
within 28ft. or so; that is, at such a height that the 
pressure of the atmosphere on the surface of the tail water 
shall be so much in excess of the weight of water in the 
tube below the wheel as to preserve the continuity of the 
water- column between the tail water and the head water; 
for although the water may have passed through the 
wheel at a height of 28ft. or so above the tail water, yet 
its tendency to fall away from the water above the wheel, 
and so to produce a vacuum, brings into force the un- 
balanced pressure of the atmosphere upon the head water ; 
and the effect upon the wheel is the same as if it were 
placed at the level of the tail water, and had the whole 
head of water above it. With such a draught-tube 
attached, this ]dnd of wheel is suitable for moderately 
high falls. 

The maximum efficiency practically attainable in 
parallel-flow turbines, after deducting the various forms 
and amounts of loss, is as follows, according to the experi- 
ments of Mr. Lehmann before referred to, viz. : — " Hydrau- 

p 
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lio resistanoes, including leakage, between the running 
wheel and the guide-blades, 12 per cent.; loss by energy 
carried away in the issuing water, 3 per cent.; shaft 
friction, both in the step and bearings, 3 per cent. ; or a 
total loss of 18 per cent., leaving a possible efficiency of 
82 per cent." But we do not know that the proportional 
dimensions and angles of direction of the guide passages 
and wheel" vanes in the turbines experimented upon by 
Mr. Lehmann were the same as those above mentioned. 

When the quantity of water being used is exactly that 
for which the dimensions of fixed openings of guide pass- 
ages are made, then the best percentage of useful effect 
will be obtained ; but when stops are introduced to regu- 
late the quantity of water entering the wheel, whether 
they be placed in the mouths of the guide passages or at 
their ends, the flow of water does not take plac6 in the 
most favourable direction, and the efficiency of a given 
quantity of water and height of fall is diminished. The 
efficiency of a Fontaine parallel-flow turbine when folly 
charged is, according to Mr. Clark's .' Bules, Tables, and 
Data,' 70 per cent. ; but when the quantity of water is 
shut off to three-fourths by the sluice, the efficiency is 
only 57 per cent. ; and the efficiency of a Jonval turbine^ 
which is also a parallel-flow turbine, with a full charge is 
72 per cent. For this wheel Mr. Clark gives cms the best 
velocity for the outer circumference, 70 per cent, of that 
due to the fall, which would be r:7 V 2<7^ = 5*6 V^ 
For the Fontaine turbine he gives as the best velocity at 
the mean circumference of the wheel, 65 per cent, of that 
due to the height of the fall, which would be • 55 a/ 2gh= 
4*4 a/ h. If the proportion of the lengths of the two cir- 
cumferences, inner and outer, be taken as before at • 7 to 1, 
and therefore the mean circumference as '85 to 1 of the 
outer one, the velocity of the outer circumference corre- 
sponding to 4 • 4 V ^ at the mean radius would be 5 • 1 7 V^ 
For a Foumeyron turbine, which is an outward-flow tur- 
bine, the efficiency is given as 79 per cent, with a full 
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supply of water ; but only 24 per cent, when the ends of 
the guide passages are so reduced in sectional area as to 
pass but one-fourth of the full supply ; and the best Telo- 
city for the inner circumference of the wheel is stated to 
be 4*49 >v/X Mr. CuUen, who treats of the outward-flow 
turbine in his treatise on turbines, recommends, from the 
results of his own practice, a velocity of 4*4: V ^ for the 
inner circumference where the fall does not exceed 38ft. ; 

but for high falls 8 • 1 ^H. 




Fig. 51. 

In another kind of turbine, the inward-flow, the water 
enters the wheel at its outer circumference. Fig. 50 is a 
plan, and Fig. 61 a vertical section of Schiele's turbine. 
It partakes of the character of both an inward and a 
parallel-flow, inasmuch as the water enters the wheel at 
its outer circumference, and is discharged upwards and 
downwards, parallel with the axis, or nearly. A whirling 
motion is given to the water before it enters the guide 
passages, by placing the wheel more to one side than the 

p 2 
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other of the cajsing inclosing the turbine, and making the 
form of the casing spiral. The direction thus given to 
the water from its entrance into the casing to its place of 
delivery into the wheel, being a gradual change of direc- 
tion, obeys the law which should be obeei-ved in all water 
passages — that of avoiding abrupt changes of direction — 
and the water is delivered into the wheel with the least 
possible diminution of velocity and loss of head. 

It may be observed that there is a division of the 
buckets near the middle of the depth of the wheel, and 
that there is a separate set of cells or buckets on each side 
of it, the water escaping upwards from one and down- 
wards from the other ; and by making the division a little 
below the middle of the depth of the wheel, more water is 
admitted above the division than below it, and the motion 
of the greater quantity being upwards, on its passage 
through the wheel, eases off the weight from the footstep, 
80 that if the two divisions be properly proportioned there 
will be no pressure at all on the footstep. The difference 
between the upward and downward pressures of the water 
is, of course, transferred downwards to the fixed rim and 
its supports. It is convenient to do this to prevent wear 
of the footstep ; but of course whatever power is required 
to ease off the weight from that bearing must come out of 
the power of the fall of water, and adds so much to the 
hydraulic resistances. Where the fall is considerable the 
wheel may be placed vertically, and the shaft lie horizon- 
tally, without intermediate gearing. In this arrangement, 
the water, as it leaves the wheel on both sides, is conducted 
by a pipe to the tail stream, and the wheel may be placed 
«t any height above the tail stream, within about 30ft. 
Thus, in high falls, the water may be conducted both to 
and from the turbine in a cast-iron pipe. The foot of the 
pipe, which conveys the water away from the turbine, is 
turned horizontally, and in this short length of horizontal 
pipe a valve is placed to start and stop the turbine, worked 
by a rod from above. 

In the inward-flow turbine, proper, the water enters at 
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its outer circumference, where the velocity of the wheel is 
greatest, and escapes near its centre, where it is least, 
and this accordance tends to prevent shock on the entrance 
of the water into the wheel. The general direction of the 
water, being towards the centre, is opposite to that in 
which the centrifugal force of the water acts. The height 
of the column of water which produces a pressure equal 
to that of the centrifugal force of a mass of water proceed- 
ing from itself is exactly that height which produces the 
velocity with which it moves, and the pressure produced 
by the centrifugal force and that which produces the 
velocity, taken together, are equal to that of the whole 
head of water« 

If these two pressures — ^the pressure of the centrifugal 
force and that due to the velocity of the water — ^be un- 
equal, the motion will not be uniform ; it will attain 
QDiformity only when the two pressures are equal to each 
other — that is, when the pressure of the centrifugal force 
is that of half the head of water, the other half producing 
the velocity with which the water issues ; and the eflTect 
is the same as would take place if the issue of water from 
an orifice at a given depth below the surface had upon it 
on the opposite side a head of water equal to half the 
whole head. In the turbine, this half of the pressure is 
transferred as pressure upon the vanes of the wheel. The 
proper velocity of the outer circumference of an inward- 
flow turbine should, therefore, be determined on this 
principle — that is, it should be 




The vortex wheel of Professor James Thomson is an 
inward-flow turbme, and he first called attention to this 
principle of the equalisation of the two forces. In the 
vortex turbine the guide-blades which give the water the 
proper direction into the wheel are fixed when the quantity 
of water is constant ; but when it is variable the guide- 
blades are made to turn on pivots near their inner ends. 
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SO a§ to Vftry the width of the openings which admit water 
to the wheel. Four of them are considered sufficient, and 
sometimes even a less number. Fig. 46 represents a plan 
of a 'wheel, showing a great nnmber of Tanes ; but only 
alternate ones go through from the outer to the inner 
circnmfereDoe. It is desirable to have many vanes in this 
and all other turbines, bat at the same time not to bring 
them too near each other at any point. According to a 
published statement by Uessrs. Williamson, of Eeadal 
(the makers of these turbines), they have been applied to 
many diferent heights of fell, Tarying from 4ft. to 247ft. 
The "centre vent" 
American tnrbine is 
on the principle of 
inward flow. Mr. 
Hett, of Brigg, who 
follows the same 
principle in his tur- 
bines, with his own 
improvements, in a 
published statement 
of the proper sizes 
fuT various heights 
of fell and quantities 
of water, appears to 
make the velocity of 
Fig. S2. the oute^ circumfer' 

ence about5-56 V'ii 
taking an average of all diameters, and all heights of 
fall ; but the velocity varies a little with both the diameter 
and the fall. Mr. Kell, of London, in a published stat<!- 
TDent of the same particulars eoneeming the " Tiotor " 
turbine, which is likewise on the inward-flo^ principle, 
and ef American manufacture, appears to make the 
average velocity for all heights of fall wa&. diameters of 
wheel about 5-26 VA- Mr. J. B. Francis, C.E., fonna, 
from experiments upon a oentral'vent turbine, that an 
efiGoiency of "797, or nearly 80 per cent., was obtained 
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when tKe velocity of the outer oiroumferenoe was 
•64y2<7A = 6*14 /Jhy and that this efficiency was also 
obtained when the. Telocity was '708 fj2 g h = 6*68 ^v^^ 
The average velocity of all the high efficiencies of 78 to 
79 per cent, of the power expended was '65 ^2gh 
= 5-22yA; 

The explanation of the effect of the opposing centrifugal 
force, alluded to abovp, stated by Professor James Thomson, 
the inventor of the "vortex'* wheel, is that "by ^e 
balancing of the C9ntrary ,fluid pressures due to half the 
head of water, and to the centrifugal force of the water in 
the wheel, combined with the pressure due to the ejection 
of the water backwards from the inner ends of the vanes 
of the wheel when they are curved, only one-half of the 
work due to the fall is spent in communicating vis viva to 
the water, to be afterwards taken from it during its 
passage through the wheel; the remainder of the work 
being communicated through the fluid-pressure to the 
wheel, without any intermediate generation of vis viva. 
.... On any increase of the velocity of the wheel, the 
centrifugal force increases, and so checks the water 
^^Pply; ai^d on any diminution of the velocity of the 
wheel, diminishes, and so admits the water more freely." 

The truth of this principle was supported by the late 
Professor Hankine as follows : — " The action of centrifugal 
force in the regulation of the pressure within the wheel is 
of the following kind: It is favourable to economy of 
power that the effective pressure, immediately after 
entering the wheel, should bear a certain definite propor- 
tion to the effective pressure in the supply chamber, not 
differing much in any case from one-half. The centri- 
fugal force of the water, which whirls along with the 
vortex-wheel, tends to preserve at its circumference the 
very pressure which is most favourable to economy of 
power ; and the centrifugal force of the two discs of water 
contained between the wheel and the two shields or covers 
of the wheel-chamber prevents that pressure from making 
the water leak out between the wheel and the casing." 
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Another kind is the "Swain" turbine, an American 
one, reported upon in the * Journal ' of the Franklin In- 
stitute, April, 1875, by Mr. J. B. Francis, C.E., who made 
146 experiments with this wheel. The direction of the 
water in its passage through the wheel is first inwards 
and then downwards. The discharging edge of each 
bucket is vertical in the upper part, parallel with the 
axis ; but the lower part is curved, with a radius equal to 
one-fifth of the diameter of the wheel. 

A scientific account of the action of water on turbines 
was given by Professor W. C. Unwin, in a lecture on 
Water Motors, at the Institution of Civil Engineers in 
March, 1885. 
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SECTION XXII. 
Domestic Water-supply. 



/ 



Whether the gallon or the cubic foot is the better unit of 
measurement of small quantities of water depends to a 
certain extent on the purpose of its use, and it may be 
convenient sometimes to have the quantity in gallons 
becauise of the lesser magnitude of the unit ; but for large 
quantities, such as the capacities of storage reservoirs, 
there is not so wide a difference in the respective magni- 
tudes of the unit as to make one very much more con- 
venient than the other. There is some advantage in 
reckoning the quantity for domestic purposes in gallons, 
because the supply can be subdivided into gallons for 
each of several usee. It is indeed usual to state the 
supply for all purposes in a town in gallons per day 
per bead of the population, as, for instance, 20, 30, or 
^ gallons, instead of the corresponding quantities of 
3*2, 4' 8, or 6*4 cubic feet; but the number of gallons is 
a derived quantity, not an original one. Beservoirs and 
gauges, measured in fet^t, have shown that a certain 
number of cubic feet have been supplied to a town in a 
known period of time, the quantity per head varying in 
different towns with its trade and other circumstances; 
and when it is said that, for instance, 25 gallons per head 
per day are requisite, that is derived from the fact that 
for populations of similar requirements, and where the 
means of distribution are similar, the supply to the town 
has been at the average rate of 4 cubic feet per day per 
bead of the population. 
Assuming this to be an average supply, it may be 
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divided into the separate uses as follows. Tlie different 
quantities are derived from various sources, and some of 
them modified from the originals, so that the statement 
becomes an estimate, merely, of approximate averages; 
but it is believed to be one, nevertheless, which is suffi- 
ciently near to have the value of an approximate esti- 
mate. 



6ENEBAL DOMESTIC PURPOSES. 



Drinking 

Cooking f 

Washing — Persons 3 

Clothes 3 

Utensils 

Floors I Q 

M Walls, doors, and windows 

„ Payed yards 



Gallons per head 
per day. 



»» 



»» 



10 



Water closets 
Baths .. 
Gaidens 



EXCEPTIONAL DOMESTIC USE. 

100 where used; say, used by 1 in 20 
of the population ; average 



PARTLY DOMESTIC, PARTLY TRADES USES. 

Offices .. ,,\ 

Animals . . . . 100 where used ; say, used by 1 in 50 

of the population ; average . . 



Cjirriages .* 



Brewing at home 



TRADES USES. 



Slaughterhouses 



Breweries 

Manufactures 

Boilers of steam eiigined 

Warehouses 

Public buildings, including hospitals and worldiouses 
Public baths 



/ 



PUBLIC USES. 



Street watering 
Flushing sewers 
Fires .. .. 
Fountains .. 



) 



Total 



25 



A domestic supply must, of course, be ** pure and whole- 
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some;'* but with respect to tlie first of these requirements 
the qualification must be understood in a limited sense, 
for tbero is no " pure " water to be had on even a mode- 
rately large scale, either by collection from the surface 
and from, minor springs in the upper parts of valleys, or 
from rivers in the middle and lower parts. In flowing 
off the surface, it gathers organic matter, and in running 
through the ground and issuing in springs it gathers 
mineral matter, and it often, in fact, contains both these ; 
but it would be no advantage to collect it in the form of 
rain. 

Dr. B. A. Smith remarks, in 'Air and Bain,' that 
the rain from the sea, in the western islands, contains 
chiefly common salt; that rain contains sulphates in 
larger proportion to the chlorides than is found in sea- 
water; that the sulphates increase inland before large 
towns are reached ; they seem to be a measure of the pro- 
duct« of decomposition, the sulphuretted hydrogen from 
organic compounds being oxidised in the atmosphere; 
that the sulphates rise high in large towns because of 
Idle amount of sulphur in the coal used, as well as of de- 
composition ; that as sulphuretted hydrogen and sulphide 
of ammonium oxidise in the atmosphere, the sulphates 
may be expected to increase in proportion to the amount 
of decomposing organic matter containing sulphur, such 
as albuminoid compounds ; that when the sulphuric acid 
increckses more rapidly than the ammonia, the rain 
becomes acid ; that when the rain has so much acid that 
2 or 3 grains are found in a gallon of the rain-water, or 
40 parts in a million, there is no hope for vegetation in 
a climate such as we have in the northern parts of this 
country; but free acids are not found with certainty 
where combustion or manufactures are not the cause ; and 
he does not mean to say that all rain is acid ; it is often 
found with so much ammonia in it as to overcome the 
acidity. It seemed clear to him, from his experiments, 
that rain-water in town districts, even a few miles distant 
from the town, is not a pure water for drinking : and that 
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if it ootdd be got from the clouds in large quantities ^v^e 
roust still resort to collecting it on the ground in order 
to get it pure ; for the impurities of rain are completely 
removed by filtration through the soil : when that is done 
there is no longer any nauseous taste of soil or soot. 

With respect to the wholesomeness of water, one ques- 
tion is whether hard or soft water is the more wholesome. 
There have been many contentions on this point It lias 
been said that soft water, such as is supplied to Manchester, 
Liverpool, Leeds, and generally the large towns in the 
manufacturing parts of the country, which are supplied 
by gravitation from the hills, is not wholesome, because 
it does not contain lime, which is necessary to maintain 
strength of bone ; and moreover that it becomes tainted 
with lead in passing through the house services, at least 
more than hard water does ; but against this it is pointed 
out that it does not continue to dissolve the lead of the 
pipes, but forms by its chemical action a coating which 
thenceforward protects the lead from farther action, and 
that the softer the water the sooner is this protective 
coating formed, after wbich there is no further action 
upon the lead. 

The cases of lead-poisoning, which have undoubtedly 
occurred at various times from the action of rain-water 
upon the lead linings of cisterns in towns, cannot be 
attributed in a general way to the action of soft water 
upon lead. The house roofs from which such water is 
obtained furnish to the water, in large towns, acids 
derived from the atmosphere through which the rain 
falls, and these undoubtedly have an injurious action 
upon lead. Water stored for too long a time in reser- 
voirs, large or small, would probably have the same 
efifect, for at the bottom of such a reservoir there wuidd 
be a considerable quantity of decayed and decaying 
organic matter, and this might communicate to the water 
a property which would have an injurious action upon 
lead; but all such objections as these arc remediable, and 
their importance is far less than that of the numerous 
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benefits of a water-supply which in not of too hard a 
character. 

Water which is under 5 degrees of hardness by Dr. 
Clark's scale may be said to be soft water, and 15 degrees 
to be hard. The Chemical Commission of 1851 reported 
that " it may be useful to distinguish the quality known 
as ' hardness ' of water according as it is of a tempoi-ary 
or permanent character. Perfectly pure or soft water, 
when exposed to contact with chalk (carbonate of lime), 
is capable of dissolving only a very minute quantity of 
that substance; 1 gallon of water, in weight equal to 
70,000 grains, taking up no more than 2 grains of car- 
bonate of lime. This earthy impregnation is said to give 
the water 2 degrees of hardness. But waters are often 
found containing a much larger quantity of carbonate of 
lime, such as 12, 16, or even 20 grains and upwards 
per gallon. In such cases the true solvent of the car- 
bonate of lime, or at least of the excess over 2 grains, is 
carbonic acid gas, which is found to some extent in all 
natural waters. But this gas may be driven o£f by boiling 
the water, and the whole carbonate of lime then preci- 
pitates in consequence, or falls out of the water, with the 
exception of the 2 grains which are held in solution by 
the water itself. The gas-dissolved carbonate of lime 
gives therefore temporary hardness, curable by boiling 
the water. Other salts of lime, such as sulphate of lime, 
are generally dissolved in water without the intervention 
of carbonic acid gas, and therefore remain in solution, 
although the water is boiled, imparting hardness.'' 
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SECTION XXIIL 

Service Eesebyoibs. 

A SERVICE reservoir acts as a pressureTegnlator. It wotild 
be inoonvenient to connect the service pipes of the dis- 
tribution directly with the main pipe which conveys the 
water from the storage reservoir ; it might be necessary 
to shut off the water at the^reservoir for a day or two for 
repair of the conduit pipe or other purpose, and another 
inconvenience would be that the pressure due to the 
height of the column could not be economically made use 
of; the pressure would be least when most wanted. It 
is a common occurrence that during the busy hours of the 
day twice as much water per hour is used as the iaVerage 
hourly quantity, and at those times the velocity in the 
main would be doubled and the loss of head increased 
four times, and the serviceable pressure proportionately 
reduced. 

The same thing occurs in the distributing main and 
service pipes in connection with a service reservoir, 
but with this difference — ^that, the velocity in them 
being less, there is less absolute loss of pressure; doubling 
the smaller velocity and squaring it for its effect does 
not produce much absolute loss of head. The excessive 
loss of pressure at the place where the water is to be 
used is avoided by interposing a service reservoir in 
which the flow of water expands over an area, and stands 
nearly at the same height at all times. This evenness of 
pressure is a practical advantage, although, no doubt, 
greater pressure would be obtained without the inter- 
position of the service reservoir if but b'ttle water were 
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1)eing drawn from the pipes, and if the main conduit were 
a pipe laid below the hydraulic gradient. For any 
purpose for which the water would need to be shut off 
at the storage reservoir, such as the connection of a 
branch or the repair of the main, 48 hours would probably 
be time enough, for emptying the main, doing the work, 
aud refilling the main, and in the following remarks it 
will be assumed that the service reservoir is to hold two 
days' supply of water. 

A system has been in a few cases adopted of making 
very large service reservoirs, where the grotmd is 
sufficiently favourable, and thus increasing the storage 
capacity of the works materially, the form of the ground 
in these cases being 8uch as to admit of water being 
impounded by an embankment on one or two sides of the 
site, or it may be partly on a third side ; but usually 
there is little choice of situation for a service reservoir, 
its primary necessity being height, with reference on the 
one hand to the height of the highest ground to be 
supplied, and on the other to the height of the storage 
reservoir, the dimensions of the conduit and conduit pipe 
being made accordingly. The situation of a service 
reservoir being thus almost rigidly fixed, it is dug out of 
the ground for the most part, and the ezcava;ted earth 
embanked round it. 

The four essential features of a supply of water by 
gravitation are the storage reservoir, the conduit, the 
service reservoir, and the distributing main; and service 
pipes. Filtration forms a fifth when it is neeessary. 

Where the supply of water in bulk may be undertaken 
in connection with the regulation of flood waters, the 
question of authority divides itself between the land- 
owner on the one hand, and the local sanitary author- 
ity on the other, or it may be several local sanitary 
authorities in each case. The distribution of the water, 
and its filtration, if necessary, must be with the sanitary 
authority, but the service reservoir should be made by 
the reservoir authority as distinct from the distribution 
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authority, and tlie sanitary authority would take tbe 
water from the service reservoir at a price per 1,000 
gallons or per million gallons. Near populous places, 
where there is nsnally excessive dnst and smoke in the 
atmosphere, water for drinking cannot properly be exposed, 
and ^tch sanitary authority would construct a covered 
service tank, into which the water would flow from the 
service reservoir. One service reservoir might suffice 
for several covered service tankfi, which, in some 
cases, might belong to different local sanitary authorities, 
whether urban, as local boards, or rural, as boards of 
guardians. Whether one or several sanitary authorities 
take water from the service reservoir, each would lay a 
distributing main between the covered service tank and the 
service reservoir, and the service pipes in connection with 
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COVERED SERVICE RESERVOIR 
Fig. 53. 

it Adjoining the service reservoir would be a measuring 
tank for each sanitary authority, in which would be the 
gauge, open to inspection, and so arranged as to give the 
quantity of water agreed upon from time to time up to a 
certain maximum. 

The use of the service tank at the end of the dis- 
tributing main would be to receive the excess of water 
not used, and to contain a day's supply in case of its 
being necessary to shut off the water at the service 
reservoir, of which notice could always be given so as to 
have the tank full. By the continued record of the state 
of the service tank it would be seen whether more water 
were being taken than was used, and it should be a con- 
dition of the agreement between the sanitary authority 
and the reservoir authority that the quantity may be 



SECONDARY RESERVOIRS^ OR TANKS. 22$ 

varied from year to year as circumstances require, within 
a certain maximum. This, no doubt, would throw an 
onus upon the reservoir authority, but only a proper one, 
a6 being the dispenser of the water, and being able to 
estimate the proper proyision to be made for present and 
prospective needs independently of any estimate made by 
the sanitary authorities. 

Amongst the varying levels at which places to be 
supplied with water are situated in respect of any storage 
reservoir, three may lye taken for example in which the 
covered service tanks. A, B, and C, would be at such 
levels that the highest would be about 100ft. below the 
lowest level to which the water in the reservoir would be 
drawn down, and if the population of the three places or 
districts be 30,000 in all, there would be required for a 
full supply 750,000 gallons a day. 




OPEN SERVICE RESERVOJR 
Fig. 54. 

It would be a moderate view of the circumstances to 
assume that within an average distance of three miles of 
the three places a service reservoir might be made on 
ground sufficiently high to command them all, and that 
the water may be impounded at the height named within 
a distance of seven miles from the service reservoir. 

The height of the service reservoir in such a case 
would be at about the mean height between the covered 
service tanks and the lowest water-level of the storage 
reservoir. There would then be about 16ft. or 17ft. fall 
per mile in the distributing main, and 6ft. per mile in the 
conduit. This would be sufficient if the water were carried 
along the hill-sides, but if any considerable length of low 
ground intervened, requiring to be crossed by an iron pipe, 
the total fall of the conduit could be a little increased 
and the faU of the distributing mains as much reduced. 

Q 
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An open reservoir shonld be at least 14ft, or 15ft. deep. 
The rays of the sun act through any shallow and stagnant 
water upon the bottom, and cause the growth of vegeta- 
tion and insects. If the service reservoir in question were 
required to hold 1,500,000 gallons, or 240,000 cubic feet, 
being two days' supply, and it be made 15ft. deep, the 
water area at the mean depth would be 16,000 sq. ft., 
and if it were made square it would be, at that depth, 
127ft. square. According to the nature of the ground, 
the slopes may be from 1^ to 1 to 2 to 1. Let it be 
assumed that tikey are 2 to 1 throughout, both in the ex- 
cavation and embankments, and that the top of these is 
2ft. above the top-water level. The reservoir would 
then be at the top 165ft. square. The top of each bank 
may be 6ft. wide, except on the lower side, where, indeed, 
the width may be the same and the slope the same, but 
divided by a level bench of such width that the bulk 
of earth in the lower bank would, if continued in one 
slope, make the top width 9ft. Here we have no puddle 
trench, and to make the reservoir watertight, the puddle 
— ^if puddle be used — ^is continued across the floor and up 
the slopes of the excavation, and along the surface of the 
ground to meet and join with the -puddle walls raised in 
the centre line of the embankments. The floor-puddle 
may be 2ft. thick if well made, and the wall-puddle 
should be at the bottom as thick as will allow the top to 
be finished 3ft. or 4ft. thick, with a gradual reduction in 
the thickness of 1ft. in each 6ft. in height. The surface 
of the floor-puddle and that upon the slopes, should be 
covered with broken stone or gravel, not less than 6in. in 
thickness, which may be continued up the slopes of the 
embankment to the top of the reservoir. This hardly 
forms of itself a sufi&cient protection of the puddle against 
the action of the water upon it, but if the interstices are 
filled with sand it does so. There is but little difference 
between this and concrete for this purpose. But to 
provide a surface which can be swept, brick-on-edge 
paving is added, or two courses of bricks laid flat. 
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If the water is not to be filtered, it is necessary that 
at shonld pass through fine wire-gauze strainers in going 
oni of the reservoir. To hold these and the valves 
ihrongh which the water would pass, a structure of 
masoniy is built. 

The strainers are of copper wire, 40 to the inch ; but 
as these, being of so fine a mesh, would too soon require 
removal if not protected, strainers of a mesh less fine, 
ikhout 20 to the inch, are placed in front of them, and a 
double set of grooves is provided for these, so that before 
one set is removed the other may be inserted. The 
screens are removed and washed as occasion requires, 
being for that purpose and for strength made in small 
rectangular frames of wood, inserted in a larger frame 
which can be lifted out bodily, these being set one upon 
another to the height required. 

The top soil, before the excavation is begun, would be 
taken off and reserved outside for soiling the slopes of 
the banks. The tops of the banks would be formed 
as footpaths, with gravel or any clean material, and 
formed with a transverse inclination away from the 
reservoir. 

The outside of the puddle wall should be protected from 
rats by a facing of concrete, or else the earth may be 
mixed with lime in the proportion of about 10 to 1, and 
watered for a yard in width ^outside the puddle wall, and 
this should be extended along the surface of the ground for 
some part, if not the whole, of the seat of the outer part 
of the embankment. 

In the case of a high embankment, as of a storage 
reservoir, this protection is not necessary, because the 
distance from the outside to the puddle wall is too great 
to b^ burrowed, but in small service reservoirs the puddle 
should be protected. 

In many situations where it would be proper to 
construct a service reservoir, it would be difficult to pro- 
cure clay for puddle within any short distance^ and it 
might, at the same time, be easy to procure materials 
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for oonciete. In that case the reserroir might be made 
watertight, without puddle, by the use of concrete made 
specially with that view, tiiat is, with plenty of filling,, 
both sand and lime or sand and cement ; but if good blue 
lias lime can be procured at a less price than cement, it 
will be preferable to use lime, the quantity being increased 
in the ratio that the price of cement bears to that of lime ; 
and the thickness of concrete may be less than that 
required of puddle; and, reckoning the thickness of 
puddle and its covering together, this is a considerable 
reduction of the thickness of materials required for the 
bottom of the reservoir, and saves excavation to the 
extent of about half the difference of the cubic 
contents. 

If, however, there is the slightest reason to fear a move- 
ment of the ground, however slight or partial in its extent 
after the reservoir has been made and filled, puddle will 
be preferable to concrete as being less rigid. At the 
same time the longitudinal tenacity of concrete may be a 
favourable property in the opposite respect. The earth 
would be wheeled out, or carted out, and put into the 
banks in thin layers not more than 6in. in thickness, and 
consolidated by hard ramming, and, if sand, watered at 
the same time. 

A sand bank made in wet weather is very much 
superior to one made in dry weather. 

If the banks be wholly of sand the puddle walls should 
be of greater thickness Uian is otherwise necessary, unless 
they be faced with clayey material, or with limed earth 
to prevent the moisture of the puddle being absorbed by 
the banks. 

Service reservoirs, larger and deeper than the one of 
this example, have been made on ground containing 
nothing but sand, and with the strength-dimensions heie 
stated, stand firm and watertight ; but ground containing 
sand, clay, and stone shale mixed is preferable, if the clay 
be not in excess. Instead of the expensive brick paving 
of the inside of the reservoir, ^ facing of Portland cement 
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on concrete would be almost equally good, and coneider- 
ably lees ezpensiTe. 

A particularly good fence Is necessary round the foot of 
tbe slopes. Post and rail is good enough for a storage 
reservoir, but not for this, and tbe fence should be far 
enough &om the foot of the slope to tdlow a oart-way all 
ronnd, and a piece of land shonld be inclosed near the 
outlet of the reservoir for stores and other purposes. 
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Distribution op Water. 

The main from tlie service reservoir to the town has a 
great declivity if taken as a whole, bnt for a short length 
after leaving the reservoir it sometimes lies ahove the 
hydraulic incline, and will not supply so mnch water to 
the remainder of the pipe as it is capable of conveying. 
Seeing this, it has in some instances been sought to obviate 
it by making the diameter of the pipe greater at its upper 
end than further on. This seems right in principle where 
the main does lie in this position, but if it descend to or 
below the hydraulic incline immediately after leaving 
the reservoir, it is not so ; the pipe must then be of the 
same diameter throughout. In either case the moath of 
the pipe should be enlarged so that it will admit the fall 
quantity due to the carrying capacity of the main. 

The trank main should be continued through the town 
of the full size, so that future branch mains may be 
derived from it at any point that may hereafter be found 
desirable. 

Branch mains are commanded by sluice valves at their 
junctions vnth the trunk main, so that the tovm becomes 
divided into ^stricts, and the water may thus be shut of 
from any one of them without affecting the supply to 
other parts of the town. Waterworks valves are generally 
of the screw kind. A watertight cast-iron box contains a 
gun-metal nut which is attached to the door, and through 
which works a gun-metal (but sometimes wrought-iron) 
screw, vdih square thread, by which the door is raised, 
the door being faced with a gun-metal ring on the side 



VARIES DURING THE DAY. 231 

opposed to the pressure, which slides on another gun- 
metal ring attached to the cast-iron body of the cock. 
The head of the screw should have a false head of iron to 
take the wear of the key. 

The very various rate of flow in town pipes caused by 
the unequal quantities drawn for domestic use at the 
various hours of the day renders it a matter of difficulty 
to calculate exactly the -proper sizes of the pipes. 
Mr. Marten* made some experiments at Wolverhampi- 
ton xmder a constant supply, and found that in round 
numbers three-fourths' of the whole daily supply was 
used between the hours of 8 a.m. and 8 p.m. ; that the 
hourly quantity used during the day increased from 4 per 
cent, of the whole at 6 a.m. to 8 per cent, at noon ; then 
only about 6 per cent, per hour is used during the next 
two hours, but at the end of that time the increase begins 
again, and reaches 8 per cent, per hour at 4 o'clock, after 
which it declines gradually to 3 per cent, at 9 at night ; 
and during the nine hours of the night, from 9 p.m. to 
6 A.k., the supply is only 14 per cent, of the whole, or at 
the rate oflj per cent» per hour. 

Mr. Hawksley stated, iii his evidence before the Com- 
mittee of- the House of Commons upon the Salford Im- 
provement Bill, that during the week ending February 2, 
1862, at 9 o'clock in the morning the pressure at the 
entrance of the main into Salford was equal to a head of 
water of 173ft., which was reduced to 169ft. at 10 o'clock, 
rising again to 170ft. at 11, then reduced during the hour 
before noon to 168ft., and, the people being at dinner from 
12 to 1, and no water being used at the mills and other 
works, the pressure rose during that hour to 172ft., fall- 
ing again to 158ft. at 2 o'clock, when the people had 
returned from dinner, rising dgain to 160ft. at 3 o'clock; 
and at 4 o'clock a change is made by connecting the main 
with a reservoir at a lower level than that which supplies 
the day pressure. 

The head from this lower reservoir remains on during 

* Henry J. Marten, Esq., M. Inst. G.E. 
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the night and until 6 or 7 o'clock in the morning, when 
the pressure from the higher reservoir is again put on. 
At 5 o'clock P.M., the pressure from the lower reservoir 
was equal to a head of 75ft., and it rose again during the 
evening, as people ceased to take water, to midnight, when 
it was 98ft., then, a few people being still up and draw- 
ing water, it rose still further after that up to 102ft. at 
between 2 and 3 o'clock, where it remained until 5 i..M., 
after which, a few people getting up at that hour and 
drawing water, it was 100ft. ; and at 6 or 7 o'clock the 
pressure from the higher reservoir was again put on. 

These observations show the hours of the day at which 
the maximum and minimum quantities of water were 
being used. The greater the quantity being drawn off 
the more the pressure is lowered in the main. 

It has also been stated that in general the draught 
of water in a town between 8 o'clock in the morning and 
noon is usually from 2 to 2j^ times the average of the 
whole day. In the night it is not more than \ of the 
average quantity, except there are cisterns to be filled 
up during the night, and then it is not so low as \, 

The quantity varies at different times of the year ; the 
greatest quantity is used in the month of August, except 
in London, where the greatest quantity is used in July. 

The appendages of town pipes are sluice- valves, cleans- 
ing cocks, hydrants, meters, lead or iron house-service 
pipes, with their ferrules of attachment to the street pipes, 
stopcocks, bib cocks, and waste preventers. 

The old conical plug cock was difScult to make water- 
tight, and is now superseded by the screw-down cock, with a 
leather seating. There may be a second or upward-action 
button valve which rises with the flow of water to a seat 
under the seat of the upper valve and allows the upper 
valve to be taken out for repairs while the pipe is under 
pressure. 

The old system of obtaining water from the street 
pipes for the extinction of fires was by a simple hole in a 
projection cast on the pipe, which was closed by a wooden 
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ping ; hence the common name of these appendages— fire- 
plngSy and they are yet in use in London, but in general 
they are superseded by the hydrant, which has the open- 
ing closed by a ball which is floated up to an india-rubbei: 
seat by the water, and by its pressure the pipe is kept 
watertight, and when it is required to obtain water from 
the pipes this ball is pressed down by a spindle (carrying 
a cup at its lower end) which passes through the centre 
of a tube having means of attachment to the pipe at the 
bottom and nozzle outlets at the top to which hose pipes 
are attached, the water escaping past the ball when it is 
pressed down and rising through the tube. The same 
appendage is also the most convenient for filling carts for 
road- watering. 

Hecent observations on the quantity of water required 
for road-watering show that 220 gallons of water are ex- 
pended on 1,088 square yards of macadamised road each 
time of watering ; that is to say, that quantity watered 
272 lineal yards of road 4 yards wide, or half the width 
of an average street, which is at the rate of 200 gallons 
per 1,000 square yards watered, or where the roads are 
watered twice a day, as they were in the town where 
these experiments were made, 400 gallons per day per 
1,000 square yards watered. The quantity used by each 
cart was estimated thus — hydrants being placed all along 
the roads at the distance of 272 yards apart, so that there 
is no loss of time in dragging full carts over any part of 
the roads already watered. 

Take the time at which a cart begins to be filled. It 
takes four minutes to fill it, disconnect the hose, and start. 
It then takes four minutes to travel and expend its load, 
by which time it will have arrived at the next hydrant, 
where it takes up another load and travels on as before, 
thus keeping on in procession, and not uselessly travelling 
over the ground. In this way a cart holding 220 gallons 
will water 2^ miles of road twice a day over the full width* 

The quantity stated to be used in London is 14,000 
gallons per mile of road watered twice a day. 
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Water meters are of two kinds ; the one those wliicb 
measure positively and the other those which measure 
inferentiaJly. The positive water meters measure by the 
cylinderfol, the piston, which is driven by the pressure of 
water through the fixed length of the cylinder, registering 
each stroke as being the quantity of water displaced by its 
motion. 

The inferential meter is on the principle of a Barker's 
mill — that is to say, the revolution of a spindle is caused by 
the unbalanced pressure of water within radial tubes which 
have holes on one side only, the pressure due to the area of 
the hole being transferred to the opposite side of the tube, 
causing it to recede from the direction of the hole with 
the velocity due to the head of water and area of orifice. 

To bring this principle into a practicable shape the 
water passes down a funnel and outwards through curved 
arms, the areas of whose outlets are proportioned to the 
quantity of water to be registered at each revolution, and 
inasmuch as the number of revolutions would increase 
with the pressure of water, and therefore register more 
water under great than Tinder small pressures, vanes axe 
attached which, by meeting with a greater resistance 
under a rapid than under a slow velocity, retard the 
motion in the same ratio as • the greater head of water 
tends to increase it, thus registering the same quantity 
under all pressures. 

By these means and by minute attention to the peiv 
fection of manufacture of every part of the machine great 
accuracy is attained; the meters are indeed guaranteed 
to register accurately within 6 per cent. 

A water-waste preventer is a most necessary appliance, 
and consists of a cistern in two compartments — a larger 
one into which the water is received, and from which it 
is shut off when full by the rising of a floating ball at the 
end of a lever, and a smaller one into which water is ad* 
mitted from the larger compartment, the two plugs closing 
the outlets being so connected that both outlets cannot be 
opened at the same time, but that when one is opened the 
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other is bj the same motion closed, so that a continnons 
flow of water through the cistern cannot take place. 

The service pipes laid into houses are not nsnally con- 
nected with the mains, but with sub-mains or service- 
mains supplied from the mains by junctions at intervals, 
separate districts being thus formed, the service-mains of 
each district having a stopcock upon it near the junction 
with the main ; so that when it is desired for any purpose 
to shttt off the water from a district it can be done with- 
out stopping the supply to other parts of the town. This 
is one of the oldest devices in the water-supply of towns, 
but in adopting the system formerly it was more a matter 
of necessity than it is now in many cases. The inter- 
mittent system of supply was the general one, formerly, 
imder which the water is delivered into cisterns on the 
house-premises, being turned on to a district for a certain 
number of hours in the day and turned off at night, to 
Fave leakage from the street pipes as well as from the 
house-service pipes. But this system of sub-mains, or 
service-maiDs, each controlled by a stopcock, is a conve- 
nient one, whether the system of supply be the inter- 
mittent system, as in London, or the constant system, as 
in some other towns. It also serves the useful purpose 
of enabling the quantity of water supplied to each district 
to be measured. The method by which this has mostly 
been done is to insert in the service-main behind the 
stopcock a short pipe carrying a hydrant, and another 
short pipe in front of it, also carrying a hydrant, a stand- 
pipe being attached, temporarily, to each hydrant, and 
their nozzles connected by a pipe with a meter upon it,, 
through which the water is turned by shutting down the 
stopcock, the meter and the two standpipes being re- 
moved when the measurement has been made, and the 
stopcock opened for the passage of water along the 
service-main as usual. 

The indicator dials of the meters, whether they have 
rotary or linear motion, show moderately small quantities 
of water passed through them, and by observing the 
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differences of the times of observation and making tliose 
differences sufficiently small, an accurate account of tlie 
flow for any length of time — say 24 hoars — can be pro- 
dnced. When it has been desired to change the system 
of supply from an intermittent to a oonstent Bupjly it 
has always been an anxious question what effect this 
would have upon the total quantity at command, and this 
has been ascertained by making trials in the separate 
districts, before disturbing the whole arrangements, by 
placing a meter upon the service main and comparing the 
population supplied with the quantity registered in 24 
hours, and continuing the observations for a whole week, 
by which the engineer could ascertain whether it would 
be safe to advise that the change of system should be made. 
When such observations have been made it has usually 
been found that a large quantity of water was passing 
through the meter even during the night time when it 
was known that water was not being used, and the 
quantity then passing into the district could only be 
attributed to leakage, either from the service pipes of the 
houses and their fittings or from the service mains in the 
streets, but from which of them the leakage proceeded 
could not be discovered by the readings of the meter, 
which gave only an integral number of gallons in a given 
time, and which time would be considered reasonably 
short if taken every quarter of an hour ; and by a system 
of night inspection and a strict ordering of the prevention 
of waste by leaving taps open or cisterns overflowing, 
the sources of leakage could often be traced to defects in 
the street pipes belonging to the water authority; and 
before a constant supply could be attempted these defects 
were first repaired, and sometimes the pipes were renewed 
altogether, there remaining then only the waste produced 
by defects in the house-service pipes and their fittings ; 
but as householders object to frequent inspections of 
premises by the officers of the water authority, it still 
remained very difficult to ascertain upon which particular 
premises the leakages occurred. This difficulty has been 
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in a great measure obviated by the means taken first at 
liiverpool. 

Mr. G-. F. Deacon, the water engineer of Liverpool,, 
invented a new kind of meter for the purpose of indi- 
cating the waste due to leakage, by which the quantity 
passing through the meter is recorded continuously, 
instant by instant, describing a diagram of the move- 
ment of the water through it. The essential part of 
Mr. Deacon's meter consists of a conical tube, truncated, 
with a disc of the same diameter as the smaller end of the 
tube, moving rigidly in its axis, the water entering at the 
smaller end of the tube and leaving at the larger end. 
The conical tube being vertical, its small end uppermost, 
the weight of the disc is counterbalanced by a weight 
hung from a pulley above it, the connection being made 
by a fine wire passing through a pinhole in the top of the 
meter. When no water is passing the disc fills the small 
end of the tube. On the water being turned through the- 
meter the disc is driven away from the small end of the 
tube by the pressure against it, leaving an annular space 
between its edge and the tube round it, through which 
the water passes. A pencil on the wire, connecting the 
disc witb the counter-weight, marks the rise and fall of 
the disc upon a sheet of paper wound round a cylinder, 
which is made to revolve by clockwork. The paper is 
wide enough to show the greatest average quantity per 
hour at any instant, and long enough to record the flow of 
water into the district during 24 hours. By reason of the 
sensitiveness of the disc, suspended in a stream of water 
of very unsteady flow, as small a quantity as that issuing 
from one tap in a district containing perhaps five 
hundred, or more, is shown on the diagram ; indeed even 
a smaller quantity than this is said to be distinguishable 
sometimes, so small even as that of a strong dropping of 
water from one tap. Such small variations of the move- 
ment, however, might indicate variations of pressure on 
the disc produced by the alternate compression and release 
of the confined air in the service main and pipes. But 
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this is a trivial matter in comparison with the important 
service rendered by this meter to all water authorities in 
4UM)ertaining the sooroes of waste. 

SlYEBS. 

For waterworks purposes a river may be considered to 
be a natural conduit which conveys water from a reser- 
voir, but that the reservoir from which the conduit 
proceeds is spread out over an extended and shallow area, 
or else is subterranean; and that the discharge is not 
artificially controlled. In this case we have less to do 
with immediate drainage area than with the actual volume 
of the river in the driest seasons. This dry-weather flow 
is determined by frequent actual gaugings of the river 
after long droughts. So that, except for scientiflc pur- 
poses of investigation, the drainage area and rainfall do 
not immediately enter into consideration. 

But besides finding that the dry- weather flow of a river 
is sufficient to allow water to be taken from it for the 
supply of a town without injury to interests below the 
point of abstraction, or with such small injury as may 
come within the possibility of direct money compensation, 
there arises the question of purity of the water ; whether, 
allowing that no river in its lower or middle courses can 
be absolutely pure, it is sufficiently so for a town supply. 
It is evident that many rivers have been so much polluted 
by manufacturing refuse and town sewage during the last 
twenty years or more that they are quite unfit for the 
purpose, but, besides these, there are those which have long 
been considered doubtful ; and the state of the Thames 
and Lea, from which London is chiefly supplied, has of 
late years given rise to much discussion in this respect ; 
^nd it is to be presumed that other rivers from which 
water is supplied to towns will receive a similar attention. 
The question is far too great a one to be treated of here 
exhaustively, and all that need be said is that the Boyal 
<3ommission on Water Supply reported in 1868 that, not- 



RIVERS AND WELLS. 239 

withstanding the imparity the Thames received in its 
couise before arriving at Hampton and Kingston, where 
the supply of five out of the eight water companies was 
taken, it was sufficiently pure to be supplied to the metro- 
polis. The quantity is abundant for the requirements of 
London, and the companies are authorised to take about 
one-fourth of the dry-weather flow of the river, that being 
about 400,000,000 gallons per day, before it reaches the 
waterworks, and that will be, when the companies have 
taken the 100,000,000 gallons per day they are entitled to 
take, about 300,000,000 gallons per day still ; and there are 
no interests below them injuriously affected by the abstrac- 
tion of that amount of water except that of the Thames 
Conservators in respect of the diminution of the fresh- 
water flow as &r as that may affect the ebb of the tide 
from Teddington to, say, Putney; and these interests 
have been arranged with the companies by each of them 
paying to, the Conservators £1000 a year, conditionally 
on their taking measures to prevent the flow of town 
sewage into; the river. The average volume of the river, 
however, is ti|;iree times the quantity here set down. 

But although the Thames^ from its peculiarities, is able 
to famish 9^ good supply of water to London, in the 
opinion of the Eoyal Commission, there are other rivers 
in the country from which towns are supplied which will 
probably, on a like investigation, not prove to be so 
suitable. Indeed rivers, which for many years have been 
the sources of water supply, have been given up from time 
to time, and purer sources resorted to. 

Water is pumped from a river into a service reservoir 
through cast-iron pipes, mostly by steam-engines; in a 
few cases by water-wheels : but scarcely any river water 
is pure enough without filtering, and it is usual to 
filter it before it is pumped up to the reservoir. It is 
seldom that depositing reservoirs and filter-beds can be 
constructed on the river side so that the water may flow 
into them directly from the river, and in most cases the 
water is pumped into depositing reservoirs and filter-beds 
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formed on or near the banks of the river, and in these cases 
the engines have a double set of pumps, one to lift the 
water from the river into the depositing reservoir, from 
which it flows back to the pumps through the filter-beds, 
and another set of pumps to raise the water to the service 
reservoir. 

Wells. 

The chalk and New Eed Sandstone formations absorb 
large quantities of rainfall, and in those situations where 
there is no free escape for the water in the form of springs, 
as is the case where the strata lie in a basin-like form, or 
where faults hold up the water, shafts sunk into these 
strata often yield large quantities of water. The Kent 
Waterworks Company were said some years ago to be 
pumping 6,000,000 gallons per day, and that they could, 
if required, obtain 10,000,000 from the same site. 

At Liverpool there were seven wells simk in the New 
Eed Sandstone, from which 4,000,000 gallons per day were 
pumped, while 2,000,000 were being pumped from private 
wells, making 6,000,000 gallons per day, all within an 
area of six square miles. The Corporation abandoned 
three of these wells, continuing four in use and sinking a 
new one, and frt)m these five wells 38,000,000 gallons per 
week were pumped, according to the evidence of the late 
Mr. Duncan in 1867. This woxdd average a little over 
1,000,000 gallons per day from one well, but there is 
nothing more certain than that wells sunk in the New 
Red Sandstone vary greatly in the quantity of water they 
yield; as, for instance, while the average of these five 
wells was not much more than 1,000,000 gallons a day, 
one of them, that, namely at Green Lane, yielded 3,000,000 
gallons a day at the same time. The supply of water to be 
procured permanently from wells is problematical what- 
ever the ground they be sunk in. The quantity which 
can be permanently derived from wells is more uncertain 
than that from either rivers or gathering grounds of 
moorland at considerable heights above the sea. 
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SECTION XXV. 

Pumping Mains and Engines. 

There is not much difference in the conditions of a pump- 
ing main through which water is supplied into a service 
reservoir, and those of a conduit pipe, except the shocks 
and variations of pressure to which it is subjected unless 
good arrangements of air vessels be adopted at the 
pmnping station, and even with these it requires to be of 
rather greater proportionate strength than a conduit pipe ; 
and when it is considered that in general a pumping 
main passes through a more numerously-inhabited district 
than a conduit pipe usually does, and therefore that, in 
case of a burst, so much more damage would be done, 
there are obvious reasons for making it considerably 
stronger. 

When branches are derived from the pumping main, it 
should still be continued of the full diameter up to the 
service resei'voir, because the flow in the branches is 
liable to checks, which would throw strains on the pump- 
ing machinery if there were not a free way for the water 
at all times, the consequence of a check in the branches 
heing, under these circumstances, only that more water 
would then be delivered into the reservoir. 

Where water was pumped into a main from which 
branches and service pipes were derived in its course, and 
it was proportionately reduced in size after giving off 
these branches, it was sometimes tried to equalise the 
strain on the pumping machinery caused by these checks 
to the flow by pumping the water over a stand pipe of 
the greatest height required to supply any part of the 
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district ; and this, of course, did equalise the strain, but 
it was not an economical method of working, for all the 
water had to be pumped to the maximum height, while 
the greater part perhaps required no more than half the 
elevation to effect a due delivery ; and then, besides this 
bad economy, the water would often stand in the down 
leg of the stand-pipe at many feet below the summit, and 
the body of water falling down freely on to its surface 
caused concussions that were felt throughout the whole 
system of town piping. Stand pipes are not so much in 
use now, and it is preferred to pump direct into the 
mains, with the provision that its size be continued full to 
the end at an elevated spot where a reservoir can be 
constructed. That pumping directly into a system of 
town piping not provided with a head reservoir is inju- 
rious to the plant was shown at the Liverpool works^ 
where, according to the report already named, the fluctua* 
tion of the load on the engine at one of the pumping 
stations varied fifty times in a minute from 104ft. to 
184ft., when the engine was making 25 strokes per 
minute. The machinery seemed as if it were being 
knocked to pieces. 

The two forms of engine which have most often been 
employed for pumping water are the single-acting 
Cornish engine, with a large steam cylinder at one end of 
a beam, and a heavy plunger-pole at the other, the 
characteristic movement being a long stroke quickly made, 
and then a pause of greater or less duration before another 
stroke is made, according to the number of strokes per 
minute required for present work, the frequency of the 
strokes being under the easy control of the attendant by 
the means provided; and, secondly, the double-acting, 
double-cylinder or compound-cylinder beam engine with 
a crank shaft carrying a heavy fly-wheel. 

In all pumping engines, of either form, a heavy mass 
must be put in motion in order to overcome and equalise 
as far as possible the variations of the load caused by the 
different pressures from time to time in the pumping 
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main, exoept in cases where the water is pumped into a 
reservoir through a main £rom which no branch is de- 
rived, and even in these cases, unless the engine be pro- 
vided with differential valve gear, so as to stop the motion 
at once automatically, as with Mr. Davey's gear for that 
purpose, a heavy mass put in motion is still required in 
order to guard against breakage of the engine, in case of 
a burst of the main. For pumping water it has been said 
that the Cornish form of engine is the best, but it would 
rather perhaps be a question first, what are the particular 
circumstances under which the engine is to work. 

Formerly the water was in many cases pumped over a 
standpipe, high enough to command the highest parts of 
the low-level districts to be supplied ; the smaller quan- 
tity of water required for exceptionally high parts of a 
town being pumped into and supplied from a high-servico 
reservoir, the water being turned off from the standpipe 
during the time of pumping into the reservoir. But the 
districts into which a town is divided for the purposes of 
water-supply do not draw from the main the same 
quantity of water at all times, and when they are draw- 
ing most quickly, the level of the water in the descend- 
ing legs of the standpipe is lowered very much, and the 
water falls from the top of the standpipe with a momen* 
turn which is enough to burst a pipe sometimes. If, for 
instance, the standpipe be 200ft. above ground, and the 
surface of the water in the outer legs be 150ft. only, there^ 
«nll be a drop of 50ft., and the water will attain a velo- 
city of more than 50ft. per second, causing dangerous 
concussions in the pipes. 

There is another objection to standpipes; the engino 
must pump all the water to the full height, although so 
great a head may not at all times be required. In tho 
Cornish engine employed in pamping water from a mino 
the load is the same at every stroke, and the standpipe 
was introduced to resemble that condition of working, but 
a balance of practical disadvantages has been against it, 
ttfter being many years in use, and the air vessels and a 

B 2 
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better arrangement of pump valves are made to take their 
place in the regulation of the load on the engine, whether 
it be of one or the other type here mentioned. The kind 
of engine first employed was the single-acting beam 
engine with crank shaft and fly-wheel, which was a safe 
engine for the purpose, but not economical in the work- 
ing expenses. As the Cornish engine was highly econo- 
mical for pumping water from mines, it was adopted also 
for pumping water for towns where the circumstances 
were at all similar, and sometimes perhaps where they 
were not so; cmd when, about the year 1850, the late Mr. 
James Simpson, the engineer of the Lambeth Water 
Works, desired to pump water through a 30-in. main from 
Thames Ditton to Brixton Hill, a distance of more than 
10 miles, he requested Mr. Pole, F.B.S., M.Inst.C.E., and 
the late Mr. David Thomson, to undertake an investigation 
into the merits of different forms of engine, with the view 
to the adoption of the one most suitable to the conditions 
under which the water had to be pumped. 

At that time, as may be seen in the Minutes of Pro- 
ceedings of the Institution of Civil Engineers, vol. xxiii., 
the Cornish single-cylinder expansive engine, which had 
been introduced into London by Mr. Wicksteed, had been 
adopted by several waterworks engineers, and had justi- 
fied the reputation of Cornish engines for economy ; but as 
none of these worked under the same or even similar 
conditions to those in this case, Mr. Simpson determined 
to have the whole subject investigated, with a view to 
ascertain whether the other form of expansive engine, the 
compound cylinder, would not prove more applicable ; but 
the investigation proved that in the double- cylinder or 
compound cylinder engines which were then in use in 
various parts of the country, the expansion of the steam 
had not been carried to a sufficient extent to produce 
great economy, nor had it been arranged in the best 
manner to attain equality of motion, and the arrange- 
ments of valves and passages were generally so defective 
as to cause great loss of power, and waste of fuel ; but an 
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attentive study of tlie principles of this form of engine 
led Dr. Pole and Mr. Thomson to the conclusion that, 
with a well-considered design, carefully carried out into 
practice, the compound-cylinder arrangement promised to 
offer a more beneficial application of the principle of 
expansion to rotative engines than could be attained by 
the single-cylinder form ; and when the Lambeth Water 
Works extension scheme was carried into effect, large 
engines of 600 H.P. were carefully designed, and as care- 
fully executed, and the result fully justified the expec- 
tations. 

Trials made at the Lambeth Water Company's Works 
in February 1884, by Mr. Taylor,* the present Engineer 
to the Company, of engines constructed on a similar 
principle, were as follow : The average head of water on 
the pumps was 187 • 65ft. ; the pressure in the large boilers 
was 611b. per square inch, and in the jacket-boiler lOllb.; 
the barometer stood at 30in., and the vacuum at 28in. ; the 
trial extended over the time during which 12,956 revo- 
lutions were made, and the coal consumed during the 
trial was 2,0901b. in the large boilers, and 2981b. in 
the jacket-boiler, being together 2,3881b. These trials 
and results are summarised in a statement by the makers 
of the engines, Messrs. Simpson and Company, of London, 
as follow : 27 revolutions per minute ; actual hoi*se-power, 
measured by the water lifted, 167*6; coal consumed per 
actual horse-power per hour, 1 • 7841b. ; duty per 1121b. 
of coal, 124,270,000 foot pounds; average indicated horse- 
power 193*6; coal consumed per indicated horse-power, 
l*54lb. ; quantity of water pumped during the trial, 
calculated from the full capacity of the pumps, 1,412,204 
gallons. 

These results agree closely with others obtained in a 
trial during 24 hours in October 1881 by Mr. E. A. Cowper, 
M.List.C.E., with two engines of the same construction 
at the same works, made by the same makers, which were as 
follow : The feed to the boilers per indicated horse-power 

* John Taylor, Esq., M.In8t.C.E. 
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per hour was 13* 3971b. ; the coal consumed per indicated 
horse-power per hour, including that for the jackets, was 
1 * 60491b. ; the amount of heat, including that given to 
the jackets of the cylinders, was 10,100 thermal units 
per lb. of coal consumed* 

In a 48 hours* trial, made in February 1883 with 
similar engines at the Hammersmith Pumping Station 
of the West Middlesex Water Works, by Mr. Thomas 
Hack, M.Inst.C.E., the Company's Engineer, the value of 
the first condition mentioned above was 14*67; of the 
second, 1 • 54 ; and of the third, 11,675. 

The trials made by Mr. Taylor, as given first above, 
may be compared with those of Mr. Hack and Mr. Cowper, 
on the same basis, as follow, viz., the feed of the boilers 
13*67lb. per indicated horse-power per hour; the coal 
consumed was 1 * 541b., and the heat produced per lb. of 
coal consumed was 11,682 thermal units in the laxge 
boHers, and 7,500 in the jacket-boiler. It may be said 
perhaps that the high duty of 124 millions of pounds 
raised 1ft. high by the consumption of Icwt. of ooal is 
partly due to the high quality of the Nixon's navigation 
Welsh coal used, but the makers of these engines say that 
in all these trials the steam condensed in the jackets 
returned to the boilers, and the feed, which was most 
carefully measured in tanks, is the weight of steam 
passing through the cylinders ; and that this method of 
testing the efi&ciency of engines enables comparisons to 
be made of their relative economy without regard to the 
quality of the coal used. 

A duty of 88 million foot pounds with the consumption 
of Icwt. of the best coal is perhaps as much as can be 
done with the Cornish form of engine, and this is equiva- 
lent to a consumption of 2 •51b. of coal per hour per 
indicated horse-power, so that the working economy of 
the compound cylinder rotative beam engine seems to be 
the greater of the two. 
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SECTION XXVI. 

Floods. 

To preveDt floods, the fioret thing to be done of a praotioal 
natore is to asceitain the quantity of water which the 
river will carry off when in its normal oonditlon. The 
normal condition of a river must be taken to be not its 
-original condition, and not, in most cases, its present 
-condition, with all its obstructions to the full flow of 
water, but such a condition as that would be which would 
allow the continuance of weira established for useful 
purposes in suitable sitnations, and the coustmction of 
which is such as not to obstract the passage of flood 
waters more than is necessary to the normal conditions 
•established on any part of any river. All other obstruc- 
tions would be removed. They consist chiefly of acoumu- 
lations in the bed, arising from continued neglect of the 
regimen of the river. Every summer the banfes are 
trodden down by cattle, every autumn there is a general 
decay of vegetation both on the banks and in the bed, 
and every year the heavy rains carry earth into the river 
from the high ground. When the river is uaobst 
by decayed vegetation, the earth brought into it ■ 
heavy lalns is carried forward with the water a. 
posited in the slack water of bends and in the p 
dams and weirs, a portion beiog further carried in 
'estuary of the river; and all these movement 
deposits are consistent with and form part of the 
regimen of every river ; but when weeds are left 
bed in winter where they grew in summer; wb 
injury to the banks done during summer by cattle 
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ing them down is not repaired in the autumn ; these 
catch the earth brought down in heavy rains, and an 
agglomeration of decayed vegetable matter and earth is 
formed, which floods do not carry down the river, but 
move about to short distances, forming shoals. But ob- 
structions in the bed of a river are not in all cases due to 
neglect; it sometimes is the case that the ground in 
which the river has formed its course is of too hard a 
character to be scoured to the necessary depth by the 
action of the water alone, and this is the case not only 
here and there, where a ledge of rocks runs across the 
bed of a river, but for long distances, or where it con- 
sists of hard boulder clay; and here the bed of the river 
would be lowered by excavation. 

The prevention of floods means practically the preven- 
tion of the injurious overflow of rivers, and liis is eflected 
by various means, the chief one being the lowering of 
the permanent water-level by deepening the bed and 
making such defences in certain places along the banks as 
to enable the water itself thereafter to maintain the 
depth by scour in flood times. 

Another means is the storage and regulation of the 
excess of water over and above the carrying capacity of 
the river when its bed has been duly lowered, and means 
taken to prevent accumulation of the detritus in other 
places than those provided for it ; but this aspect of the 
question, in connection with river improvements, has not 
always been considered in its due relation to the possi- 
bilities of things. The storage required is not of the 
same nature as that required for the supply of towns, 
except subsidiarily, and for a comparatively small portion 
of the water to be dealt with; it is rather the regula- 
tion of the flow of the excessive rainfalls than the abso- 
lute conservation which is, in this case, the object of 
" storage," and. this takes it out of the category of those 
impossibilities which have sometimes been said to exist 
in this matter. The first thing, then, to be ascertained 
is the quantity of water the river will carry off in every 
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part Tirhen its regimen has been restored and amended 
through those lands which are liable to floods ; and then 
to regard the storage and regulation of the flow of the 
remainder. 

It has been said that these are separate questions ; bnt 
they cannot be so, and unless they be considered together, 
in the first instance, and before anything is done in the 
impro-vement of the river itself, it may well be appre- 
hended that either too much or too little will be done in 
that respect. The apprehension lies not so much against 
the engineer as against the politician, who may, perhaps, 
limit his view of the water question, in respect of floods, 
to the improvement of rivers only, regardless of the con- 
current question of the regulation of that further quantity 
of water which the rivers cannot carry off as fast as it 
falls. If he do the one thing only, he will have to make 
an undue interference with existing water rights in the 
river, and, besides that, he may damage the adjoining 
land in dry times more than would be compensated by 
their relief from floods. By this, too much would be 
done ; and if, on the other hand, the water rights be duly 
respected, and at the same time the required moisture in 
the adjoining lands be maintained in dry weather, too 
little would be done, for floods would still be frequent ; 
and the water question is not one in which a given ex- 
penditure of money confers a benefit strictly in proportion 
to its amount. 

In considering the question as a whole, the circum- 
stances of the case should be considered downwards from 
the summit of every hill, and a comparison should be 
made between the original and natural state of things 
and their state to-day under the requirements of the 
inhabitants. There is plenty of evidence that the higher 
portions of the land we inhabit have been denuded of 
their finer particles and fragments by the force of water, 
falling in the first place as rain, which have been, and 
continue to be, carried down towards the sea. Whether 
this has always been so or not, it is certainly true of the 
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present time and ciicomstanoeB, and may without doubt 
!» said to have been tme of the circumstances of river 
basins befine men became the proprietors of the land. 
It is between that time and the present that it is desir- 
able to institate a comparison, in order to see whether the 
owners of the higher lands shonld, in justice and reason, 
contribute to the relief of the lower lands from floods. 
The denial of the upland proprietor that he contributes 
in any way to the injury of the lower lands, and that he 
only transmits what falls upon his land by no act of his 
own, holds good in respect of the water, but of the water 
only. If the upland proprietor allows the soil and frag- 
ments of his land to be discharged into the river, he does 
not exercise the power he possesses to maintain his 
property without injury to his neighbour. It is not to 
the x)oint, and does not satisfy the sense of justice, to say 
that he cannot prevent the soil being washed away by 
the rains in the natural way. He claims to exercise a 
right over the soil, and the sole right, to the exclusion of 
whomsoever, and it could easily be shown, as against him, 
that if he will he can keep the soU and debris of his land 
upon his own premises. That he will not go to the 
expense of doing this is reasonable enough, but it spoils 
his argument that he does not contribute to the injury of 
his neighbour. 

To revert to the original order of things, the natural 
conditions are that the debris of the higher lands is washed 
down into the river by the rain, but also under the natural 
conditions of the river it was carried towards the sea, 
much of it being spread out and deposited along the 
valleys by the heavier rains, raising the land into the 
present meadows. Many proofs of this are found in the 
excavations which have been made for sewers, bridge 
foundations, and other works in valleys, where old roads 
and implements have been found at a depth of several 
feet below the present surface — as much as 6ft., certainly. 
This, of course, amounts, even in one river-basin, to a 
vast quantity of earth deposited in the valley, hut 
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probably much more has been carried down into the sea 
by the river, the heavier rains causing such a scour along 
the bed as to maintain a sufficient channel. 

The extent to which a weir influences the height of the 
water in the river above it — ^the amplitude of the back- 
water — can be found approximately for any weir, the 
drcumstances of which are known, together with those of 
the river. The accompanying sketch is a section of such 
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part of the river above a weir as is influenced by the 
backwater, the vertical scale being greatly disproportionate 
to the horizontal. 

If A B represent the surface of the river in its original 
state, and a weir or dam be erected in the position shown, 
the water will pass over it at a height C due to the 
quantity and the length of the weir. If from that height 
Ca line be drawn horizontally backwards until it cuts 
the surface of the original flow at D, as represented by 
the dotted line C D, that distance, from C to D, will be 
about half the distance to which the surface of the water 
in a regular channel will be influenced by the erection of 
the weir; that is to say, it will be so influenced as far up 
as the point E, twice the distance C D. The authorities 
give the distance C E as being from 1 • 5 to 1 • 9 times the 
distance C D ; but if twice that distance be taken, it will 
allow a margin for error, and will give the utmost limit 
of the backwater. From that point upwards to the next 
weir the river remains uninfluenced by the weir below ; 
hut it is only in rivers with considerable fall, or where 
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there are but few weirs, or when the weir raises the 
height of the water but little above its original level, that 
there is any great length of river thus uninfluenced, in 
the ordinary state of the flow of the river ; but the in- 
fluence of the weir becomes less and less as the quantity 
of water coming down the river increases, until, in a very 
high flood, when the weir becomes drowned, its influence 
in checking the flood is but little. 

The late Mr. E. Leader Williams gave evidence before 
the Select Committee of the House of Lords on Conser- 
vancy Boards in 1877, that when the Severn Navigation 
Commissioners were before Parliament for authority to 
construct these weirs the question was fought over for 
nearly six weeks, and the result was that he arrived at a 
form of weir which not only pens up a certain quantity 
for the purposes of navigation, but facilitates the passing 
off of the flood water as well. It is a solid weir, with a 
level crest from end to end, and without sluices or means 
of passing off the water other than over its top. The back 
of the weir is rounded off to a parabolic curve, instead of 
being, as most weirs of the kind are, flat on the top. 
This improved form gives greater velocity to the water 
passing over the weir, and reduces its height for any 
given quantity passing over. This, however, is not the 
curious point to which allusion is made above ; it is that 
before a weir is formed, the flood-water runs over a rough 
bed, there being at the first of the flood but little water 
in the river — ^but meaning, presumably, only in the case 
of the Severn, or similar rivers — ^and, therefore, meeting 
with great obstruction to its flow from that roughness ; 
whereas, when the weir is erected, it forms a pool of com- 
paratively still water above it, through which the flood 
passes more readily than it did before ; indeed, directly 
the first of the flood touches the upper end of the pool, it 
sets in motion the whole mass of water, and it is discharged 
more rapidly than it would be if it came into an empty 
channel. 

This was supported by IVIr. J. H. Taunton, the engineer 
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of tlie Thames and Severn Canal Navigation. It has been 

proved to have been practically so on the Severn, and 

that is much to the point ; but it would not be justifiable 

to consider this proposition as having reference to rivers 

in general. In order to still further reduce the height of 

the 'water due to any given quantity passing over the 

weir, the length is greatly increased by constructing it 

aslant of the river course, making it, for a river 150ft. 

wide, 500ft. long, or thereabouts ; and besides the effect 

which the increased length has in reducing the height of 

the water passing over it, the form in which the back of 

tlie weir is constructed, being that of a parabolic curve, 

has another effect in the same direction, for, compared 

witb a weir which has a flat crest, this form of weir causes- 

an increased velocity of the water in the ratio of 5 to 7. 

This is so when there is a free fall over the weir, but in 

high floods the boat traffic passes over these Severn weirs 

instead of through the locks, the weirs being submerged 

and the water-surface nearly level. 

A great flood in a river, in its upper part, where it is no 
bigger than a brook, albeit a large one, is from 12 to 24 
cubic feet of water per minute per acre of the few thou- 
sands of acres of ground above the point of o*bservation, 
and from which the water flows ; and sometimes it is as 
much as 30 cubic feet per minute per acre from relatively 
small areas. Excessive rainfalls are but partial in their 
extent over large river basins. These quantities are 
known because it is here, in such situations, on the high 
ground within some few miles of the extreme watershed, 
and within the few thousand acres of the upper part of a 
river basin, that reservoirs are made for the storage of 
water for the supply of towns and for compensation to 
miUs, and, formerly, for feeding the canals in dry seasons ; 
and these reservoirs have afforded opportunities for 
measuring the flow of large quantities of water proceeding 
from known areas of ground. When a reservoir is full, the 
flood may be measured by the quantity going over the 
>vaste weir, and that passing at the same time through the 
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outlet pipes, and when the water in the reservoir is oon- 
siderably below the top- water level on the conunencement 
of a heavy rainfall, and the height is known at which it 
stands in the reservoir, the quantity of water flowing ofiT 
the ground is measured by the capacity of that portion of 
the reservoir flUed up in the time observed, and as it is 
usually known what quantity of water is contained in 
each foot in height of the water-level, the volume of tho 
flood is at once ascertained. 

If the volume of flood-water per minute be measured at 
various points on the course of a river between the water- 
shed and the outfall, it will be found to be much greater 
in the upper part of the basin than in the lower, per 
acre of the drainage ground down to the point of 
observation. 

Within those areas appropriated to the filling of 
impounding reservoirs with flood-water, within, that is to 
say, an area of ten thousand acres, the volume of a flood 
may be from 24 or 30 to 12 or 15 cubic feet per minute 
per acre ; but at the outfall of a river a great flood is not 
more than 1 or 2 cubic feet per minute per acre, as maybe 
seen from the few instances following. 

The area* of the Thames basin above the tideway i& 
3,676 square miles, which is 2,852,640 acres. Mr. Hawlraley^ 
estimated the maximum flood in the Thames, in hiis- 
evidence before the Water Supply Commission, at from 
20,000,000,000 gallons in a day to 25,000,000,000, which 
would be from 2,222,222 to 2,777,777 cubic feet per 
minute : and if we take the mean of these two quantities 
it would be 2,500,000 cubic feet per minute, or 1 '06 cubic 
feet per minute per acre ; or if we take the extreme 
quantity it would be 1 • 17 cubic feet per minute per acre. 
This is at a distance from the source of about 100 miles,, 
not following the windings of the river, but a general line 
down the valley. 

At the Albert Bridge, near Windsor, Professor W. C. 
Unwin gauged, in 1875, one of the highest floods which 
had occurred there for many years. The quantify waa 
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14,094 cubic feet per second {m^ Minutes of Proceed- 
ings Inst. C.E., voL xlix.), or 845,600 cubic feet per 
minnte. 

Mr. Unwin does not state the drainage area to that 
point of the river, but tracing upon the map of the 
catclunent basins, to which allusion was made in a 
former section, a line from that point to the watershed 
on each side of the river, dividing ofT the lower portion 
of the area, there appears to be a^ watershed area down 
to that point of 1,700,000 acres, and according to this 
the quantity would be '5 cubic foot per minute per 
acre, very nearly. The distance down the valley is about 
80 miles. 

On the Severn, at Worcester, the late Mr. E. Leader 
Williams, the engineer to the Severn Navigation Commis- 
sioners for many 'years, gauged the highest flood he had 
known there {mde Evidence, Eivers Conservancy Com- 
mission, 1877), and the quantity was 24,107 cubic feet per 
second, or 1,446,420 cubic feet per minute. He does not 
state the watershed area, but measuring this in like 
manner to that above mentioned, there appears to be 
as nearly as can be thus made out 2,000 square miles, 
or 1,280,000 acres, which gives 1*13 cubic foot per 
minute per acre. The distance down the valley is about 
90 miles. 

On the Nene at Peterborough, where the drainage area 
is, according to Mr. Beardmore's tables, 620 square miles,, 
or 396,800 acres, Mr. W. Shelford stated to the British 
Association at the Dublin meeting in 1878, that a great 
flood there amounted to 8,000 cubic feet per second, or 
480,000 cubic feet per minute, which would be 1*2 cubic 
foot per minute per acre of the drainage area. This is at 
about 50 miles below the extreme watershed. 

On the Witham, Sir John Hawkshaw reported to the 
Drainage Committee in 1877, that the area draining into 
the river at Boston (at the Grand Sluice) is 604,000 acres, 
and that the quantity of water in floods to be provided for 
during periods of continuous rainfall would be 318,000 
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cubic feet per minute, or '631 cubic foot per minute per 
acre. This is at about 60 miles below the extreme water- 
shed. 

On the Shannon, at Killaloe, it appears, from a paper 
read by Mr. James Lynam before the British Association 
in 1878, that the area of the catchment basin is 4,000 
square miles, or 2,560,000 acres, and Mr. Eobert Manning 
said that the maximum discharge there was 1,600,000 
cubic feet per minute. This would be • 625 cubic feet per 
minute per acre. The distance from the extreme water- 
shed is 140 miles. 

Mr. Bateman said of the same river, before the Water 
Supply Commission, that he had had occasion, in inves- 
tigating the inundations there, to ascertain what was the 
maximum flood to be provided for in all the rivers in the 
basin of the Shannon, and from information which he 
received from Mr. Forsyth, the engineer of the Board of 
Works, who had paid much attention to the subject, and 
from his (Mr. Bateman's) own measurements of the maxi- 
mum floods in several parts of the Shannon, he found that 
1 cubic foot per minute from each acre is a very consider- 
able flood, and that there is no river falling into the 
Shannon, even when the volume of the flood is not 
checked by any lakes, which very materially modifies the 
amount of flood. There is no river which sends down 
more than 1 • 54 cubic foot per minute from each acre of 
ground. 

Mr. James Dillon read a paper at the meeting of the 
British Association before mentioned, on works he had 
carried out on the Upper Inny river, where the area of 
the catchment basin is 273 square miles, or 175,000 acres, 
in which he said that he had measured floods there of 
•4896 cubic feet per minute per acre, being nearly the 
same as the flood gauged by Mr. Tin win, at Windsor. 

In the Report of the Commissioners appointed to 
inquire respecting the drainage of the district traversed 
by the river Barrow and its tributaries, in Ireland, in 
1885, Mr. Robert Manning gave evidence of the maximum 
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quantity of water flowing from very large areas during 
floods, as follows: Lough Neagh, 411,620 acres, 0*61 
cubic foot per minute per acre; Woodford Eiver, 101,455 
acres, 1*12 cubic feet; Brosna Eiver, a tributary of the 
Shannon, 285,000 acres, 0*72 cubic foot per minute per 
acre in the year 1876, 0-83 cubic foot in 1852, 0-93 
cubic foot in 1851, and from that time to 1885 there had 
been no greater flood than this. 

In the Ballinamore and Ballyconnell district, 90,000 
acres, the quantity was 1*12 cubic feet per minute per 
acre, and from a small area of 3,200 acres in the Dun- 
moran district, county Sligo, the quantity was 3 • 60 cubic 
feet. 

The largest estimate I remember to have been made of 
the probable quantity of water which might be produced 
by a maximum flood at or near the outfall of a great river 
is that made by Mr. Bateman in respect of the Severn at 
Gloucester, which was 2 cubic feet per minute per acre of 
the drainage ground. 

There is a reservoir at the head of the river Chumet, 
in North Staffordshire, which was constructed solely for 
the purpose of compensation to mills for the abstraction 
of springs elsewhere which formerly flowed into the 
Chumet. 

The watershed area is 6,500 acres, and notwithstanding 
that all the water passes through the reservoir, the waste 
weir was made only 60ft. long, while the greatest depth 
of water was but 40ft., and the area of the reservoir about 
40 acres. 

It was, therefore, soon fllled up, and while it was full, 
on the 7th of August, 1862, a flood occurred, which rose 
upon the waste-weir to the height of from 4ft. 6in. to 6ft. 

This, of course, is a depth far beyond any depths 
which have been experimented upon for the purpose of 
ascertaining the quantity from the observed depth ; but 
as the weir had a clear drop of from Ift. to 2ft., and the 
waste-water course sloped away from the weir rather 
steeply through the end of the bank, it may not be inap- 

s 
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propriate to tlie occasion to apply a co-efficient of * 5 in 

the equation. 

Q = c X 5J>/ d X Id 

m, which 

e = *5, the oo-eflScient, 
(2 =^ 4 * 5, the depth of water, 
1 = 60, the length of the weir, 
and Q = the quantity in cubic feet per second. 

This being so, 

Q = -5 X 5J X 2-12 X 60 X 4-5 = 1,526. 

To this must be added the quantity going through 
two outlet pipes, one 3ft. diameter, and the other 18in., 
which together would discharge 250 cubic feet per 
second, making in all 1,776, or 106,560 cubic feet per 
minute. 

The drainage area is more than 6,500 acres; but as 
there were within the area, aboYO the reservoir, a small 
leservoir and two mill-dams, which together had belong- 
ing to them about 500 acres, the area to be taken for the 
flcKxL-ratio should be 6,000 acres, and dividing the number 
of cubic feet per ininute, as above stated, by this area, the 
quantity would be 17 • 76, or, say, 18 cubic feet per minute 
per acre. 

Thus a great flood, reckoned per acre of the ground 
from which it flows, varies much between the upper and 
lower portions of a river-basin, if in the latter case the 
whole river be gauged ; but for any separate smaller area 
near the outfaU the quantity per acre would, of course, 
be much greater, and might to some extent resemble that 
proceeding from an equal area in the upper part of the 
basin, in some rivers, but not in all, as may be seen in 
the two diagrams. 

In those characteristics which influence the magnitude 
of floods, no two rivers of nearly the same length could 
differ more than the Thames and the Severn, in the upper- 
third portions of the watershed areas above the tideway, 
although for the lower two-thirds the respective falls are 
not very dissimilar, being in the Thames rather less and 



COMPARISON OF THE THAMES AND SEVERN. 259 

in the Seyem rather more than 2ft. per mile for 100 miles 
above the tideway, as may be seen from the two diagrams 




here given (Figs. 56 and 57), the scales being the same 
in boSi. 

s 2 
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Beferring to diagram No. 56, if a position be taken up 
at a point either on the upper branch of the Severn, qt 
on the Vymwy, within an average distance of 10 miles 
from the watershed, it will be at a height of about 500 ft. 
above the sea-level. 

The watershed is, on the one hand, 1,550ft. above the 
assumed point of observation; and on the other, 1,250ft.; 
and between these two great general heights of watershed 
there is a pass which is 250ft. above the assumed point; 
and the length round that watershed is more than 50 miles, 
and its average height may be about 1,100ft. above the 
point mentioned. 

Thus, then, the surface is very steep, and the rain- 
water descends in streams which fall 500ft. or 600ft. in 
the first 10 miles ; in the second 10 miles, 200ft. ; in the 
third, 120ft. ; in the fourth, 60ft. ; in the fifth, 30ft. \ and 
forwards to Worcester, a distance of 80 miles or so, the fall 
is a little more than 2ft. per mile : that is, the general rate 
of inclination of the valley, but the river itself varies in 
different parts of its course both above and below that 
average, having in some parts accumulations of gravel 
and other (Ze&m, and in others hard benches of rock across 
its bed. 

The Thames falls but 110ft. in the first 10 miles, taking 
a general average of its branches; 67ft. in the second 
10 miles; 37ft. in the third; 22ft. in the fourth; and 
forward to Teddington the average fall is somewhat less 
than 2ft. per mile. 

The ground in the upper part of the Severn consists of 
the hard impervious Silurian rocks. 

The Thames comes from the Oolite and other pervious 
grounds in the upper part of the basin, running over a 
tract of Oxford clay, and then crossing the outcrops of the 
greensand and chalk, the area of these permeable strata 
being two-thirds of the whole area of the basin above the 
tideway; and as they absorb a great deal of the rain- 
water and give it out gradually during dry seasons, the 
stream is comparatively strong all through the summer.- 
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The Seyem is soon up and soon down, but in the Thames 
there is a more even flow. 

It is very important to regard floods with reference to 
their frequency, as well as their magnitude. A few 
examples of maximum floods are given above, but they 
-are such as occur very seldom, and mostly in winter, 
while floods of less magnitude and greater frequency do 
more harm in the long-run. 

Mr. James Lynam said (British Association, Section G, 
1878) of the Shannon floods, that the small floods had 
occurred every year and in every month. They kept the 
land saturated and cold during March, April, and May, 
which prevented the growth of good grass, and promoted 
the growth of sedge and weeds. The herbage grows only 
late in the season, and is late coming to maturity, and 
the mowing of the crop is thrown back into the rainy 
reason. 

In the large flat meadows there are three qualities of 
land, one letting at £2 to £3 an acre Irish, which would 
he at 24:8, to 36^. an acre English, the second letting at 
£4 to £5 per Irish acre, the third letting at £6 to £8 
an acre. (The Irish acre = la. 2r. 19p. English.) 

The difference in the values of the meadows results, not 
from any difference in the soil itself, but from a difference 
of the levels of the lands. 

The lands of the highest rents are 9in. to 15in. higher 
than the others, and are above water a month earlier in 
the spring. The sedgy, weedy meadows are the lowest by 
some inches, and are saturated longer than the others. 

The kindness of the soil of these is evinced in many 
places, for on examining it closely numerous plants of 
clover, and some fine species of grass are seen, healthy, 
but small and distant ; and if these lands were freed from 
saturation during spring, summer, and autumn, the clover 
and fine grass would flourish and extend. 

Mr. Brundell,* in his evidence before the Eivers Con- 
servancy Commission in 1877, said that on the river 

♦ B. S. Brundell, Esq., MJnst.O.E.^ 
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Don the works ho had carried out there would not preyent 
the land being Bubmerged by such a flood as occurred in 
July 1872, but it was safe against the more injurious 
summer floods. 

There is no necessary connection between the storage 
of water in reservoirs and the prevention of floods in the 
sense that on the accomplishment of the one the other 
must necessarily follow, because reservoirs cannot be 
made large enough to effect that wholly ; it must, indeed, 
be effected chiefly by the lowering of the water-level of 
the river ; but nevertheless there is a dependence of one 
on the other to a certain extent. 

Neither is there any practical reason why a river may 
not carry off flood-waters and yet be navigable, in case& 
where both purposes are desired. Duality of purpose is 
not new in engineering works, but rather it is of every- 
day occurrence. 
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SECTION xxvn. 

Storage op Flood-waters. 

To stand in the middle of an extensive valley, by the 
river, and consider how the injurious effects of floods can 
be prevented, any reservoir for that purpose would seem 
to need to be preposterously large, to have any effect there. 
But that is not the point from which the question should 
be regarded ; it would be beginning at the wrong end ; 
rather, let every thousand acres downwards from the 
watershed be considered separately, or at most in areas of a 
few thousand acres together, and making sure provision 
for the floods of each, proceed step by step towards the 
middle and lower portion of the valley. 

It is said that in France this question has been dis- 
cussed since the year 1856 with regard to the valleys of 
the Seine, the Ehone, the Loire, and the Garonne (vide 
Foreign Abstracts, Minutes Proc. Inst.C.E., vol. Ixvi., 
*'0n the Insufficiency of Beservoirs for Diminishing 
the Danger of Floods," by M. Gros), and that in the case 
of the Gkironne a reservoir capacity of 720,000,000 cubic 
yards would be required " to protect Toulouse " from a 
flood similar to one which occurred there in 1875, and the 
conclusion is that the reservoirs which had been proposed 
for providing againpt floods in these vast areas must be 
abandoned. No doubt the French engineers have suffi- 
cient reason for coming to this conclusion, on this scale 
of things. 

The Seine, as appears upon a geographical map of 
France, is 400 miles long, and drains 30,000 square miles ; 
the Loire is 530 miles long, and drains 45,000 square miles ; 
and the Garonne is 300 miles, draining 32,000 square 
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mileSyand the Bhone 35,000 square miles in France besides 
a farther tract in Switzerland ; indeed, these four rivers 
appear to drain abont two-thirds of the whole country. 

But for the pnrposes of river-conservancy in England 
the requirements are less grand. Here we have in 
England and Wales bnt 58,186 square miles altogether, 
divided into 211 distinct watershed areas or river-basins. 
Many of these, however, are not injuriously affected by 
floodis. The number is made up by 54 draining 7,046 
square miles towards the south coast, being an average 
of 130 square miles ; 30 draining towards the east coast, 
an area of 16,084 square miles, the average being 536 ; 
29 draining towards the north-east coast, an area of 13,291 
square miles, being an average of 457 ; 17 towards the 
north-west coast, draining an area of 2,345 square miles, 
or an average of 138 ; and 81 on the west coast, draining 
19,029 square miles, or an average of 236 square miles each. 

Even these are large areas, and a thousand or two 
thousand acres is a very small part of some of them, and 
the regulation of the flow off the ground of excessive 
rainfalls on any such area would do but little to mitigate 
the effects of floods in the lower part of such large areas. 
But it stands good for its own position, and if it deals 
with floods upon its own area it is an effectual work, so 
far ; and the effect may be extended downwards to any 
distance to which favourable sites extend. 

Where the provision for regulating floods can be com- 
bined with a useful reservoir the expense would be very 
much less. 

An example has been given of a reservoir and of a 
regulating dam, each made separately, the reservoir to 
contain 46,000,000 cubic feet for a drainage area of 2,000 
acres where the average annual rainfall is 33 in., and the 
dam to contain 12,000,000 cubic feet per thousand acres of 
the drainage area irrespective of annual rainfall. 

Let an example now be taken in which the two arc 
combined: The rainstorm producing 4in. in depth of 
water, of which a quantity equivalent to 3in. in depth 
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might flow into the regulating dam in a short time, was 
taken in the preceding examples as proceeding from 
1,000 acres of ground; but it might extend over the 
whole 2,000 acres taken as the drainage area in the 
example of the reservoir, and in that case 24,000,000 cubic 
feet of water would have to be provided for in addition to 
the 46,000,000 of the reservoir, making together 70,000,000 
cubic feet. This would be impounded by an embank- 
ment 70ft. high. 

The quantities of earthwork in embankments of dif- 
ferent heights on the same site are proportionate to the 
cubes of the heights, if to the height of the bank itself be 
added a height equal to the width of the top of \h& bank 
divided by the ratios of the two slopes added together ; 
thus, if the slopes are 3 to 1 and 2 to 1 respectively inside 
and outside, and the top width of the bank is 20ft., 

20 
= 4ft. to be added to the actual height of the 

o -|" 2 

embankment to find the apex in which the prolongation 

of the two slopes would meet, and to which point the 




Fig. 58. 




Fig. 59. 

height is to be measured. Fig. 68 being a cross-section, 
and Fig. 59 a longitudinal section of an embankment, the 
cubic contents are — 

L X H X 10 + w^ 
2ir3 
In many embankments some part of the ground towards 
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the middle of the bank is more or less flat, but for the 
purpose of comparing the quantities of earthwork in 
embankments of different heights, the side slopes may be 
assumed to meet in a point, somewhat lower than the 
actual surface of the ground at the middle of the bank.. 
If there are on a particular site 80,860 cubic yards in an 
embankment GOfL high above this point, there would be 
in one 70ft. high — adding in each case 4ft. for the apex — 
(64)3 . (74^3 . . 80,860 : 125,000 cubic yards, and, deduct- 
ing the puddle wall, the embankment would be 116,000 
cubic yards, for a storage-room of 46,000,000 cubic feet, 
with the addition of a space of 24,000,000 cubic feet to 
receive a flood from 2,000 acres. 

The water coming into the 46,000,000 cubic feet space 
would be discharged by the same valves and in the same 
manner as has been described, the only diflerence being 
that the valve-tower would be 10ft. higher, and the water 
which would rise into the upper space of 24,000,000 cubic 
feet would be discharged by a separate sluice, nearer the 
end of the bank, at the level at which the waste-weir 
would otherwise be laid, and by the same means as was 
before described for a separate dam, there being for this 
discharge a separate culvert ; and it might advantageously 
be placed near that end of the embankment at which the 
bye-wash would be made, and might discharge into it. 

The sill of the sluice would be laid at a depth of 10ft. 
below the assumed top-water level of the flood space, 
leaving the lower space, or reservoir proper, intact ; but 
the invert of the culvert should be laid a foot lower. In 
the other case the height of the sluice-opening was 
described to be greater than the width ; in this one the 
width should be the greater, and it may conveniently be 
made twice the height. 

In this reservoir there would be a depth of 10ft. above 
the level, which would otherwise be the top-water level, 
to contain a flood, instead of its running away over the 
waste-weir otherwise provided at the height which allows. 
46,000,000 cubic feet of water to accumulate before any 
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passes over it. The top-water level is lOffc. higher, and 
the top of the bank is 6ft. higher still. 

This provision of 24,000,000 cubic feet of space for a 
flood stands instead of the provision of a waste-weir and 
bye-wash, which, logically, are unnecessary. But to run 
no risk let them be provided, although they will not be 
required, in all probability. But they need not be so 
capacious as if no such flood-space were provided. Let 
them be of half the capacity. The estimate would then 
stand thus : — 

Quantity. Price. 

9. d. £ 

Clearing the seat of the embankment . . 15 , 600 sq. yd. 2 130 

Excavation ofthe puddle trench.. .. 13,000 o. yd. 5 3,250 

Olay puddle 22,000 „ 2 6 2,750 

Embankment 116,000 „ 16 8,700 

Road on top of embankment .. .. 1,000 sq. yd. 2 100 

CJovering the inner slope with atone .. 9,000 „ 2 900 

Soiling the outer slope 7,200 „ 2 60 

Excavation for culverts and yalye-tower 5,000 c. yd. 4 1,000 

Ditto for bye-wash 2,000 „ 10 100 

Concrete in foimdations .. 500 „ 6 150 

Ditto in bye-wash 1,200 „ 7 420 

Brickwork in ctdverts and valve-tower 900 „ 24 1,080 

Gravel puddle 800 „ 4 160 

Stone sills, caps, coping, &c 1,200 c. ft. 2 120 

Valves, sluice, and other ironwork 30O 

Footbridge 200 

Gauge-weir *« •« 100 

19,520 
Contingencies 1,980 

21,500 
Land and fencing 6,500 

£28,000 

Adding to this a sum of £3,000 for expenses other than 
those of works and land, the cost of the combined reser- 
voir and regulating dam in this situation would be 
£31,000, and deducting the cost of the reservoir alone, a& 
found before — viz., £22,000 — ^the cost of the provision for 
floods thus combined with a storage reservoir would be 
£4 10«. per acre, or equivalent to a yearly contribution, 
at 5 per cent., of 48. 6d. per acre. 
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Thirty-three inches annual rainfall, adopted in the 
example of a storage reservoir, is not far from the average 
of the whole of England and Wales, but the average of 
the upper and middle portions of the river-basins is 
greater. 

The work about which these general remarks are made 
can be practically dealt with in no other way than by 
taking each case as it arises with its attendant circum- 
stances ; bnt we may give one other example, with a more 
extended area and a greater rainfall, where the area is 
3,000 acres or a little more, and the average annual rain- 
fall is a third greater than that before assumed, i.e., where 
it is 44in. Here the mean of three consecutive years of 
least rainfall would be about 36j[n«, and! deducting 12in. 
for evaporation, &c., the available annual depth is 24in. 
This yields, by means of a reservoir, a daily quantity the 
year round of 720,000 cubic feet. If one-third be dis- 
charged into the stream, there are left for supply 480,000 
cubic feet per day, or 3,000,000 gallons. 

Where there is this amount of rainfall there will pro- 
bably be a greater number of wet ^days than where the 
amount is but 33in., and the number of days' supply the 
reservoir should hold would therefore be less. Let it be 
assumed that 150 days wouM be in this case the proper 
length of time during which the storage must be de- 
pended upon. This would indicate a reservoir capacity 
of 108,000,000 cubic feet. 

If the same proportions be followed as before, this 
quantity would be contained in a reservoir having a 
depth of 72ft. at the site of the embankment ; but let the 
depth be taken at 74ft., and the height of the bank at 
-80ft. The top width of the other banks is assumed to be 
20ft. ; in this one let the top width be 24ft., or if the 
20ft. be retained, let the quantity of earth equivalent to 
the extra 4ft. be added in benches on the outer slope. 
The embankment would then contain, after deducting 
the puddle-wall, 174,000 cubic yards, and the estimate 
for this reservoir would be as follows : — 
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Qnantltj'. Prioe. 

«. d. £ 

Clearmg the seat of the embankment . . 21 , 600 sq. yd. 2 180 

ExcaTationof the puddle trench.. .. 20,400 jc. yd. 5 5,100 

Clay paddle 32,400 „ 2 6 4,050 

Embankment 174,000 „ 16 13,050 

Boad on top of embankment 1 , 200 sq. yd. 2 120 

CoYering the inner slope with stone .. 13,000 „ 2 1,300 

Soiling the outer slope 9,600 „ 2 80 

Excavation for culvert and valve-tower 5,500 c. yd. 4 1,100 

Ditto for bye-wash 6,000 „ 10 300 

Concrete iu foundations 550 „ 6 165 

Ditto in bye-wash 3,200 „ 7 1,120 

Brickwork in culvert and valve-tower.. 1,000 „ 24 1,200 

Gravel puddle 900 „ 4 180 

Stone sills, caps, coping, &c 2,000 c. ft. 2 200 

Valves, &c 270 

Footbridge 230 

Gauge-weir 200 

28,840 
Contingencies 2,860 

31,700 
Land and fencing 9,300 

£41,000 

To this, for other expenses than those of works and 
land, let £4,000 be added, making £45,000. This, for a 
storage of 108,000,000 cubio feet, would be about £420 
per million. 

To complete the form in which we desire to put this 
question of water-storage combined with flood-regulation, 
let now 24,000,000 cubic feet of space be added to thi» 
reservoir, which is assumed to be of suitabie capacity for 
an area of 3,000 acres, and an average annual rainfall of 
44in^ while at the same time it is assumed that one rain- 
storm in any district of a few square miles amounts to 
4in. in depth over an area of 2,000 acres only ; and that, 
of this depth, three-fourths run directly off the ground, 
making 24,000,000 to be added to 108,000,000, or together 
requiring a space of 132,000,000 cubio feet. 

This would be impounded by an embankment 86ft. 
high, which would contain, after deducting the puddle- 
wall, 214,000 cubic yards, and the whole cost of this 
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reservoir, with the addition of the flood-space above 
mentioned, would be £45,000 for works and land, to 
which may be added £5,000, making £50,000. This 
reservoir wonld equalise and render useful the streams of 
-3,000 acres of ground, and the addition of the flood-space 
would protect that area from any demand for contribution 
towardfi the funds of a river conservancy. 

If the supply of water from the reservoir, viz., 
•3,000,000 gallons per day, pays for its construction and 
attendant expenses, the cost of this flood protection would 
be very small, being £5,000 for 3,000 acres. 
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SECTION XXVIII. 

Eelief of Land from Floods. 

The question of relieving lands from floods ought, in the 
first instance, to be considered acre by acre downward 
from the top of every hill, for the purpose of seeing 
Tirhether and to what extent the excessive rainfalls may 
be prevented from descending into the valley too sud- 
denly, and in what manner that should be done, should it 
be possible to effect the object by any such means ; and if 
not, to see what provision is necessary in the valley itself, 
by way of removiug obstructions in a river-course, or 
enlarging it, or limiting the lateral spread of the waters 
by embankments, or by a combination of the two latter 
means. 

The numerous deputations of landowners to the Local 
Government Board have set forth, and the same thing has 
been stated in Parliament, that it is a hardship to tax the 
upper lands in a river-basin for the benefit of the lower 
lands, or that portion of them liable to fioods. The extent 
of land liable to floods is small in comparison with the 
whole area of a river-basin, and the objectors to these pro- 
positions have said that if improvements in valleys will 
pay, the owners of those lands will carry out the works 
required, and that if they will not pay, it is unjust to tax 
the larger area for the benefit of the smaller. That would 
be so if the proprietors of the upper lands were innocent 
of contributing to the floods of the valleys ; but, from a 
consideration of the following circumstances, it would 
appear that they are not so. The bed of the river belongs 
to the proprietors of the adjoining lands, as far as the 
centre from each side. 
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It is curious, it may be incidentally remarked, that the 
bed of a river, which no one can see or touch, should 
belong to the proprietor of the adjoining land, but it may 
be so on the principle that it must belong to somebody, 
and, except the lord of the manor, there is no other person 
to whom it could belong, excepting also those cases in 
which it may have been transferred by Act of Parliament 
to another proprietary, and those in which, by another 
right, it belongs to the Admiralty Board, or to the Board 
of Trade, by transference to that department, that is, 
within the high-water mark of the tideway; but with 
these exceptions the river-bed belongs to the owners of the 
adjoining lands, and yet the proprietor of non-riparian 
lands uses the river-bed for the conveyance of water from 
his land to the sea, and that, too, without so regulating 
its flow as to prevent the lower lands being flooded by it. 

It is proposed to divide the lands of a river-basin into 
three parts, lowlands, midlands, and uplands. Taking 
the uplands and midlands as one, they might amongst 
them contribute, say, one-half of the amount, the other 
half being paid by the flooded lands. 

If in any river-basin one-tenth of the whole area were 

subject to floods, and if the cost of relieving that portion 

from floods were £9 an acre, the statement would be : — 

£ «. d. 

1 acre of flooded land 4 10 

9 other acres 4 10 



9 



The average amount per acre to be paid by the other 
lands would thus be 108., which would be one-ninth of 
the amount per acre paid by the flooded lands, and at 
5 per cent, interest it would be 6<2. per acre per annum. 
If only one-twentieth of the whole area of a river-basin 
be subject to floods, the statement would be : — 

£ «. d. 

1 acre of flooded land 4 10 

19 other acres 4 10 

9 



' 
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And the average amount to be paid by the other lands 
would be a little less than. 5«. per acre, or one-nineteenth 
part of the amount per acre paid by the flooded lands ; and 
at 5 per cent, interest it would be od. per acre per annum. 
Bat it may be said that while this or that might be a fair 
average, acres differ from other acres in value, and that 
moorlands ought not to contribute so much as cultivated 
lands. If so, and no doubt it may be so, the nearest 
approach to an absolutely accurate basis is the rateable 
value of each description of land, the average of the whole 
imounting to the average rate required. 

Neither would the flooded land be equally rated per 
icre ; but in this case the proper basis would be the rela- 
:ive frequency of the floods to which the different parts 
ire subject, as (1) to minor floods, which may occur every 
rear ; (2) great floods, which may not occur oftener than 
mce in three years; and (3) the highest floods, which 
nay not happen more than once in six years or a longer 
:ime. Where the records of the relative frequency of 
^hese floods in times past are not sufficiently numerous or 
iccurate, an approximation by levels may be made, such as 
^ft., 12ft., and 14ft., respectively, above the summer level 
if the river as a datum ; and each level might contribute 
a something like the following proportions : — 

£ «. (2. 

The lowest level 6 per acre. 

The middle level 4 10 „ „ 

The highest level 8 „ „ 

Average 4 10 „ „ 

But this could only be properly adjusted after relative 
ireas of the three levels of any case had been ascertained ; 
tnd indeed the whole statement is but an indication of 
lata. Much labour is necessary to be undertaken in 
^ch particular case, before the true proportions can be 
bund. 

It is not, however, agricultural lands only which suffer 
rom floods ; towns suffer greatly. The proper basis upon 

T 
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which they should oontribnte to the river conseryancy 
fnnd would be probably the same as that for land, if they 
contribnte at all ; but the more likely thing for a borough, 
or a local board district, or the district of a town's im- 
provement commission, is that the Corporation or the 
Board wonld themselves do what is necessary within their 
own boundaries to provide such a passage for the river a& 
wonld injnre no land above the town, that is, to make and 
maintain the water-level standard at the upper boundary 
of their district efficient for the drainage of all lands above 
that point. 

It would hardly be practicable to rate a town for any 
purpose requiring the fund to be expended beyond the 
boundary; it would not indeed be possible without an 
alteration of the law in that respect, but even if this were 
done there woxdd remain the difficulty of an amicable 
agreement between the town authorities and the general 
conservancy board on the proper contribution of the 
town. 

As the free flow of a river through a town is much 
obstructed, it is undeniable that towns should contribute 
in greater proportion, if at all, and should at least keep 
down the water-level at the upper boundary so as not to 
flood the land above the town ; but besides this, the water 
flowing from the town area increases the floods in the 
river at the lower boundary to a greater than an average 
degree per acre of the drainage area. 

The water-supply brought into the town by other 
means and from another source runs into the river through 
the sewers ; but its proportionate volume to that arising 
from a heavy rainfall is very small, being that of the dry- 
weather flow of the sewers only ; but the same depth of 
rainfall upon an area built upon contributes a greater 
quantity of water per minute to the river than does an 
equal area of agricultural land, as it runs off more quickly, 
and therefore the town is justly liable to a proportionately 
greater rate of contribution per acre of its area. 

The proper proportion, woxsld be, that between the rate 
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of flow off the ground from a given depth of rainfall on a 
steep hill-side of hard and impermeable rock, and that 
from the average of all the land in a river-basin, because, 
whether the town be hilly or flat, its surfaces throw off 
the water quickly ; and if that proportion be regarded, it 
would be, say, as 18 (12 to 24 cubic feet per minute per 
acre) to \\ (1 to 2 cubic feet per minute per acre), or as 
12tol. 

But the municipal authorities would prefer to do at 
their own expense what is necessary within their own 
boundaries. Where, however, land is built upon in rural 
districts — as in the case of small towns in rural sanitary 
districts — the same principle is applicable, although the . 
proportion may not justly be the same, because the 
ground is not so completely built upon, on the average of 
the town area, as it is in large towns, and therefore the 
volume of water contributed to a river from a given area 
under a given rainfall is proportionately less, and might, 
perhaps, be not unjustly stated at one-half that of the 
other case, and if so, the rate per acre of contribution to 
ihe river conservancy fund would be 6 to 1 of the agricul- 
tural land in the same river-basin above the flood- 
level. But perhaps the basis of rating towns which has 
been proposed by Mr. Bailey Denton * would more accu- 
rately meet the case. 

In respect of the higher lands of a river-basin, however, 
the great question of all is whether some means of regu- 
lating the flow of the excessive rainfalls off the ground 
cannot be adopted, which would change the whole question 
from one of aid to the lower lands to one of absolute 
beneflt to the proprietors of the upper lands ; whether, as 
the rain first descends upon them, they may not be 
enabled to exercise their prior right in the possession of 
the water ; and if the adoption of such means should bo 
of no greater benefit than would be equal to the liability 
to contribute to the freeing of the lower lands from floods,- 

* J. Bailey Denton, Esq., M.InsiC.K 

T 2 
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it would at least dispose of the difficulty of terms of 
oontribntioii. But, in fact, it would do a great deal 
moie. 

A large riTer-lKisin contains within it hills, not usually 
so high as the main watershed, but still of considerable 
height, along the tops of which lie the watersheds of the 
minor rivers and streams. The ground is as various in 
character as the several geological formations — ^some hard 
and igneous ; some which, although of sedimentary origin, 
have been changed in character by contact with igneous 
rocks ; some more slaty and others containing more clay ; 
others again of limestone, and some of sandstone and shale ; 
some of chalk, oolite, and lias. 

Accordingly the hill-sides of a river basin are various 
in the character of the surface ; in one case it is pretty 
even and descends to the valley almost in one unbroken 
slope ; in another it is broken up into ravines ; and in 
others the chief feature of the river basin is a number of 
tributary streams on which proper sites for storage reser- 
voirs exist. It has been strongly insisted upon that it is 
impossible to prevent floods in rivers by the construction 
of any reservoirs whatever, but that cannot be wholly 
assented to, although for the larger part of the area of any 
river-basin it is true. 

For instance, in 1,000 square miles — to go no further, 
although some of the river-basins are much larger than 
that — ^there are 640,000 acres, and assuming 10 per cent, 
to be subject to floods, there would be 576,000 acres above 
flood-level ; but it is only the higher parts of this area 
which could be dealt with by storing or regulating the 
water flowing from them ; that from the larger portion of 
the area must continue to flow directly to the river and 
larger streams. But, looking broadly at the question, the 
river may be said to be equal to its duty of carrying off 
the water which comes to it, and it is only the top of the 
flood, as one might say, which needs keeping back for a 
time until the river has begun to subside, and it may not 
be impossible to do this on the higher portions of the 
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area, though not necessarily, for this purpose, on the 
highest, as is the case in waterworks reservoirs. 

"When an engineer looks for a site for a storage reser- 
voir, or perhaps for several reservoirs, for the supply of a 
toTvn, the elevation must he sufficient, and in general 
mnst he great, the hest water heing usually found at the 
greatest distance, and a great distance requires a corre- 
spondiugly great fall in the conduit ; and as for economy, 
there must he only one conduit to supply all parts of the 
town, high as well as low ; tbe choice of site for a reservoir 
is therefore very limited, and is usually found only within 
some few thousand acres of the upper part of a river-hasin, 
and not far from the main watershed. 

But the same difficulty does not arise where the ohject 
is merely to control the flow of a hulk of water so that its 
discharge may he gradual, and prevent the river over- 
flowing, for as relative elevation need not be regarded, a 
wide range is afforded for the choice of sites for reservoirs ; 
and, moreover, control of the water may he managed in a 
different way from that of the construction of reservoirs 
properly so called, in those river-basins where the geolo- 
gical formation and the character of the surface are 
favourable. 

There are two respects in which the regulation of the 
flow of excessive rainfall off the ground is to he regarded : 
that of absolute storage for a considerable length of time, 
and that of merely regulating the flow, or controlling the 
water until the flood in the river has begun to subside ; 
and we will offer a few remarks upon the practicability of 
this, presuming that the owner of these high lands will 
have — if, indeed, already he has not — power to make such 
charges for the use of water as will be sufficiently remu- 
nerative, or at least will be equivalent to his liability in 
the matter contemplated by one or two Bills which have 
been before Parliament, 
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SECTION xxrx. 

Beguljltion of Flood Waters. 

Lf the year 1877 an Act was passed for England and 
Wales, and for Ireland, which gives feu^ilities to land- 
owners in the construction of reservoirs and similar works, 
on the gronnd that " in many places it wonld greatly con- 
dmoe to the affordiDg of a plentiful snpply of water to the 
inhabitants of villages and towns, and to the industrial 
requirements of the locality, if &Gilities were given to 
landowners of limited interests to charge their estates 
with snms expended by them in constructing reservoirs 
and other works for the supply of water, of a character 
permanently to increase the value of such estates for other 
than agricultural purposes ;" and with this Act is incor- 
porated the Waterworks Glauses Act, 1863, with respect 
to the security of reservoirs, and also the Improvement of 
Land Act, 1864 ; and the supply of water from reservoirs 
so constructed to sanitary and other local authorities, and 
to manufacturers and other persons, is deemed in this 
Act an improvement of the land within the meaning of 
the Improvement of Land Act of 1864, if the construction 
of such works will effect a permanent increase in the 
value of the land, or produce a greater income ; and there 
would be this further advantage to land within the water- 
shed area appropriated to any such reservoir, that in 
respect of any contribution to funds for the prevention or 
mitigation of floods lower down the valley, the watershed 
area so appropriated would properly be exempt, the reser- 
voir being so constructed as to either store or regulate the 
flow of flood waters from its watershed area. 

In connection with this subject, numerous instances of 
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Leavy nonfalls may be seen in Mr. Symons's records of 
rainfall as follow: — In one day, 3in., 3*12in., 3'31in., 
3 • 34m., 3 • 42in., 3 • 47in., 3 • 65in., 3 • 65in., 3 • 70in,, 3 • 75in., 
3-80m., 3*90in., 3-92in., 4-20in., 4-24in., 4-27in.; so 
that we may s&y 4in. depth of rainfall may occur in 
24 hours, being at the average rate of ^in. per hour. 

But a greater depth per hour often takes place during 
shorter periods of time; as, for instance, *27in. in 3^ 
imnutes, *31in. in 5 minutes, l*46in. in 20 minutes, 
•64in. in 30 minutes, •76in. in 1 hour, l'53in. in 
2i^ hours, 2 'Coin, in 3 hours, 3*60in. in 4J hours; and 
^gain, *89in. in 10 minutes, *68in. in 15 minutes, l*25in. 
in 30 minutes, lin. in 40 minutes, 1 * 39in. in 45 minutes, 
l'78in. in 1 hour, 2*10in. in \\ hour, 2*61in. in 2 hours, 
and so on ; and it was remarked in 1878 by Mr. Symons, 
that in every year there is sure to be a fall, somewhere in 
England and Wales, of at least *30in. in 15 minutes, or 
i in. in 30 minutes, or • 60in. in 45 minutes, or • 70in. in 
1 hour, or * 80in. in 2 hours. 

Beferring to what has already been said of the quantity . 
of water running off the ground, as proved by stream- 
gaugings, assisted sometimes by approximate estimates of 
the quantity derived from other measurements, 30 cubic 
feet per minute per acre of the watershed area has been 
found to run off, or 500 cubic feet per second from 
1,000 acres, if the rainstorm extends over that area. This 
is equivalent to Jin. depth of water over the ground 
running off in an hour, and exceeds the * 80in. in 2 hours 
mentioned by Mr. Symons ; and it exceeds it, moreover, 
in another respect, inasmuch as though this 30 cubic feet 
per minute per acre is the quantity running off the ground, 
it would probably fall in less time. Eainwater never 
does, in fact, run off as fast as it falls ; nor does it extend 
over any large tract of ground with the intensity indi- 
cated in the examples mentioned. 

Where the ground is of a porous nature, as some of the 
fitratiffed formations are, it may become saturated with 
water during long-continued wet weather before the 
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heavy rainstorm begins, and yet even in this case it does 
not mn off at the same rate as that with which it falls ; 
for where the ground does become saturated in this way 
it is comparatively flat, and the depth of water may be 
seen during the rainstorm to increase where it falls, which 
is a fixed proof of the proposition ; and even where the 
ground consists of hard, bare, and precipitous rocks, and 
the surface consequently is steep, the time of falling of 
the rain is not so long as the time of running off. 

In taking therefore Jin. in depth as the quantity run- 
ning off in an hour, at the rate of 30 cubic feet per minute, 
it may be regarded as representing a rainfall of more than 
Jin. in an hour. The comparative times on different kinds 
of ground and forms of surface cannot be stated from 
exact observations for every kind of ground in a general 
form, but an approximation is two- thirds of the rainfall 
running off in the time in which it falls, in excessive 
cases such as those mentioned, so that where Jin. in an 
hour is found by gaugings to run off the ground it would 
probably represent a rainfall of fin. in that time. But as 
in floods it is extreme cases which must be provided for, 
let the case be calculated on the basis of lin. of rainfall in 
an hour running off the ground at the rate of fin. per 
hour, or at the rate of 40 cubic feet per minute per acre of 
the area. 

The question then arises, how much of this during the 
same time will the river carry off without overflowing, 
after the shoals which have accumulated have been re- 
moved, and in some cases benches of rock across the river's 
bed have been excavated, and other unnecessary obstruc- 
tions removed ? 

The difference between these two quantities is that 
which would be dealt with by storage or regiQation ; that 
is by storage when there is or may be by storage created 
a demand for water for power, or in the other case by 
regulation only where there would be no such demand. 
If a river be examined and its capacity for carrying off 
flood waters be ascertained, the quantity so found deducted 
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from that which proceeds immediately from the rainfall 
is the quantity to be dealt with by storage or regulation 
as the case may be. Such observations as I have been 
able to make point to the probability that, approximately, 
the river will carry off 20 cubic feet of water per minute 
per acre of the ground over which these heavy rainfalls 
extend, and where that is so 20 cubic feet per minute per 
acre would accumulate.in the reservoir, or in the regulating 
dam, until the river-flow had begun to subside, or had 
subsided to a given level. 

It is easy to fix this level by observation of the river in 
each case, and when fixed upon the outlet valves can be 
made to open and close, to any degree required, by means 
of the action of the rise and fall of the water itself, and 
the contents of the regulating dam can be discharged in 
any extended time desired, the discharge commencing when 
the river is in a proper condition to carry off the water. 

The capacity of a reservoir or of a regulating dam 
proper for any given situation must be determined on the 
basis of a given quantity of water flowing from a known 
area of ground, as an acre or a thousand acres, constituting 
a part or the whole of the area appropriated, or from 
which the water to be dealt with flows ; and that quantity 
varies with the position in which works may be constructed. 

A reservoir for the purpose of storing or regulating the 
flow of water off the ground may be made either on the 
extreme upper part of a river-basin — that is, within the 
few thousand acres contiguous to the main watershed — 
or it may be made lower down towards the valley; 
wherever, indeed, the most favourable sites exist, although 
these will seldom, if ever, be far down the valley ; for a 
favourable reservoir site is one in which the opposite hill- 
sides approach each other at a spot where an embankment 
may be made, and where the ground above the site of the 
embankment widens out, so that with a comparatively 
short bank a large quantity of water may be impoimded. 

The variable quantity of flood water per acre of the 
watershed area, according to the position of the place of 
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observation with respect to its being in tbe upper or fhe 
lower portion of a river-basin, shows that the cubic capacity 
of the reservoir per acre of its watershed area must "be 
different in the. two cases, notwithstanding that the same 
depth of rain may fall in either position for a short tim.e ; 
and the cause of difference between the two cases is that 
in the one the heavy rain may extend over the whole 
watershed area, when it is not very large, while in tlie 
other it would extend over part of the area only. This is 
found to be so by actual' observation within the areas of 
5,000 to 8,000 acres belonging to reservoirs in the upper 
parts of river-basins, for where there are several streams 
within such an area, divided by subordinate watersheds, 
it is frequently observed that one of the streams is much 
more swollen than another. 

The sites of reservoirs, formed by making an earthen 
embankment across the stream from one hill-side to the 
opposite one, vary much in respect of the quantity of 
water capable of being impounded by embankments of the 
same height, and in the area covered with water. 

The following are examples of the actual capacities of 
different sites. Taking three different reservoir-sites 
which vary amongst themselves about as much as many 
others do in respect of holding-capacity with various 
heights of bank, and ascertaining their capacities at each 
of the top-water levels of 20ft., 28ft., 36ft., 44ft., 62ft., 
and 60ft. above the seat of the embankment in each case, 
the following capacities with various heights of bank 
appear. {See next page.) 

The track of a great rainstorm such as those producing 
3in. depth of water in a day, or even 4in., may extend to 
3 miles in length and a mile in width. This would cover 
nearly 2,000 acres of ground ; and let the depth actually 
running off from it be 3in., which would be an extreme 
case. The quantity due to such a depth over that area 
would be 2,000 x 43,560 X -25 = 21,780,000 cubic feet; 
but let the capacity of the regulating dam be 24,000,000 
cubic feet. 
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That would be at the rate of 12,000 cubic feet per acre 
of the ground on wbicli the rainstorm falls ; and where 
the regulating dam is not combined with a storage 
reservoir for other purposes that seems sufficient, for if it 
provides for the reception of a sudden rainfall of Sin. over 
2,000 acres of ground, it may be reckoned as pretty certain 
that no second rainstorm will succeed one of that intensity 



Height of embankment, 24ft. . 
€rreatest depth of water, 20ft. 



Height of embankment, 32ft. . 
Greatest depth of water, 28ft. 



Height of embankment, 41ffc. . 
Greatest depth of water, 36ft. 



Height of embankment, 49ft. , 
Greatest depth of water, 44ft. 



Height of embankment, 57ft. . 
Greatest depth of water, 52ft. 



Height of embankment, 66ft. , 
Greatest depth of water, 60ft. 




acres. 
16i 
23i 
31i 

21i 
34i 

41i 

26i 
47i 
55J 

34 
69 
76i 

44| 
75i 
94i 

49^ 

96J 

110 J 



Capacity. 



cubic feet. 
6,750,000 
10,500,000 
15,750,000 

13,250.000 
21,000,000 
28,500,000 

21,500,000 
34,500,000 
45,500,000 

32,000,000 
53,000,000 
68,500,000 

46,000,000 
75,250,000 
98,250,000 

62,500,000 
105,500,000 
134,000,000 



until long after that one has been discharged by the 
river. 

Such a rainstorm may occur in any portion of the upper 
part of a river-basin, and therefore it may be said that 
reservoirs would require to be numerous to meet all con- 
tingencies, and that, no doubt, is so ; they would require, 
indeed, to be made on every favourable site, whether it 
be favourable for a large or a small reservoir; but for 
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2,000 acres it would be as above stated. In situations, 
liowever, where a reservoir may be constructed for otlier 
useful purposes on the basis of storage of the average 
annual rainfall of three successive dry years, such as that 
of 46 million cubic feet for a watershed area of 2,000 acres 
where the average annual rainfall is 33in., and where 180 
would be the proper number of days' storage, one reservoir 
may be made to serve both purposes, by providing in 
addition to the capacity of the ordinary reservoir a space 
of 24 million cubic feet. In this case, from the ordinary 
reservoir the water would be discharged near the bottom, 
or in any case below the top-water level, and from the upper 
space or regulating reservoir-room it would be discharged 
at the top-water level of the ordinary reservoir through 
an opening which would discharge a given maximum 
quantity per minute, whatever height the water may rise 
to, so that in regularity of discharge it would act auto- 
matically. As the surface of the water in the ordinary 
portion of the reservoir would vary in altitude below a 
certain height, a heavy rainstorm may amount to no 
greater quantity than will fill it up to its standard height, 
but when this portion is fall, or nearly so, the water of a 
heavy rainstorm will rise into its own space and be 
discharged by its own outlet. 

With respect to the economy of constructing reservoirs 
in such situations as those indicated, some of which might 
be for purposes of water-power or for water-supply to the 
villages near them and to towns farther ^off, while some 
might be solely for the purpose of regulating the flow of 
water off the ground and preventing floods so far as they 
might command considerable watershed areas, it should 
be said also that in the year 1875 a large area of land in 
the midland counties of England was flooded by a depth 
of from lin, to 2in. of rain falling continuously during two 
or three days — amounting, that is to say, to that depth in 
that time. Such a state of things could not, of course, be 
much affected by the construction of any reservoirs of 
practicable dimensions, such as those mentioned, but it 
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need not therefore be concluded that such reservoirs 
would he useless ; they would be perfectly successful for 
the purposes named, and as far as the ground appropriated 
might extend in each case. 

It comes to this, that where a reservoir is calculated on 
the basis mentioned, viz., to store and distribute day by 
day an equal portion of the rainfall of three successive 
years of least rainfall, an additional space equal to that of 
one heavy rainstorm within the watershed area of the 
reservoir should be provided to receive it, hold it tempo- 
rarily, and discharge it into the river when the flood 
below has so far subsided as to enable the river to carry 
off the water. 

A rainstorm 3 miles in length and a mile wide, covering 
nearly 2,000 acres of ground, and of such intensity that a 
depth of 3in. of water over the whole of that area pro- 
ceeds from it, has been taken as an extreme instance to be 
provided for, and which would be provided for by a space 
of 24 million cubic feet. If in this situation a reservoir 
for the storage and equalisation of the rainfall of three 
successive years, as before mentioned, were made where 
the average annual rainfall is 33in., and where 180 days' 
storage should be provided, the capacity of the reservoir 
would be, say, 46 million cubic feet, and would be found 
at one of the sites mentioned with an embankment 
41ft. in height, the greatest depth of water being 36ft., 
and covering an area of 56 acres ; or it would be found at 
another of the sites with an embankment 46ft. in height, 
the greatest depth of water being 41ft., and covering 
an area of 56 acres ; or at another of the sites with an 
embankment 57ft. in height, the greatest depth of water 
being 52ft., and covering an area of 45 acres. 

If to this ordinary reservoir there be added 24 million 
cubic feet of space for a regidating dam, the whole capa- 
city would be 70 million cubic feet. This would be found 
at one of the sites already mentioned with an embank- 
ment 50ft. in height, the greatest depth of water being 
45ft9 and the area 78 acres; or it would be found at 
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another of the sites with an embankment 55ft. in height, 
the depth of water being 60ft., and the area 73 acres; 
or at another with an embankment 70ft. in height, a 
depth of water of 64ft., and an area of 53 acres. 

In the case of a larger area, say 5,000 acres, and with 
the same annual rainfall, 33in., and a loss by evaporation 
of 14in., the daily average yield would be about 700,000 
cubic feet, and where 150 would be the proper number of 
days' storage, the capacity of an ordinary reservoir would 
be 105 million cubic feet. This would be found at one of 
the sites referred to with an embankment 66ft. in height, 
the greatest depth of water being 60ft., and covering an 
area of 96 acres; and if in addition to this 24 million 
cubic feet of space be provided as before, the whole capa- 
city would be 129 milUon cubic feet, and such a reservoir 
would be found at one of the sites mentioned with an 
embankment 65ft. in height, the greatest depth of water 
being 59ft., and the area covered 110 acres. These 
instances from actual works may indicate approximately 
what would probably be the conditions in other cases, 
but of course every case must be taken actually accordmg 
to its own circumstances. 
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SECTION XXX. 

EiVER Conservancy, 

Two papers on the conservancy of rivers are printed 
in the March volume of the * Minutes of Proceedings ' 
of the Institution of Civil Engineers, 1882, one by Mr. 
Wheeler,* of Boston, on the fen rivers of the east coast, 
and the other by Mr. Jacob,f of Salford, on the river 
Irwell. The circumstances of the rivers treated of in 
these two papers are widely different, but they do not 
between them embrace all conditions of rivers. Those 
dealt with by Mr. Wheeler are the Witham, Welland, 
Nene, and Ouse, draining the eastern midland portion of 
England lying between the Trent, the Severn, and the 
Thames. They are typical of the drainage systems of 
flat districts of permeable strata, with a small rainfall, 
and discharging into sandy estuaries, like the Wash. 
These rivers are still subject to most disastrous floods, 
although large sums of money have been expended 
upon them, because no river has been considered as a 
whole, but each dealt with in part only, and not from 
the outfall upwards. 

There are other smaller rivers draining the district 
lying between the Ouse and the Thames, which Mr. 
Wheeler's paper does not deal with. The area drained 
by the four principal rivers is 6,719 square miles, their 
total length being 416 miles, and if the tributaries be 
included the total length is 872 miles. The principal 
towns within the watershed of these four rivers aro 

♦ W. H. Wheeler, Esq., M.Inst.O.E. 
t Arthur Jacob, Esq., MJnst.C.E. 
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Lincoln, Boston, Grantham, Spalding, Wisbecli, Peter- 
"boroTigh, Northampton, Lynn, Cambridge, Ely, Bedford, 
and Dunstable. The average rainfall is 26 • 05in., the least 
depth recorded being 17"39in., and the greatest 34-48in. 

We have said that if rainfall records of long periods of 
time be examined, the maximum would probably be found 
to be about twice as much as the minimum fall, the one 
being about a third greater than the average, and the 
other a third less. How nearly that rule applies in this 
case may be seen in the Appendix No. 1 to Mr. Wheeler's 
paper, in which he gives the rainfall of 38 stations in that 
part of the country for twelve years — 1869 to 1880 inclu- 
sive. Thus, if one-third be added to 26*05in., the maxi- 
mum would be 34'73in., and if one-third be deducted the 
minimum would be 17'37in., which are almost exactly 
according to the rule ; but then that would be expected, 
seeing that the rule itself is derived from observations of 
a similar kind, including these. 

The elevation of the country at the source of these 
rivers is about 300ft. only above the sea. The geo- 
logical formation in which these rivers rise, chiefly in 
the form of springs, is oolite, and they run over the 
Kimmeridge, Oxford, and Lias clays, and the glacial drift. 

The fens, comprising 668,241 acres, are alluvium and 
peat. Vermuyden, a Dutch engineer, reclaimed a portion 
of this fen land, on a plan similar to plans adopted in 
Holland ; but he made a great mistake in not taking into 
consideration the greater range of tide on this coast than 
on that of his own country, for as the tide ebbs out to a 
lower level here than it does there, he might have taken 
advantage of this to discharge the drainage direct into tho 
estuary ; instead of which, he merely raised embankments 
along the main rivers, and made long arterial cuts through 
the land to be reclaimed, placing at the end of each a sluice 
to keep out the tidal waters, each district or "level" 
dealing with its own drainage, irrespective of others 
alongside it, whereby conflicting interests were created, 
which have since caused enormous sums to be spent in 
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litigation, have prevented a common action for the im- 
^'^\ provement of the rivers, and have increased the difficulties 
of river conservancy at the present day. 

Another way of providing for the drainage of the fen 
I lands was to abandon the winding coarse of a natural 
I river, and make a long straight cut, shortening the 
distance, and increasing the rate of fall and the carrying 
capacity of the river. In these new rivers the flood-banks 
were set wide apart, the river channel occupying a compa- 
ratively narrow space in the centre, sufOicient only for the 
ordinary discharge of water,|the intervening land between 
I the river and the flood-banks being the " wash lands," 
over which floods spread and form shallow lakes of great 
extent, the water remaining on them for several weeks, in 
great floods, destroying crops and rendering the land of 
little value. When this wash land begins to dry the 
miasma arising from it is prejudicial to health, and it has 
become a nuisance. 

The works necessary for the'prevention of floods in these 
rivers require to be commenced at the outfall and carried 
on upwards through the whole length of the channel. The 
tidal waters enter freely three of these rivers, viz., the Ouse, 
the Nene^ and the Welland, but in the Witham it is stopped 
at Boston by the '* Qrand Sluice," 8 xniles &om the sea. 

The Ouse has a tidal course of 40 miles, nearly to 
Earith; in the Nene the tidal water flows 34 miles, to 
Northey Gravel, within 2| miles of Peterborough. 

The Welland has ajtidal course of 20 miles, as far as 
Growland — ^all these distances, however, being those to 
which the highest spring tides reach. The sluice at 
Boston has self-acting doors, which open to let out the 
land drainage water, but dose against the tide. The open 
navigation below the sluice has a depth of 16ft. at spring 
tides, but by the works carried out under the Witham 
Outfitkll Act of 1880^ it is expected to give a navigable 
depth of 22ft. at the proposed entrance to the new docks 
at Boston.* For 20 miles above the sluice, to Bardney, 

* This has sinoe been effected. 

U 
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the water is maintamed for purposes of nayigation at a 
uniform depth of 9fL 

The Grand Sltiioe had four openings of 16ft. each,* the 
depth of water on the sill at ordinary floods being about 
10ft., rising to 14ft. in extreme floods. From Bardney to 
Boston the fall of the surface of the water in floods is from 
3in. to 5in. per mile, and between Boston and the sea 
25in. per mile. The works which have recently been 
carried out for making a new outfall by a cut 2^ miles 
in length, and shortening the distance to the sea by 1^ 
miles, were expected to lower the level of low water at 
the ends of the drainage cuts 3ft. at the least, by which 
the outfall sluices would continue open longer at every 
tide. The actual lowering of the water level has been 
more than 3ft. Lynn and Boston were once prominent 
ports, ranking only second to London and Bristol, and up 
to the time of the construction of railways there was a 
large export trade of wheat and agricultural products, 
and an import of coals and other goods, which were 
distributed throughout the midland part of England by 
these rivers ; and Bedford by the Ouse, Northampton by 
the Nene, Stamford by the Welland, and Lincoln by the 
Witham, were placed in communication with the sea. 

Now, here lies one of the difficult points of the whole 
question. So long as these navigations were maintained 
in order, and the shoals were cleaned out as they accu- 
mulated, and the locks and staunches preserved in efficient 
condition, and the weeds cut or kept down by the traffic 
of the boats, the rivers were capable of discharging the 
flood-waters, even in their artificial state of canalisation ; 
but since railways have diverted the traffic from these 
inland rivers, navigation has ceased, the works have gone 
to ruin for want of funds to maintain them, and shoals 
and weeds choke the channels. 

The rivers have become in a far worse condition to 

♦ Another opening has been made in the " Grand Slnice" as part 
of the improvement works recently carried out under the directions of 
Mr. John Evelyn Williams, C.E. 
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discharge the drainage of the country than when left in 
their natural state, and constant floods are the conse- 
quence ; but as there is a remnant of traffic left, the pro- 
prietors adhere to their rights in holding up the water, 
without having the means to adapt the rivers to the 
modem requirement of drainage by enlarging the capacity 
of the weirs, so as in times of flood to discharge waters 
which are now sent down into their district at a much 
greater rate than formerly. 

This question opens into the arena of politics, and we 
do not pursue it further ; but, like all such questions, it 
is an important one. 

Mr. Jacob deals with a very different kind of river — 
the Irwell — which rises in the Erewell spring, near 
Bacup, in Lancashire, 1,326ft. above the mean level of the 
sea, and in its course towards the west coast receives the 
Limey water, the Eoch, and the Croal, which passes 
through thie town of Bolton, and after its junction with 
this stream the Irwell changes its direction, and runs a 
south-easterly course towards Salford and Manchester. 

Comparing the inclination of the river with that of the 
surface of the watershed area through which it flows, 
Mr. Jacob says that the inclination of the river being the 
most .gradual natural fall within this area, it has, of 
course, a less declivity than the average surface incli- 
nation of the ground. The mean inclination pf the 
surface of the country at the source of the river is 540ft. 
to a mile; a few miles lower down the mean surface 
inclination is 380ft. to a mile, and on approaching Salford 
— ^ihat is, at Agecroft — ^where flooding usually begins, the 
mean surface inclination of the country is 340ft. to a mile. 
These represent the slopes at which surface-water descends 
into the brooks which feed the river. The inclination of 
the river itself at Bacup is 176ft. to a mile; between 
Bacup and Bury, 36ft., and immediately above Agecroft, 
8ft. to a mile. 

As the stream enters the borough of Salford the valley 
widens, and the inclination of the river bed is reduced to 

u 2 
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4ft. to a mile. With these great inclinationB in the upper 
parts of the river no great harm arose there from the 
cinders and other solid refuse got rid of by depositing 
it in the river or laying it on the bank within flood- 
level to be washed away; but the injury to the river 
lower down was much greater* The refuse which comes 
down the Irwell lodges in the flatter parts of the stream, 
and by raising the bed of the river throughout its 
course through Manchester and Salford has increased the 
injurious effect of floods. 

There are certain weirs on the river to which it is 
usual to attribute the flooding ; but their eflect, Mr. Jacob 
says, upon the height of the floods has been much ex- 
aggerated. The removal of weirs is a desirable object, 
but as a rule there is no necessity, whilst improving a 
river, to deprive riparian owners of such water rights as 
they may have fiiirly acquired by time and right of user. 
Side sluices can without difficulty be constructed, or the 
weirs can be provided with opening bays. By such means 
interference with vested interests may, to some extent, 
be avoided, and those exorbitant claims set aside which 
so frequently compel administrative bodies to abandon 
works of improvement of the utmost importance. *•*• The 
rights of private persons in respect of water and of ease- 
ment are well defined in all ordinary cases. If any owner 
interferes with a stream, either by adding to or taking 
from its natural volume, so as to inflict injury upon his 
neighbours, there is no difficulty in compelling him to 
make reparation for the damage done. The fixed principle 
is that the stream may be lawfully used so long as others 
who enjoy the use of it are not prejudicially affected. It 
is only necessary to enlarge this principle sufficiently to 
show that almost every owner of property within the 
watershed of a river has a certain responsibility cast upon 
him in respect of that river," and this is in effect what 
we have said from the beginning in our remazka jvpom 
this subject 

On another point, also, what we have said agrees with 
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Tvhat Mr. Jacob and Mr. Wheeler said in these papers, 
and indeed, all those who took part in the discussion — 
twenty or more — viz., that whatever is done in improving 
the regimen of a river, it must be considered as a whole, 
and all the interests within the same watershed area 
taken into account. Upon the question of the storage 
of flood-waters in the upper and upper middle parts of 
river-basins, the circumstances of these particular rivers 
seem to warrant what was said about impounding flood- 
waters in those localities, but in this respect the circum- 
stances of these rivers are exceptional. 

Neither Mr. Wheeler's four rivers, nor Mr. Jacob's one 
river, afford proper sites for storage reservoirs, probably ; 
but there are many others where proper sites do exist, 
and yet Mr. Wheeler said on this point : — ** The existence 
of these wash' lands, the large area they cover, and the 
above [those he had mentioned] facts are sufficient 
answers to those theorists who are in the habit of advo- 
cating the formation of reservoirs to regulate the streams 
and prevent floods. Here, on rivers draining a com- 
paratively flat country, are occasional reservoirs of 3,000 
and 5,000 acres, which yet have scarcely any effect in pre- 
venting most severe floods on the lands above them." 
That, no doubt, is so. But inasmuch as these so-called 
reservoirs are below the lands to be protected from floods, 
neither theorists nor practical men would expect any 
other effect from them. But the case is different where 
reservoirs are made above the lands intended to be pro- 
tected by them. 

And Mr. Jacob, on the same subject, said : — " It might 
at first appear easy to embank the valley above the 
flooded district so as to receive all the water in excess of 
what the channel is capable of discharging ; but a very 
simple computation shows that the plan of impounding is 
unsuitable in such a watershed as that of the Irwell and 
its tributaries. A flood of ordinary duration lasts from 
ten to twelve hours at its highest level, and as there 
would be an excess in great floods of at least 8,000 cubic 



294 RIVER CONSERVANCY, 

feet per second above what the channel is capable of dis- 
charging, it would be necessary to provide a reservoir to 
hold this quantity. • . . Mills and works of all kinds on 
the margin of the river would have to be purchased, rail- 
ways, roads, and canals to be diverted, and altogether the 
outlay would be so formidable as to render the construc- 
tion of reservoirs in the valley of the Irwell out of the 
question." Certainly, that would be so. 

Such a thing, however, would not be attempted or thought 
of in the midst of mills, railways, and canals, and nothing, 
we believe, is intended to be conveyed by the " theorists " 
mentioned, more than that where suitable reservoir sites 
exist the flood- waters now flowing from the areas above 
them, to the detriment of the rivers, may be so regulated 
that the owners of those lands may substitute works for 
money in respect of their liability to taxation in con- 
tributing to the funds required for the conservancy of the 
rivers below them. 
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SECTION XXXL 

County Boards and Watershed Areas. 

Thbouqh the collateral remarks we have made on this 
sulject, the main drift has been to consider how the 
prevention of floods may be effected, while at the same 
time making nse, for domestic and industrial purposes, of 
the water held back from the rivers in such manner as to 
relieve them in flood-time of that excessive quantity which 
now pours into them, and which they cannot carry off 
without overflowing. 

.Of the causes of this overflow there are different 
opinions : some attribute it to the increased extent and 
thoroughness of land drainage ; others to the obstructions 
of weirs or to narrow waterways of bridges, and withal 
to a general neglect of the watercourse itself, the banks 
of which have from time to time slipped into the river 
for want of protection, and the accumulated dSbrts has 
been allowed to remain there, shifted in position from 
time to time, but never removed, the floods at one time 
clearing a passage here, while there the accumulation has 
been increased, the general effect being that the regimen 
of the river has been destroyed or deteriorated. And one 
of the causes of this deterioration has undoubtedly been 
the great quantity of manufacturing refuse which has 
been tipped into the river as the readiest way of getting 
rid of it ; and house-ashes have been to a large extent 
got rid of in the same way. 

Whether we look at the agricultural interest, the miaing 
and manufacturing interests, the tenant or the landowner, 
millers, highway boards, county magistrateS| railway 
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companies, carriers by water or municipal authorities, we 
find them all implicated in the deterioration of the regi- 
men of rivers, as well as the owners of the lands from 
which the water flows without regulation : and it is not 
one person, party, or body who should be called upon to 
repair and maintain the regimen of rivers, but all in the 
same river-basin, whether dwellers or receivers of rent, 
cultivators or owners of the soil ; for all who have access 
to the river-banks contribute to its deterioration, while 
none does anything to improve it, or even to keep it in 
decent repair. 

The river is the first and chief cause of prosperity of 
the dwellers in the valley, whether they directly use it 
or not, and even though some of them never see it. Its 
repair and maintenance, then, is the duty of all, and if 
each would make good the damage he does, whether 
actively or by permission only, no one would have any 
right to call upon him to do more ; but, as a practicable 
thing, this is out of the question, and he must contribute 
to a common fand according to his means and liabilities, 
if he wishes to continue to enjoy his own rights in the 
river and what it brings him, without injuring his neigh- 
bour thereby. A good many people have not only wished 
to have all these advantages without doing anything 
in return, but have actually had them and converted 
them into hard cash. They should be allowed an oppor- 
tunity now of contributing somethiDg to the repair of the 
damage they have done. The apportionment amongst all 
parties, so as to be just to all, is not in this case a matter 
upon which hairs can be split, but a near approximation 
to strict justice may be made without much trouble — 
without, that is to say, more trouble than the redress of 
a long-standing and general grievance must necessarily 
entail. 

The authorities will find a difficulty in dealing with 
this question unless they form distinct watershed areas 
^or rating purposes. This, however, they can do by an 
interchange of equal areas, or of areas somewhat approxi- 
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mately equal, whicli lie on the borders and upon both 
sides of the watershed line ; not substantially, but ficti- 
tiously (have we no fictions in the Constitution already ? 
Chiltern Hundreds to wit); not altering the existing 
botuidaries of counties, where those lie on or near the 
'watershed lines, but giving and receiving &om each other 
Bncb. sums of money per annum as may be due from the 
small part of each county thus cut ofiF, as it were, by the 
i^atershed line, or in some other way, for there are several 
'ways of meeting this difficulty. 

The boundaries of some of the counties in many parts 
follow the watershed lines, and so far there is no difficulty 
but w'here these run through parts of counties, and re- 
enter adjoining ones, the principle of the majority might 
be acted upon—- either a majority of votes or the greater 
part of the rateable value of property within these out- 
lying parts. The inhabitants, if any, of such parts, might 
even have the choice to which county they will contribute, 
for the amount would be comparatively small, and the 
difference in the rates of one county and the adjoining 
one not great, perhaps, in any instance. 

A greater difficulty than lies here will be found in those 
counties which have river boundaries. Where a river 
divides counties, the boundary is assumed to be the centre 
of its old course, in general, however its present course 
may differ from its old one ; but neither in this case, nor 
in those where there has been no alteration in the position 
of the river, is this a well-marked line, nor indeed marked 
at all where the course of the river has not been wholly 
changed, and such a boundary may, under some circum- 
stances, give rise to disputes between adjoining county 
boards. AD. dredging operations would meet with diffi- 
culties arising from the jealousy and distrust between one 
board and the other, or at least might do so, and as dredging 
and similar operations will, in many cases, be the first 
things to be done, it will be well not to open the way to 
this at the outset. 
But a more frequent cause of difference of opinion will 
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• be where any work of protection may be made on one bank 
of the river, and not sunnltaneoiuly on the other bank in 
that reach of the river, for the action of water in rivers is 
snch that, if one point is defended against its attack, it 
exerts its power npon another, and the easiest, which in 
snch a case would probably be on the opposite bank a little 
lower down the stream, where the general line of the river 
is straight; while if both banks are defended its power is 
exerted npon the bottom, which is what is wanted, unless 
it be in exceptional cases. 

There is, perhaps, no snch thing as a long, old, straight, 
natural watercourse. If it is straight it is short. If long, 
it may be old, but is not straight. The ground is soft in 
some parts and hard in others, within the distance of only 
a few yards of a river-course, and the earth washed away 
from one part is deposited in another part of the river, and 
this usually takes place in the' slack water it meets with 
at the bend of the river, the debris being deposited on the 
inner side of the bend, on whichever bank of the river 
that may be ; but, as the general line of a river-course is 
straight, or nearly so, the deposit takes place at nearly the 
same number of places on each side of the river in the 
long-run. Were the ground on both sides of a river homo- 
geneous, the course would not even then remain straight 
for any long distance, for, although it might remain so 
as long as neither bank were touched, and no projection 
from either were made in the slightest degree, yet^ as soon 
as ever a small projection is made from either bank, the 
direction of the current begins to change, and, once begun, 
its natural action is to increase the inequalities. 

Art, scientifically directed, can bring it back to its 
pristine form, or to such other form as wisdom derived from 
the experience of ages finds preferable ; and that is what 
conservancy boards must now attempt. 

Where the boundary is and must remain in the centre 
of the river, it may probably be found advisable to give 
control of both banks to one authority, or half the whole 
length to each adjoining one. A post on each bank, directly 
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opposite eaoli other, distinctly marks the division of juris- 
diction, while the centre of the river is but a vague and 
Tincertain division ; and even if the two adjoining autho- 
rities could always agree to carry on the work of protec- 
tion or repair of the banks so that no injury should be 
done by one to the other side, there are other, though 
less important, difficulties which would arise out of such 
a boundary, irrespective of any question concerning the 
banks. 

It cannot be contemplated that any conservancy board 
would propose to alter county boundaries so far as to 
remove all river boundaries to their cognate watersheds ; 
otherwise many advantages would result to the manage- 
ment of rivers and all streams, by making new divisions / 
between such counties coincident with the watershed lines, \ 
which are capable of being accurately defined and perma- ' 
nently marked. Our control of water is limited ; we are 
masters of it only after it has fallen ; we turn it this way 
and that, but we cannot in any important degree change 
the ridges of the hills, and must take from the natural 
watershed what comes. 

Having got it, we can carry it from one valley to 
another, or from one side of a valley to the opposite one, 
and in doing this the work would be much facilitated if 
one board had the command of the whole of one valley. 
In preventing floods, such a jurisdiction would be equally 
advantageous; indeed, the advantages in this respect 
would be greater than in the other, for while a board on 
one side of a river may do all that is necessary for this 
purpose, and do it economically, they cannot economically 
carry out effectual works without the co-operation of the 
board on the other side of the river. 

Inasmuch as the abstraction of water from rivers or 
streams for the supply of towns, or indeed for any pur- 
pose, diminishes the quantity of flood-water in rivers, 
waterworks ought to be exempt from contribution to 
funds raised for the purpose of preventing floods. Where 
waterworks are situated on the banks of rivers, the water 
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is not taken in flood-times, for it is then mndcly, and tlie 
slnioes are closed ; and in any case the quantity abstrSrCted 
would be so small, relatively to the volume of the flood, 
that the effect wonld be of no importance. But in gravi- 
tation works the case is different ; here the flood- waters 
are impounded as a necessary part of the operation of the 
works, and if the storage reservoirs are sufficiently capa- 
dons to hold the great floods which at present cause so 
much injury, they assist the operations of any floods pre- 
vention Act which may be pa&sed. Bat of course a large 
quantity of water may be abstracted without diminishiDg 
injurious floods at all. A reservoir which has a capacity 
sufficient to hold the floods which occur during any three 
consecutive years of least rainfall only, is not large enough 
to retain the floods of wet years, or even of average years, 
for by the very terms upon which its size has been cal- 
culated, a portion of the average rainfall is allowed to 
pass it in floods which are omitted from the calculation 
upon which the capacity of the reservoir has been based. 

It used to be that the average rainfall was intended to 
be impounded, except that part which is evaporated and 
otherwise lost before the water arrives at the site of the 
reservoir, aud this of course included all floods, great and 
smalL But the inequalities of rainfall of different years 
in a long series are so great, that to make reservoirs large 
enough to effect this, they would have cost too much 
money ; and the system was adopted of calculating upon 
the regulation of the flow of water proceeding from the 
average rainfall of three years only, these being the driest 
three years to be found together in the records of the 
rainfall. It came to be known by experience that this 
was so nearly five-sixths of the average of the whole 
series, that a system was adopted of deducting at once a 
sixth part of the average annual rainfall, as being the 
quantity which could be stored in reservoirs of any prac- 
ticable dimensions — ^practicable, that is to say, with such 
an outlay of money as could be afforded. This, no doubt, 
was a very proper thing to do ; but it is inconsistent with 
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a claim to exemption, or at least to total exemption, for, 
admittedly, the floods of wet years are not stored, to the 
extent of onensixth of the whole rainfall, less the amount 
of evaporation and absorption, and this one-sixth part is a 
very large part in volume ; and it occurs, moreover, at 
those times when the benefit of its being stored or regu* 
lated would be greatest, and. when its liberation does most 
harm. 

To take an instance, where the average annual rain&U 
of a locality is 48in., it might be 40in. only upon which 
the capacity of a storage reservoir would be based, after 
deducting the proper depth for evaporation and absorp- 
tion ; but as to this latter, it only means the absorption of 
so much as does not reappear vdthin the drainage area, 
and is a small quantity in any case. The two together, 
and that which is taken up by vegetation-growth, are 
better called the loss; and this might be in such a case 
reckoned to be 13in., leaving 27in. only with which the 
capacity of the reservoir would be concerned, a portion of 
this being abstracted daily for the main purpose and 
diverted from the stream, and another portion left daily 
to the stream, its delivery out of the reservoir in the same 
quantiiy- during dry weather, as at other times, forming 
the compensation to the interests in the stream for the 
abstraction of the other portion, say, two-thirds abstracted 
and one-third left, or 18in. abstracted and 9in. left to the 
stream during three consecutive years of least rainfall. 
There woidd thus be Sin. in depth over the drainage area, 
which would pass the reservoir in floods, in a year of 
average rainfall, and the average annual quantity per 
1,000 acres of the drainage area would thus be 29,000,000 
cubic feet, which cannot be stored by reservoirs of these 
dimensions. 

But if the average annual rainfall be 48iD., and the 
mean of any three yean be 40in., there must be other 
years in which the rainfall exceeds 48in., and examina- 
tions of rainfiillzeooidaBhow that the d^^ of rain £sJling 
in the wettest year iaabmit twice as mueh as in the driest 
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year of all. In the above case 65in. or 66m. might be the 
depth fallen in the wettest year, and 33in. in the driest* 
the mean of all years being 48in., while the actual quan- 
tity dealt with by the construction of a reservoir would 
be about 40in., less the amount of evaporation, &c. If we 
do not take into consideration the very wettest year of all 
in the record, but a depth which occurs rather frequently, 
viz., 60in., there would be in each of those years, however 
many or few, 20in. of rainfall unimpounded, if the same 
loss by evaporation, &c., be allowed in these years as in 
the average of years, and, per 1,000 acres, the quantity is 
72,600,000 cubic feet of water, which cannot be stored in 
reservoirs, the capacities whereof have been calculated on 
those bases, and this water must continue to go down the 
river in floods. Hence, a total exemption of such water- 
works cannot be claimed. But it may be said that the 
effect of great floods is at least mitigated by such reser- 
voirs, and that is true, for even when the reservoir is full, 
a flood does not at once issue from it at the same rate as 
that with which it comes into it ; it expands over the area 
of the reservoir and raises its surface, and the time taken 
up in doing so is additional to the time in which the same 
volume of water would otherwise pass down the river, 
thus reducing its rate of , flow. 

The areas of water surface of reservoirs having different 
areas of watershed do not vary in the same ratio as the 
watershed areas, and therefore no simple number of acres 
of water surface per 1,000 acres of watershed area can be 
stated for all circumstances; but we may take an instatice 
in which there are 40 acres of water surface per 1,000 acres 
of the watershed area, and a flood running into the reser- 
voir at the rate of 360,000 cubic feet per hour, or 6,000 
cubic feet per minute, for 24 hours. A much greater 
quantity per minute might pass during some portion of 
the time. Supposing the reservoir full at the commence- 
ment of the flood, the water-level would be raised 18in. in 
from 7 to 8 hours, if none passed out during the time. If 
the waste-weir of the reservoir for this drainage area 
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ivere 20ft. wide (and it would not be safe to make it less), 
and if the co-efficient of discharge over it be taken at * 5, 
"whicli is the proper co -efficient for a weir with a crest 3ft. 
"wide, sloping 1 in 18 across, the above-named quantity of 
360,000 cubic feet per hour would pass over at a depth of 
ISin,, and the rate of flow out of the reservoir would be 
the same as that into it, when the water reached that 
height. Considering the quantity which would be passing 
out of the reservoir while 360,000 cubic feet per hour 
would be coming in, the time during which it would con- 
tinue to rise would be extended to about 12 hours, after 
which it would run out as fast as it ran in, which would 
he during the next 12 hours, and on the cessation of the 
flood the accumulated water would gradually subside to 
the level of the waste-weir. Thus in this case the claim 
for abatement of the effect of this flood would be in 
respect of half the time only. 

The case of the new Vymwy Waterworks for Liverpool 
is apropos. Mr. Sargeaunt, of Tewkesbury Park, a magis- 
trate for the county of Gloucester and of the borough of 
Tewkesbury, in his evidence before the Committee on the 
Liverpool Corporation Water Bill, in 1880, said that the 
damage by floods to meadow-land on the banks of the 
Severn between Gloucester and Worcester had been half 
a million of money, between the years 1871 and 1879, 
and he supported the Bill because he thought it would 
diminish floods. The Severn Commissioners, like most 
other people in the valley, when notice was given of the 
intention of the Liverpool Corporation to abstract water 
from the head of the river, were apprehensive of serious 
losses which might result to them, especially in dry 
weather; but also in the case of the Navigation Com- 
missioners, in the effect of the works in diminishing the 
scour of the bed of the river; and they consulted Mr. (now 
Sir) John Fowler, C.E., who reported to them that the 
effbct which the proposed works would have upon the 
Severn between Stourport and Gloucester would be a 
slightly-increased flow -at low water, and a diminution, to 
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a certain extent, in the frequency and height of the floods. 
He estimated, from the data then available to him, that a 
*' bank-full " flood (16ft. npon the upper sill of the Diglis 
Lock) would be diininished about 6in., and a *^ high flood " 
(20ffc. upon the sill) about 5iD. ; and he was of opinion, 
therefore, that the navigation interests would be prac- 
tically unaflFected, either for good or evil, by the proposed 
works. The quantity of water at that time proposed to 
be abstracted was 52,000,000 gallons per day. This was 
considerably reduced on the demands of those interested 
in the river, and the amount of compensation-water left 
to the stream correspondingly increased. 

On the basis of the probable annual discharge of the 
river at Diglis in 1868, an exceptionally dry year, and in 
1872, an exceptionally wet year, and on the measurements 
of Mr. E. Leader Williams, C.E., of the discharge at the same 
place at low water, bank-full, and high-flood. Sir John 
Fowler estimated the niean discharge of the Severn at Diglis 
to be 120,000 cubic feet per minute in an exceptionally dry 
year; 290,000 in an exceptionally wet year; and the 
average of a series of years to be 164,000 cubic feet per 
minute. At Gloucester, although the drainage area is 
nearly twice as large as at Diglis, near Worcester, he 
estimated the discharge to be not more than 168,000 in a 
dry year ; 464,000 in a wet year ; and 246,000 cubic feet 
per minute on an average of a series of years, being 
respectively 40 per cent., 60 per cent., and 50 per cent, 
greater than the quantities at Diglis; and having thus 
obtained approximate estimates of the mean discharge of 
the river, it became possible to him to ascertain the extent 
of the interference incidental to the proposed Tymwy 
works of the Liverpool Corporation. 

Assuming that 52,000,000 gallons a day would be ab- 
stracted, that would be 5,800 cubic feet per minute, or 
4'«83 per emit, of the whole quantity going over Diglis 
Wew in dry yQaxB,.2. per cent, in wet years, and 3*54 per 
cent, in avezaga years, \diilst the drainage area sffs^ed 
by the proposed works was only 1 *^84 per east. 
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In like manner the flow at QloiioeBter would be affected 
to the extent of 2 • 45 per cent, in dry years, 1 • 25;,per cent, 
in wet years, and 2 * 35 per cent, in average years, the 
drainage area affected being .6*02 per cent, of; the entire 
river-basin. 

With respect to floods,) Sir John Fowler was of opinion 
that liin. depth of rainfall in 1 24 hours running off the 
Yymwy watershed area at the site of the. proposed reser- 
voir. (Llanwddyn) would probably be a full measure of 
the maximum flood discharge in any year, which would 
amoutit to less than 90,000 cubic feet per minute, being 
about five times the low-water discharge over Diglis 
Weir; but comparing it with Mr^ Leader Williams'^ 
gaugings it amounts to but 13 per cent, of the banl:*full 
flood, and 7 * 8 per cent, of the high flood at Diglis, and, of 
course, a correspondingly smaller percentage of the flood 
discharge at Gloucester. .. , 

It was stated by Mr. Hawksley, that it is intended to 
take for Liverpool an average daily quantity of 3& million 
gallons ; about 40 millions in summer, and 32 millions in 
winter, giving to the stream 13^ million gallons a day on 
the average of each year. It was originally intended 
only to give 8 millions to the stream, but this has been 
increased to 10 millions every day, and 32 flushings- in 
the year, each of 40 million gallons. The command of 
water is very great in these works. ... 

The drainage area of the Vyrawy alone is 17,583 acres 
at the site of the reservoir, and the average annual rain- 
fall 61in..; but besides this large area, powers were taken 
by the Act to add 2,880 acres of the watershed area of the 
Afon Conwy, and 1,637 acres of that of the Marchnant, by 
driving a tunnel through the separating hills in each 
direction, so as to bring the water into the Llanwddyn 
Eeservoir, which was to have a water surface of 1 ,115 acres. 

Sir F. J. Bramwell, C.E., who supported Mr. Hawksley's 
evidence, said of this reservoir that in times of drought 
it will increase the flow of water in the river probably 
five times ; that it will frequently prevent floods, as far ap 
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they arise in the watershed area belonging to it, from 
arising at all, and in wet years, when they do occur, they 
will never reach their present intensity^ 

But he said also, which is important to observe, that 
the bulk of the water arising from the average annual 
rainfall of 61in. comes down in floods. For instance, 
31 per cent, of all the water that comes down, comes when 
the river is discharging at the rate of 100,000,000 gallons 
a day, or over, and this 31 per cent, of the quantity of 
water comes down in 18 per cent, of the time. 

Since the evidence upon which these remarks are 
founded was given, the large works to which it refers 
have been carried out towards completion, under the 
directions of Mr. Deacon, the Waterworks Engineer of 
Liverpool, and some alteration of the quantities of water 
to be taken and left, respectively, appear to have been 
made; but the original quantities stated serve well 
enough for comparison and for a general statement of the 
case, which is all that is here intended. 

The chief object of this reservoir is the water-supply of 
Liverpool, and it is not constructed in any respect with 
the object of preventing floods in the valley below it ; 
but its relative area being so large, viz., about 50 acres 
per 1000 acres of its watershed area, it will have the 
eflect, in cases of heavy rainstorms within its watershed 
area, of mitigating floods below it almost as much as if 
special provision had been made for that purpose. But 
its circumstances are very exceptional ; it is nearly Ave 
miles long, and is not here adduced as having any bearing 
on the subject of flood-regulation elsewhere. 
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TvAYS* storage (number of), 18, 
•^ 20 

Depth of water on the outer edge 

of a weir, 62 
Detection of waste of water, 237 
Discharge pipes, 5, 31, 32, 40, 

41 
Dobbin carts, 10 
Domestic water-supply, 217-221 
Du Buat's formula, 121, 123 
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"TlFPECTIVE fall on wheel, 142 
Efflux of water from a hole, 
146 
EmbankmeDts, 8-13 
Excavatiog puddle-trench^ 35 
Ejrtelwein's formula, 101 



INDEX. 

"g^UTTER'S formula, 122 



•piLOODS, 247-286 
"*• Flow of water off the 
ground, 253-258 * - . 
Freezing of open channels, 82 



GAUGES (rain), 70, 71 
(water), 51-63 

Gravel puddle, 3, 4 
Grimwith Compensation Reser- 
voir, 29 
Grindstones driven by water- 
power, 186-191 



TTEADofwater, 99 

"^ High -breast wheels^ 141, 

177-179 
High falU of water, 192 
Holmfirth Reservoir, 13 
Horse-power, basis of, 136 
Hydraulic gradient, 102 

mean depth, 81 

Hydraulicians (the older), 147 



TNTERSTICES of concrete ma- 
■*• terials, 48-50 
Irwell, river, 291 



T AND, relief of, from floods, 
-^ 271-277 
Llanwyddyn Reservoir, 305. 



METERS, 234-236 
^"" Mills, 127-216 
Motion of water in pipes, 100 



'^TEyILLE's formula, 122, 125 



■piPE across puddle trench, 33 
^ Pit sand, 46 
Plank gauges, 51-58 
Poncelet's wheel, 154 
Pressure in pipes, 106-109 

of the atmosphere, 97, 98 

Prony's formula, 124 
Puddle lining, 227 

trench, 4, 36, 37 

wall, 1 

Puddled clay, 2, 3 
Pumping main, 241 

water by water-power, 184, 

185 



T>AIL waggons, 10 
^^ Rainfall, 17, 64-69 
Rain gauges, 70. 71 



INDEX. 
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Regulation of flood waters, 278- 
286 

Relief of land from floods, 271- 

277 
River in trains 137, 163, 164 
River sand, 46 

Irwell, 291 . 

Severn, 259 

Thames, 259 

Witham, 289 

Rivers as county boundaries, 298 

conservancy, 287-294 

• , lowering the water-level of, 

248 

9 yearly neglect of, 248 

Road watering, 233 
Rotative beam-engine, 245 



QEPARATING the clear water, 
^ 128 

Service reservoirs, 93-95, 222-229 

Severn and Thames contrasted, 

260 
Slip-joints, 40 
Standpipes, 243 
Storage per acre of gathering 

ground, 21 
Strainers, 95 
Stream gauges, 51-63 
Strength of cast-iron pipes, 104- 

112 
Surface velocity, 124 



^THAMES and Severn compared, 
•*• 259 



Thickness of cast-iron pipes, 110- 
112 

Tittesworth Reservoir, 30 

Top-bank above top-water, 8, 23 

Trials of coal consumed in pump- 
ing water, 245, 246 

of water required to work 

mills, 171, 174 

Tunnels, 90, 91 

Turbines, 192-216 



TTNDERSHOT water-wheels, 
^ 152, 167, 170, 174 



yALVE pit, 30 

' tower, 42 
Velocity in open channels at the 
surface, 120-127 

in open channels, the mean, 

120-126 

in open channels at the 



bottom, 120-126 

— of approach to weirs, 158 

— of water, 165 

— of water in pipes, 99-101 



WASTE of water, 237 
' ' Watering roads, 233 
Weight of water, 98, 135 
Weirs of reservoirs, 28-30 

on rivers, 251 

Witham, river, 289 
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^ew Manual for Practic€U Engineers. 

THE PRACTICAL ENGINEER'S HAND-BOOK. Comprising 
a Treatise on Modern Engines and Boilers, Marine, Locomotive and Sta- 
tionary. And containini; a large collection of Rules and Practical Data 
relating to recent Practice in Designing and Constructing all kinds of 
Engines, Boilers, and other Engineering work. The whole constituting a 
comprehensive Key to the Board of Trade and other Examinations for Certi- 
ficates of Competency in Modern Mechanical Engineering. By Walter S. 
HuTTON, Civil and Mechanical En^neer, Author of "The Works* Manager's 
Hand-book for Engineers." &c. With upwards of 370 Illustrations. Second 
Edition, Revised with Additions. Medium 8vo, nearly 300 pp., price 185. 
Strongly bound. [Just published, 

13* This work is designed as a companion to the Author's "Works* 
Manager's Hand-book." It possesses many new and original features, and con- 
tains, like its predecessor, a quantity of matter not originally intended for publica- 
tion, hut collected by the author for his own use in the construction of a great variety 
of modem engineering work. 

The information is given in a condensed and concise form, and is illustrated by 
upwards of y;o Woodcuts; and comprises a quantity of tabulated matter of great 
value to all engaged in designing, constructing, or estimating for Engines, Boilers 
and OTHER Engineering Work. 

*#♦ Opinions of the Press. 

" We have kept it at hand for several weeks, referring to it as occasion arose, and we have not 
on a single occasiou consulted its pages without finding the information of which we were in quest." 
— AifunaufH. 

A thoroughly good practical handbook, which no engineer can go through without teaming 
something that wiU be of service to him."— AfartM^ Engineer. 

" An ezceDent book of reference for engineers, and a valuable text-book for students of 
engineering. "—Scotsman. 

" This valuable manual embodies the results and experience of the leading authorities on 
mechanical engineering."— J?wt/Si/*>i^ News. 

" The author has collected together a surprising quantity of rules and practical data, and has 
shown much judgment in the selections he has made. . . . There is no doubt that this book is 
one of the most useful of its kind published, and will be a very popular compendium."— £'M^M««r. 

" A mass of information, set down in simple language, and in such a form that it can be easily 
referred to at any time. The matter is uniformly gooa and well chosen, and is greatly elucidated 
by the illustrations. The book will find its way on to most engineers' shelves, where it will rank as 
one of the most useful books of reference."— /^rocftoi/ Engineer. 

" Full of useful information, and should be found on the office shdf of all pnctlcal tngfaten. - 
—English Mechanic. 

B 
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Handbook for Works' Managers. 

THE WORKS' MANAGER'S HANDBOOK OF MODERN 
RULESt TABLES, AND DATA. For Engineers, Millwrights, and Boiler 
Makers; Tool Makers, Machinists, and Metal Workers; Iron and Brass 
Founders, ftc. By W. S. Huttom, Civil and Mechanical Engineer, Author 
of ** The Practical Engineer's Handbook." Third Edition, carefully Revised, 
with Additions. In One handsome VoL, medium 8vo, price 155. strongly bound. 



The A uihor having compiled Rules and Data for his own use in a great 
variety of modem engineertng work, and having found his notes extremely useful, 
decided to publish them— revised to date — believing that a practical work, suited to 
theDAiJ^Y RSQUIRBMBNT8 OF MODERN BNGiMBERS, would be favourobly teccived. 

In the Third Edition, the following among other additions have been made, vis.r 
Rules for the Proportions of Riveted Joints in Soft Steel Plates,the Results of Experi- 
ments by Professor Kennedy /or the Institution of Mechanical Engineers — Rules 
for the Proportions of Turbines^Rules for the Strength of Hollow Shafts of Whit- 
worth's Compressed Steel, &c, 

♦»» Opinions of the Press. 

** The author treats ererjr subject from the point of view of one who has collected workshop 
notes for application in workshop practice, rather than from the theoretical or literary aspect. The 
TOlome contains a great deal of that kind of information which is gained only by practical ezpeci* 
ence, and is seldom written in books.'* — Engineer. 

"The volume is an exceedingly nsefiil one. brimlbl with engineers' notes, memoranda, and 
rules, and well worthy of being on every mechanical engineer's booksheUL"— Af<cAanw-a/ World. 

"A formidable mass of facts and figures, readuy accessible through an elaborate index 
.... Such a volume will be found absolutely necessary as a book of reference in all sorts 
of 'works 'connected with the metal trades."— J^ABnufV/rww Trades Ckxtdar. 

*' Brimful of useful information, stated in a concise form, Mr. Hntton's books have met a press- 
ing want among engineers. The book must prove extremely useful to every practical maa 
possessing a copy. "'-Practical Engineer. 

The Modernised ** Templeton.^* 

THE PRACTICAL MECHANICS WORKSHOP COM- 
PAN ION, Comprising a ^eat variety of the most useful Rules and Formula 
in Mechanical Science, with numerous Tables of Practical Data and Calcu- 
lated Results for Facilitating Mechanical Operations. By William Tkmplb- 
TON, Author of "The Engineer's Practical Assistant," &c. &c. Fifteenth 
Edition, Revised, Modernised, and considerably Enlarged by Walter S. 
HuTTON, C.E.. Author of "The Works' Manager's Handbook," "The 
Practical Engineer's Handbook," &c. Fcap. 8vo, nearly 500 pp., with Eight 
Plates and upwards of S50 Illustrative Diagrams, 6s., strongly bound for 
workshop or pocket wear and tear. 

KT' Tbiiplbton's " Mechanic's Workshop Companion** has been for more 
than a quarter of a century deservedly popular, and, as a recognised Text-Booh and 
toellrwom and thumb-marhed vade mecum of several generations of intellijgeni 
and aspiring workmen, it has had the reputation of having been the means of raising 
many of them in their position in life. 

In consequence of the lapse of time since the Author's death, and the great 
advances in liechantcal Science, the Publishers have thought it advisable to have it 
entirely Reconstructed and Modernised : and in its present greatly Enlarged and 
Improved form, they are sure that it will commend itself to the English workmen of 
the present day all the world over, and become^ like its predecessors, their indispens" 
able friend and referee. 

A smaller type having been adopted, and the page increased in sixe, while the 
number of pages has advanced from about 330 to nearly 500, the book practically con* 
tains double the amount of matter that was comprised in the original work, 

\* Opinions of the Prbss. 

" In its modernised form Hutton's ' Templeton ' should have a wide sale, for it contains mudi 
valuable information which the mechanic will often find of use, and not a few tables and notes which 
he mufht look for in vain in other works. This modernised edition will be appreciated by all who 
havel^raed to va^ue the original editions of ' Templeton.' "—English-Meckanic. 

" It has met with great success in the englneenng workshop, as we can testify : and there are 
a great many men who. in a great measure, owe their rise in life to this little hocik."—Bui/ditig News. 

" This familiar text-book— well known to all mechanics and engineers— is of essential service to 
the every-day requirements of engineers, mfllwrights and the various trades connected with 
engineeruig and buildhig. The new modernised edition is worth its weight in fpAdL''—Buildine 
News. (Second Notice.) 

" The publishers wisely entrusted the task of revision of this popular, valuable and usefnl book 
to Mr, HuttoD, than whom a aore competent man th«y could not bare fouod,'*->/r0M« 
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Stone^working Machinery^ 

STONE-WORKING MACHINERY, and the Rapid and Ecenomu 
cal Conversion of Stone, With Hints on the Arrangement and Management 
of Stone Works. By M. Powis Balb. M.I.M.E., A.M.I.C.E. With numerous 
IllnstratioBS. Large crown 8vo, 9s. cloth. 

"The book should be in tbm hands of eyery mason or student of stone-work."— C«//<ery 
GtianliaH. 

"It is in every sense of the word a standard work upon a subject which the author is fully 
competent to deal exhaustively yntti."—Bui/der's WetAly Reverter. 

" A capital handbook for all who manipulate stone for Duildinf or ornamental purposes.' — 
Machinety MarJUt, 

Turning. 

LATHE-WORK : A Practical Treatise on the Tools, Appliancesr 
and Processes employed in the Art of Turning. By Paul N. Hasluck. 
Third Edition, Revised and Enlarged. Crown ovo, 5s. cloth. 

*' Written by a man who knows, not only bow work cnght to be done, but who also knows how 
to do it; and how to convey his knowledge to others. To all turners this book would be valuable. 

" We cansafely recommend die work to young ei^fineers. ^ To the amateur it wtU simpty be 
"* * ' " '■ ■" 'at'"'"' * " ~ 



invaluable. To the student it will convey a gxtat deal of useful information."— £'M,fnt>f««r. 

*' A compact; succinct, and handy guide to lathe-work did not exist in our language unt Mr. 
Hasluck, by the publication of this treatise, gave the turner titX}iavaiU-m€CHm."—Juusc Decorator, 

SereW'Cutting. 

SCREW THREADS : And Methods of Producing Them. With 
Numerous Tables, and complete directions for using Screw-Cutting Lathes. 
By Paul N. Hasluck, Author of " Lathe- Work," « The Metol Turner's 
Handybook," &c. Waistcoat-pocket size, price u. lyust published, 

" Full of useful information, hints and practical criticism. Taps, dies and sc ewing-tools gene* 
rally are illustrated and their action described."— AfecAaifJas/ IVorld. 

" It b a complete compendium of all the details of the screw-cutting lathe ; in fact, a tnulium 
inparvo on all the subjects it treats upon."— Ca^/^/Ulrr andJiuilder. 

Engineer's and Machinist's Assistant. 

THE ENGINEER'S, MILLWRIGHT'S, and MACHINIST'S 
PRACTICAL ASSISTANT. A collection of Useful Tables, Rules and Data. 
By William Tbmplbton. Seventh Edition, with Additions. i8mo, 2s, 6d, 
cloth. 



** Templeton's handbook occupies a foremost place amonff books of this kind. A more^suitabl* 
present to an apprentice to any of the mechanical trades could 
Wew*. 



>resent to an apprentice to any of the mechanical trades coula not possibly be maido."—Bui/elinjr 



' A deservedly appreciated work, which should be in the ' drawer ' of every mechanic"— 
Eng^lish Muhanic. 

Iran and Steel. 

" IRON AND STEEL •* ; A Work for the Forge, Foundry, Factory, 
and Office, Containing ready, useful, and trustworthy Information for Iron- 
masters and their Stock-takers; Managers of Bar, Rail, Plate, and Sheet 
Rolling Mills; Iron and Metal Founders; Iron Ship and Bridge Builders ; 
Mechanical, Mining, and Consulting Engineers ; Architects, Contractors, 
Buildersj and Professional Draughtsmen. By Charles Hoark, Author of 
** The Slide Rule," &c. Eighth Edition, Revised throughout and considerably 
Enlarged. With folding Scales of "Foreign Measures compared with the 
Englisn Foot," and " Fixed Scales of Squares, Cubes, and Roots, Areas 
Decimal Equivalents/' &c. Oblong samo, leather, elastic band, 6s. 

** For comprehensiveness the book has not its equaL"— /nm. 

** One of the best of the pocket books, and a usefid companion in other branches of work Ulan 
Iron and steel." — English Mechanic, 

" We cordially recommoid this book to those engaged in considering the details of all kicds o 
iron and steel woncs."— .^Wrau/ Scitnu, 

High-Bressure Steam Engines. 

THE HIGH-PRESSURE STEAM-ENGINE : An Exposition 
of Us Comparative Merits and an Essay towards an Improved System of Construe 
turn. By Dr. Ernst Albam. Translated from the German, with Notes, by 
Dr. PoLB, M. Inst. C.E., &c. With 28 Plates. 8vo, 16s. 64. cloth. 

" Goes thoroughly into the examination of the hisrh-pre^sure engine, the boiler, and its appe:.d« 
ages, and deserve < a place in every scientific 1 brary."— 5//avi i>hipping ChroniJe. 
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^Sngineering Cansiruction. 

PATTERN^MAKING : A Practical TnaHu, embracing the Main 

Trpet of Bngineerinf Constmcticm, and inclading Gearing, both Hand and 

Machine maae, Enone Work, Sheaves and PaUeya, Pipes and CcdomnSt 

Screws, Machine Parts, Pumps and Cocks, the Moolding of Patterns in 

Loam and Greensand, Ac., together with the methods ot Estimating the 

weight of Castings; to which is added an Appendix of Tables for Workshop 

Refarence. Br a Fokkmam Pattbkm Makks. With upwards of Three 

Hmidred and Seventy Illnstrations. Crown 8vo, ys. 6d, cloth. 

** A wBll-writtea tedmiod guide, eTidendf written bv a man who imderstuids and has piac* 

ttaed what he has written about. We oordiaDr recooBinend it to ensineering^ student^ youcf 

Jottmejnnen, and othen deriroai of btang initiated into the mysteries of pMbegn-wakiag.''—SMUtUr. 

" LiicelT to prove a weloMne guide to many woilcmen, espedaUj to draughtsmen who have 

lacked a tnlniaf^ in the shopik puiMls punoing their practical studies m our faoories, and to em* 

p l oy ai s and manaffers in emneerinsr wmks. —Nardwttre TnuU y^umal. 

"More than 370 Mutraoons help to eapiain the text, which )m, however, always dear and ex* 
pHcit, thus rendennff the work an excellent vmdt nucum for the apprentice wlio desires to become 
nuster of his trade.'^C^v'ir A Meckanie, 

I>ictionary of MechaniccU Engineering Terms* 

LOCKWOOD'S DICTIONARY OF TERMS USED IN THE 
PRA CTICE OF MECHANIC A L ENGINEERING, embracing those current 
in the Drawing Office, Pattern Shop, Foundry, Fitting, Turning, Smith's and 
Boiler Shops, &c. &c. Comprising upwards of 6,000 Definitions. Edited by 
A FoRKMAN Pattbrm-Makbr, Author of *' Pattern Making." Crown 8vo, 
7S. 6d. cloth. [Ju$t published, 

"Just the sort of handy dicdonary lequhed by the Tariotis trades engaged m mechanical en- 
gineering. The practical engineering pupil will find the book of great value in his studies, and 
every foreman engineer and mechanic should have a copy."— Building- News. 

"After a carenil examination of the book, and trying all manner of words, we think that the 
engineer will here find all he is likely to require. It will be largdr used." — Practical Engineer. 

** This admiraMe dictionary, although primarfly intended for the use of draughtsmen and other 
technical craft<qnen, is of much larger value as a book of reference, and will find a ready welcome 
in many libiaries."— ^^te^fw Herald. 

Smith's Tables for Mechanics, etc* 

TABLES, MEMORANDA, AND CALCULATED RF.SUL'IS, 
FOR MECHANICS, ENGINEERS, ARCHITECTS, BUILDERS, etc. 
Selected and Arranged by Francis Smith. Fourth Edition, Revised and En- 
larged, 250 pp., waistcoat-pocket size, X5. 6d. limp leather. [Just published. 
" It would, perhaps, be as difficult to make a small pocket-book selection of notes and formnfae 
to suit all engineers as it would be to make a universal medicine ; but Mr. Smith's waistcoat* 
pocket collection may be looked upon as a successful attempt." — Engineer. 

" The best example we have ever seen of 250 pages of useful matter packed into the dimen- 
sions of a card'casie.''— Building News. 

"A veritable pocket treasury of knowledge.' ^Iroiu 

Steam Boilers. 

A TREATISE ON STEAM BOILERS: Their Strength, Con- 
struction, and Economical Worhing, By Robkrt Wilson, C.E. Fifth Edition. 
x2mo, 6s. cloth. 

" The best treatise that has ever been published on steam boilers."— J?M(^Mwr. 
"The author shows.himself perfect master of his subject, and we heartily recommend all em* 
irioying steam power to possess themselves of the w(xfc. —Inland's Iron Trade Ciaxitlar. 

Boiler CJiimneys. 

BOILER AND FACTORY CHIMNEYS; Their Draught-Power 
and Stability, With a Chapter on Lightning Conductors. By Robert 
Wilson, A.I.C.E., Author of "A Treatise on Steam Boilers,*' &c. Second 
Edition. Crown 8vo, 3X. 6d. cloth. [Just published. 

Boiler Making. 

THE BOILER-MAKER'S READY RECKONER. With Ex- 
amples of Practical Geometry and Templating, for the Use of Platers, 
Smiths and Riveters. Bv John Courtney, Edited by D. K. Clark, M.I.CB. 
Second Edition, Revisea, with Additions, ismo, 5s. half-bound. 

" A most useful work No workman or apprentice shotUd be without this book."— 

/rvM Trade Circular. 

" A reliable guide to die working boiler*maker."— /rw*. 

" Boiler-makers will readily recognise the value of this volume. . . . The tables are deariy 

Srinted, and so arranged tliat they can be referred to with the grea tes t ftdlitr, so that cannot be 
oubted that thoy will be generally appreciated and much »oa.''~-Jfimi»g y9$trmU, 
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Steam Bngine. 

TEXT-BOOK ON THE STEAM ENGINE. With a Sup- 
plement on Gas Engines. By T. M. Goodbvx, M.A., Barrister-at-Law, 
Author of "The Elements of Mechanism," &c. Ninth Edition. With 
numerous Illustrations. Crown 8vo, 6s. cloth. 

^ "Professor Goodeve has given us a treatise on the steam engine which win bear comparison 
with anything written by Hiuley or Maxwell, and we can award it no higher praise."— £»vrtec»r. 
" Professor Goodeve's book is ably and clearly written. It is a sound yeofk."—Athen€eum. * 

" Mr. Goodeve's text-book is a work of which every young engineer should possess himself. 
-^Mining yournal. 

" Essentially practical in its aims. The manner of exposition leaves nothing to be desired."— 
ScoistMUH. 

" A valuable vade meeum for the student of engineering, and shoidd be in the possession of 
eveiy scientific naAia."—C0Uiery Guardian. 

Qas Engines. 

ON GAS-ENGINES. Being a Reprint, with some Additions, of 
the Surolement to the Text-book on the Steam Engine, by T. M. Goodeve, 
M.A. Crown 8vo, zs. 6d, cloth. [Just published. 

" Like an Mr. Goodeve's writings, the present is no exception in point of general exceUence. 
It is a valuable little volume. "—A/ifcAa^itra/ IVorid. 

" This Uttle book win be useful to those who desire to understand how the gas-engine works. 
^■Eftflish Mechanic, 

Steam. 

THE SAFE USE OF STEAM. Containing Rules for Un- 
professional Steam-users. By an Enoinbbr. Fifth Edition. Sewed, 6d. 

" If steam-users would but learn this little book by heart; boiler exploaons would becooM 
fctions by their x»xity."—£ng'iisM Mechanic, 



Coal and Speed Talkies, 

A POCKET BOOK OF COAL AND SPEED TABLES, for 
Engineert and Steam-users. By Nelson Foley, Author of " Boiler Con- 
struction." Pocket>size, 35. 6d. cloth ; 45. leather. 

" This b a very useful book, containing ^m useful tables. The results given are wen chosen, 
and the volume contains evidence that the author reatty understands his subject. We can recouk- 
mend the work with pleasure."''— AfecAan^oi/ World, 

" These tables are designed to meet the requirements of every-day use ; they are of suflkient 
scope for most practical purposes, and may be commended to engineer^ and users of steam." — 
Iron. 



" This pocket-book weU merits the attention of the practical engineer. Mr. Foley has com- 
piled a very useful set of tables, the information contained in which is frequently required by 
engineers, coal consumers and users of steam."— /nwc and Coai Trades Review, 

Fire Engineering. 

FIRES, FIRE-ENGINES, AND FIRE-BRIGADES. With 
a History of Fire-Engines, their Construction, Use, and- Management ; Re- 
marks on Fire-Proof Buildings, and the Preservation of Life from Fire ; 
Statistics of the Fire Appliances in English Towns ; Foreign Fire Systems ; 
Hints on Fire Brigades, &c. &c. By Charles F. T. Youmg, C£. With 
numerous Illustrations, 544 pp., demy 8vo, £1 4s. cloth. 

** To such of our readers as are interested in the subject of fires and fire apparatus, we can most 
heartily commend this book. It is reaUy the only Bnglish work we now have upon the subject." — 
Ensineering^. 

** It displays much evidence of careful research ; and Mr. Young has put his facts neatly 
together. It is evident enough that his acquaintance with the practical details of the construction of 
■team fire engines, old and new, and the conditions with whicn it is necessary they should comply, 
tt accurate and fvSL"— Engineer, 

Gas Lighting. 

COMMON SENSE FOR GAS-USERS: A Catechism of Gas- 
Lighting for Householders, Gasfitters, Millowturs, Architects, Engineers, etc. 
By Robert Wilson, C.E., Author of "A Treatise on Steam Boilers." 
Second Edition, with Folding Plates and Wood Engravings. Crown 8vo, 
price IS. in wrapper. 

" An gas-users wiU decidedly benefit, both in pocket and comfort, if they wiU avail themselves 
of Mr Wuson's cooastis."— Engineering. 
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THE POPULAR WORKS OF MICHAEL REYNOLDS 
("Thk BicaiNS Duvbr's Fubnd"). 

Jjoeantotive'Engine thriving. 

LOCOMOTIVE'ENGINE DRIVING : A Practical Manual for 
Bngtneenin eharet of Locomotive Bnetnes, By Michael Retmolds, Member 
of the Society of Snsineers, formerly Locomotive Inspector L. B. and S. C. R. 
Ei^th Edition. IncToding a Kby to thb Locomotivb Engink. With Illus- 
trations and Portrait of Author. Crown 8vo. 45. 6d. cloth. 
"Mr. Reyn<rfds has supplied a want, and has supplied it weD. We can confidendy recommend 

ttM book, not only to the practical drirer, but to eyeryone who takes an interest in the pexfonnanca 

of kKOmodve ei^nes."— TVk^ Entrineer. 

" Mr. Reynolds has opened a new chapter In the literature of the day. This admirable practical 

treatise, of the practical utility oC which we have to speak in teems of warm commendation."— 

*' Evidently the work of one who knows his subject thoroughly."— Railway Service GaJtette. 
"Were the cautions and rules given in the book to become part of the erery-day working of 
our engine driTers, we mic^t have fewer distressinf; accidents to 6ieiskjm*''<— Scotsman, 

BtaUanary Engine Driving, 

STATIONARY ENGINE DRIVING : A PracHcal Manual for 
Bnpnurs in charre of Stationary Engines. By Michabl Rbtnolds. Third 
Edition, Enlarged. With Plates and Woodcuts. Crown 8vo, 4s. 6d, doth. 
"The author is thoroughly acquainted with his subjects* and his advice on the vaiioos points 

treated is dear and practicaL ... He has produced a manual which is an exceedingly uselU 

one for the chiss for whom it is specially \aXiead»±."—Bngineerinfr. 

" Our author leaves no stone unturned. He is determined that his readers shall not only know 

something about the stationary engine, but all about it."— Sngiruer. 

"An engineman who has mastered the contents of Mr.Reynolds's bookwffl require but litde actual 

experience with boilers and engines before he can be trusted to look after them." — English Medianie 

The Engineer^ JFireman, a/nd Engine^Boy. 

THE MODEL LOCOMOTIVE ENGINEER, FIREMAN, and 
ENGINE-BOY, Comprising a Historical Notice of the Pioneer Locomotive 
Engines and their Inventors. By Michabl Reynolds. With numerous Illus- 
trations and a fine Portrait of George Stephenson. Crown 8vo, 45. 6d, cloth. 
• " From the technical knowledge of the author it will appeal to the railway man of to-day more 
forcibly than anything written by Dr. Smiles. . . . The volume contains mformatioa of a tech* 
nical kind, and tacts uiat every driver should be (Miliar wHth."— English Mechanic, 

"We should be glad to see this book in the possession of everyone In the kingdom who hat 
ever laid, or is to lay, hands on a locomotive engine."— /rvn. 

Contin%AOUS Railway Brakes. 

CONTINUOUS RAILWAY BRAKES: A Practical Treatise on 
the several Systems in Use in the United Kingdom; their Construction and 
Performance, With copious Illustrations and numerous Tables. By Michael 
Reynolds. Large crown 8vo, gs. cloth. 
" A popular explanation of the different brakes. It will be of great assistance in fbrmlng pobBc 

opinion, anid will be studied with benefit by those who take an mterest in the yxakjt,"— English 

Mechanic. 

" Written with sufficient technical detafl to enable Uie principle and relative connection of dM 

various parts of each particular brake to be readily giai^pea."— Mechanical fVorld, 

Engine^Ihriving lAfe. 

ENGINE-DRIVING LIFE: or, Stirring Adventures and Inci- 
dents in the Lives of Locomotive-Engine Drivers, By Michael Reynolds. 
Ninth Thousand. Crown 8vo. 25. cloth. 

"From first to last is perfectly fascinating. Wilkie CoHins's most thrilling conceptions are tiirown 
into the shade by true inadents, endless in their variety, related in every page.**— ^«rtA British Mail, 



"Anyone who wishes to get a real insight into raihraT life cannot do better tfian read ' Engine- 
Driving Life ' for himself ; and if he once take it up he will find that the author's enthusiasm ana real 
love of the engine-driving professionwill carry him on till he has read every ptigp,"—SaitinleiyXewiew, 

JPocket Companion for Engine^nen. 

THE ENGINEMAN*S POCKET COMPANION AND PRAC- 
TICAL EDUCATOR FOR ENGINEMEN, BOILER ATTENDANTS, 
AND MECHANICS. By Michael Reynolds. With Forty-five Illustra- 
tions and numerous Diagrams. Second Edition, Revised. Royal zSmo, 3s. 6<f., 
strongly bound for pocket wear. ZJi^t published, 

" This admirable work is well suited to accomplish Its object, being the honest workmanship of 

a competent engineer." — Glasgvw Herald, 

" A most meritorious work, giviiig in a succinct and practical form all the information an eiurine- 

minder desirous of mastering the scientific principles ot his daily calling would require."— ^tMrr. 
" A boon to those who are striving to become efficient mechanics. "•« ^aily Chronicle, 
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Prench'English Qloasary for Enffineera, etc 

A POCKET GLOSSARY ef TECHNICAL TERMS: ENGLISH- 
FRENCH, FRENCH-ENGLISH ;viilbTabtestaiti,b]etoithe/irciiltH:lBral, 
Engineeriag, Maaafactuiing and Nautical Piofesslaaa. By John Jambs 
Fletcher, Engineer and Surteyor ; loo pp. Waistcoat-pcckel eiie, u. 6d., 
limp leather. 

"IEJB4 verrcKUulvuilAj^foMcaderaajidcorEHjKindciiiE In Fiance and Eiuiuid lo Tiavo 
»l"aBaxiuniberof lli«wotd*nJaiing toroarinccrinfi and manufflcturen collKled III A lOLpuUdn 

Portable Engines. 

THE PORTABLE ENGINE; ITS CONSTRUCTION AND 

Engines generally'. By Williau Dvson Wanbbbough. Wilh 90 Illuslra- 
lions. Cro~navo,3j. 6d. clolb. \yusl fubtishid. 

^' Sucli a evneni kjiDw:eite« or (lie sHain cotfiat us Mr. WatubrH^h rumi^ES to the jeader 
tthoDld be acquired by aH iDHUi^eiu ownui and othflnwheuietbc neam Dnfiii«. "-^BMiidine Wtyii. 

Cim. EHGI MEERINO, STn tYEYING, etc. 

UR. HUUBER-S IMPORTANT ENGINEERINO BOOKS. 
The Water Supply of Cities ana Towns. 

A COMPREHENSIVE TREATISE an the WATER-SUPPLY 
OF CITIES AND TOWNS. By Wtlliam Huubbr, A-M. Insl. C,E„Bnii 
M, Inst, M.E., Author of "Ca51 and Wrought Iron Bridge ConMruclion," 
Ac. &c. lllustraled Hith 50 Double Plates, i Single Plate, Coloured 
Frontiapiece, and upwards of 250 Woodcula. and containing 400 pages of 
Text. Imp. 4I0, £6 6). elegantly and substantially half-bound in morocco. 



■nve can onentuUte Mr. Himiberea havlne been able ta t^re »o large in amount of infb^ 
maHoa on a mbjact so bnponani aa the wafer sumfly of cities and towns. The plalee, fifty in 

ef evecy eimiDeaE *lHi$a pfacdce may ILa in tbi$ branch of the prDfeHloiL"—ifqriAj^. 

Cast and Wrought Iron Bridge Construction. 

A COMPLETE AND PRACTICAL TREATISE ON CAST 
AND WROUGHT IRON BRIDGE CONSTRUCTION, including Iron 
Foundaticmt. In Three Pans— Theoretical, PiacUcal, and Descriptive. By 
William Huubeb, A-M, Inst. C,E.,and M. InsL M.E. Third Edilion, Re- 
vised and much improred, with 115 Double Plates (» of which now first 
appear In Itaisedilionl.andnumecoos Additions to the Text. In Two Vols., 
imp. 410, £6 i&. 6d. hal^boand in morocco. 
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CROSBY LOCKWOOD ^ SON'S CATALOGUE. 



MR. NUMBER'S GREAT WORK ON MODERN ENGINEERING. 

Complete in Four Volumes, imperial 4to, price fit iss., half-morocco. Each 

Volume sold separately as fellows :— 

A RECORD OF THE PROGRESS OF MODERN ENGINEER- 
ING. First Sbriks. Comprising Civil, Mechanical, Marine, Hydraalic, 
Railway, Bridge, and other Engineering Works, &c. By William Humber, 
A-M. Inst C.E., ftc Imp. 4to, with 36 Doable Plates, drawn to a large scale. 
Photographic Portrait of John Hawkshaw, C.E., F.R.S., ftc., and copious 
descriptive Letterpress, Specifications, &c., £3 3s. half-morocco. 

List of tht Plates and Diagrams, 



Tbames. West London Extension Raflwar (5 
^ates); Annonr Flates: Suspension Briog*, 
Thames (4 (dates); The Allen Engine; Sos- 
pension Bridge, Aron (3 plates); Undeiground 
Railway (3 plates). 



Vktoria StatioD and RooC L. B. & S. C.R. 
ft plates) ; Southport Ker (1 plates); Victoria 
Statioeand RooITl. C. & D. and G. W. R. (6 
plates); Roof of Cremorae Music HaU ; Bridge 
over G. N. Raflway ; Roof d SUtioa, DutcA 
Rhenirii Rail (a plates); Bridge over the 

" Handsomdy lithographed and printed. It will find bvonr with numy who derire to presenre 
la a pennaaent fonn copies of the i>Ians and specifications prepared for the guidance of the con* 
tiactois for aaany impoittnt engineering wotks. —Enfituer. 

NUMBER'S RECORD OF MODERN ENGINEERING. Second 
Sbriks. Imp. 4to, with 36 Double Plates, Photographic Portrait of Robert 
Stephenson, C.E., M.P., F.R.S., &c., and copious descriptive Letterpressi 
Specifications, ftc., £3 3s. half-morocco. 

List of the Plates and Diagrams, 

nrkenhead Docks, Low Water Basin (15 
plates); Charily Cross Station Roof. C. C. 



Railway (9 plates); Digswell Viaduct, Great 
Northern Rwlway ; Robbery Wood Viaduct, 
Great Northern Railway; Iron Permanent 
Way; Clyduh Viadoct, Merthyr, Tredegar, 



and AbeiKavettny Railway; Ebbw Vladnc^ 
Mer(hyr, Tredegar, and Aheigavenny Rsil- 
way; CoDcm Wood Viaduct. Cornwall Rail- 
way ; Dublin Winter Palace Roof (3 plates) ; 
Bndge over the Thames. L. C. & D. RailwaBr 
(6 pl^es) ; Albert Harbour, (keenock (4 plates^ 

" Mr. Humber has done the profession good and true service, by the fine collection of examples 
he has hera brought before the professioo and the pubbc.''—PractiaU Meckatti^s youmal, 

HUMBERTS RECORD OF MODERN ENGINEERING. Third 
Sbriss. Imp. 4to, with 40 Doable Plates, Photo^phic Portrait of J. R. 
M'Clean, late Pres. Inst. C.E., and copious descriptive Letterpress, Speci- 
fications, ftc., £3 3s. half-morocco. 

Ltst of the Plates and Diagrams, 



IfAHf DRXntAGB, METROPOLIS.— ATtfr^* 
SAfr.— Map showing Interception ot Sewers; 
Middle Level Sewer (a plates) ; Outlall Sewer, 
Bridge over River Lea (3 plates) ; Outiall Sewer, 
Bridge over Marsh Lane, North Woolwich 
Railway, and Bow and Barking Railway Junc- 
tion; Outfall Sewer, Bridge over Bow and 
Baridng RaOway (3 plates); Outfall Sewer, 
ado 



Sewer, Reservoir and Outlet (4 olates) ; Ontfid 
Sewer. Filth Hoist; Sectk>ns of Sewers (North 
and South Sides). 

Thames Embankment.— Section of River 
Wall ; Steamboat Pier, Westnunster (a plates); 
I^andlng Stairs between Charing Crocs ana 
Waterloo Bridges ; York Gate (a phtes) ; Over* 
flow and Outlet at Savoy Street Sewer (3 plates) ; 
Steamboat Pier. Waterloo Bridge (3 plates); 
Junction of Seweis, Flans and Sections; 
Gullies, Plans and Sections; RoUiog Stock; 
Granite and Iron Forts. 



Bridge over East London Waterworks' Feeder 
(a plates) ; Outfall Sewer, Reservoir (a plates) ; 
Outfall Sewer, Tumbling Bay and Outlet j Out- 
fall Sewer, Penstocks. South Side.— Outfall 
Sewer, Bermondscy Branch (a plates) ; Outfall 

" The drawings have a constantly increasing value, and whoever desires to possess dear repr^ 
sentations of the two great works carried out by our Metropolitan Board will obtain Mr. Humber's 
volume."— ffl^vMrr. 

HUMBER'S RECORD OF MODERN ENGINEERING. Fourth 
Series. Imp. 4to, with 36 Double Plates, Photo^aphic Portrait of John 
Fowler, late Pres. Inst. C.E., and copious descriptive Letterpress, Speci- 
fications, &c., £s 35. half-morocco. 

List of the Plates and Diagrams, 



Abbey MiDs Pumping Station, Main Drain- 
age, Metropolis (4 plates) ; Barrow Docks k 
plates) ; Manquis Viaduct, Santiago and Val- 
paraiso Railway (a plates) ; Adam's Locomo- 
tive, St. Helen's Canal RaQway (9 plates) ; 
Cannon Street Station Roof, Cnanng Cross 
Railway (3 plates) ; Road Bridge over the River 
Moka (a phttes); Telegraphic Apparatus for 



Mesopotamia ; Viaduct over the River Wye, 
Midland RaUway (3 plates) ; St. Germans \^- 
duct, Cornwall Rsiuway (a plates); Wrought- 
Iron Cylinder for Diving Bell ; Millwall Docks 
(6 plat^); Milroy's Patent Excavator ; Metro- 
politan District Railway (6 plates); Harbours^ 
Ports, and Breakwaters (3 plates). 



"We gladlywelcome another year's issue of this valuable publication from the able pen of 
Mr. Humber. The accuracy and general excellence of this work are well known, while its useful- 
ness in giving the measurements and details ot some of the latest examples of engineering, as 
carried out by the most eminent men in the profession, cannot be too highly prized."— wtfrMrait. 
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MR. NUMBER'S ENGINEERING BOOKS-^ontinued. 
Strains, Calculation of. 

A HANDY BOOK FOR THE CALCULATION OF STRAINS 

IN GIRDERS AND SIMILARSTRUCTURES.AND THEIR STRENGTH. 

Consisting of FormulaB and Corresponding Diagrams, with numeroi^ details 

for Practical Application, &c. By William Humbbr, A-M. Inst. C.E., &c. 

Fourth Edition. Crown 8vo, nearly 100 Woodcuts and 3 Plates, 7s. 6d, cloth. 

" The formube are neatly expressed, and the diagrams good."—jithenaufH, 

" We heartily commend this re?lly han4y book to our engineer and architect readan.**— £ni'> 

hsh Mechanic 

JSarlow^s Strength of Materials, enlarged byHumber. 

A TREATISE ON THE STRENGTH OF MATERIALS: 
with Rules for Application in Architecture, the Construction of Suspension 
Bridges, Railways, &c. By Pbtbr Barlow, F.R.S. A New Edition, revised 
by his Sons, P. W. Barlow, F.R.S., and W. H. Barlow, F.R.S. ; to which 
are added. Experiments by Hodq|cinson, Fairbairn, and Kirkaldy; and 
Formulae for Calculating Girders, &c. Arranged and Edited by W. Humbbr, 
A-M. Inst. C.E. Demy 8vo, 400 pp., with 19 large Plates and numerous 
Woodcuts, 1 8s. cloth. 
" Valuable alike to the student, tyro, and the experienced practitioner, It win always rank in 



future, as it has hitherto done, as the standard treatise on that pardcular subject."— ^MSf'iMMr. 
'' There Ls no greater authority than Barlow." — Building' rfews. 
' Deserves a foremost place on the bookshelves of every civil engineer."— £'»^/mA Methanie, 



<i 



Trigonometrical Surveying. 

AN OUTLINE OF THE METHOD OF CONDUCTING A 
TRIGONOMETRICAL SURVEY, for the Formation of Geographical and 
Topographical Maps and Plans, Military Reconnaissance, Levelling, &c., with 
Useful Problems, Formulas, and Tables. By Lieut.-General Fromb, R.E. 
Fourth Edition, Revised and partly Re- written by Major General Sir Charlbs 
Warrbn, G.C.M.G., R.E. With 19 Plates and 115 Woodcuts, royal 8vo, i6s. 
cloth. 

"The simple fact that a fourth edition has been called for is the best testimony to its merits. 
No words of praise from us can strengthen the position so well and so steadily maintained by this 
work. Sir Charles Warren has revised the entire work, and made such additions as were nec e s sa r y 
to bring every portion of the contents up to the present da,ib."—£rvad Artw, 

Oblique Bridges* 

A PRACTICAL AND THEORETICAL ESSAY ON OBLIQUE 
BRIDGES. With 13 large Plates. By the late Gborgb Watson Buck, 
M.I.C.E. Third Edition, revised by his Son, J< H. Watson Buck, M.I.C.E. ; 
and with the addition of Description to Diagrams for Facilitating the Con- 
struction of Oblique Bridges, by W. H. Barlow, M.I.C.E. Royal 8vo, i». 
cloth. 

" The standard text-book for all engineers r^^rding skew arches is Mr. Buck's treatise, and it 
would be impossible to consult a better. '—Enje^neer, 

"Mr. Buck's treatise is recognised as a standard text-book, and his treatment has divested the 
subject of many of the intricacies supposed tu belong to it. As a guide to the engineer and archi- 
tect, on a confessedly difficult subject, Mr. Buck's work is unsurpassed."— ^Mt/a?t»^A!fWj. 

Bridge Construction, 

EXAMPLES OF BRIDGE AND VIADUCT CONSTRUC- 
TION OF MASON R Y, TIMBER, A ND IRON, Consisting of 46 Plates from 
the Contract Drawings or Admeasurement of Select Works. By W. D. 
Haskoll C.E. Second Edition, with the addition of 554 Estimates, and the 
Practice of Setting out Works. Illustrated with 6 pages of Diagrams. Imp^ 
4to, £2 i2s. 6d. halt-morocco. 

" A work of the present nature by a man of Mr. HaskoU's experience must prove invaluable. 
The tables of estimates will considerably enhance its valuit.''—Jin^iH€eri»£: 

Earthwork* 

EARTHWORK TABLES. Showing the Contents in Cubic 
Yards of Embankments, Cuttings, &c.,of Heights or Depths up to an average 
of 80 feet. By Josbph Broadbent, C.E., and Francis Campin, C.E. Crown 
8vo, 55. cloth. 

" The way in which accuracy is attained, by a simple division of each cross section into three 
elements, two in which are constant and one variable, is ingenious."— ^^/MM<r mm. 
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StaHeSf Graphic and AnaiyHe. 

GRAPHIC AND ANALYTIC STATICSM ihHr Practical Appiu 
cmiiom to the Tnmtmumt of Strrssa m Roofs, Solid Girders, Lattice, Bowstring 
mmdSm^emaom Bridges, Bnued Irom Arches and Piers, and other Frameworks 
Bt R. Hcdsom Gkaham, CE. Containing Diagrams and Plates to Scale. 
With nanwroas Examples, many taken from existing Stnictares. Specially 
airaoffed ftv Class- work in Colleges and Universities. Second Edition, Re* 
▼ised and Enlarged. 9vo, i6s. cloth. 
'•Ifr.GnfcMi'tbookiigiBdapbcew l ici c twgCTplBCMidaiialytkslatksaraiisedorstDdied. 

K is adninbhr MlipCed far the aidiltect aDd engineer, and will tend 
I a tedkms and faboored node of ralmtarion."-JK«afi:w^ News. 




"Tke work isercdeK fioB a pnctical point of Tiew. and has evidently been prepared with 

idanc 



for w u i kiag are ample, and are Uhtstrated by an abundance of well- 
It is an eTC oBc t text-boolL Cor the practical draughtsman."— ^rte»ueK«». 



Sur vey JPradice* 

AID TO SURVEY PRACTICE, for Reference in Surveying, LeveU 
ling, SeUing-oMt mmd m Route Surveyi of Travellers by Land and Sea, With 
Tables, lUustrations, and ReoMds. By Lewis D'A. Jackson, A.M.I.C.E., 
Anthor of " Hydzaolic llannai,** ** Modem Horology/' &c. Large crown 8vo, 
t2S.6d. doth. 



* Mr. Jartraon has prodnced a vabable Ttub-tmemm for the sui T eyo r . We can recommend 
this book as mntaiaing an arlminihic sopplonent to the teaching of die accomplished surveyor." — 

** As a text-book we should adrise all sui ve yu t s to pbce it in their fibraries. and study wdl the 
eaatnred Jnamctions afforded in its pages." — Colliery Guardiau. 

** The author brings to his work a fortunate amoo of theory and practical enerience which, 
aided by a dear and lucid style of writing, readers tl>e tM>ok a very use&d one."— ^wftUSfr. 

Surveying^ iMnd and Marine, 

LAND AND MARINE SC7l?F£y/NG. in Reference to the Pre- 
paration of Plans for Roads and Railways ; Canals, Rivers, Towns' Water 
Supplies: Docks and Harbonrs. With Uescription and Use of Surveying 
Instruments. By W. Davis Haskoll, C.E., Author of " Bridge and Viaduct 
Construction,*' ftic Second Edition, Revised, with Additions. Large crown 
8vo, 9s. doth. 

"A most useful and wdl arranged book for the aid of a student. We can strongly recommend 
it as a carefully written and valuable tezt-boolc It eqjoys a weU-deserved repiUe among surveyors." 
—Builder. 

** This volume cannot laO to prove of the utmost practical utility. It may be safely recommended 
to all students who aspire to become clean and expesx surveyors." — JUinin£- younuU. 

JLeveUing* 

A TREATISE ON THE PRINCIPLES AND PRACTICE OF 
LEVELLING, Showing its Application to purposes of Railway and Civil 
Engineering, in the Construction of Roads ; with Mr. Telford's Rules for the 
same. By Frederick W. Simms, F.G.S., M. Inst. C.E. Seventh Edition, with 
the addition of Law's Practical Examples for Setting-out Railway Curves, and 
Trautwins's Field Pracuce of Laying-out Circular Curves. With 7 Plates 
and numerous Woodcuts, 8vo, 8s. 6d, cloth. ♦»* Trautwinb on Curves 
may be had separate, 5s. 

•• The text-book on levelling in most of our engineering schools and ccSiegt^'*—EMgrifteer. 
•* The publishers have rendered a substantial service to the profession, especially to the younger 
•embers, by briitging out the present edition of Mr. Simms*s useful work."— Engineerinjr, 

Tunnetting. 

PRACTICAL TUNNELLING, Explaining in detail the Setting- 
out of the works, Shaft-sinkingand Heading-driving, Ranging the Lines and 
Levelling underground, Sub-Excavating, Timbering, and the Construction 
of the Brickwork oi Tunnels, with the amount of Labour required for, and the 
Cost of, the various portions of the work. By Frederick W. Siuus, F.G.S., 
M. Inst. C.E. Third Edition, Revised and Extended by D. Kinnear Clark, 
M. Inst. C.E. Imp. Svo, with 21 Folding Plates and numerous Wood Engrav- 
ings, 30s. cloth. 

** The estimation in which Mr. Simms's book has been held for over thirty years cannot be more 
truly expressed than in the words of the late Prof. Rankine : — ' The best source of informatioa 
on the subject of tunnels is M r. F. W. Simms's work on Practical Tunnelling.' "—Arckitett, 

" Mr. Clark has added im-nensely to the value of the book." — Engineer. 

" The additional chapters by Mr. Clark, containing as they do numerous examples of modeta 
practice, bring the book well up to date. '—Bngineerinsr. 
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Seat, Expansion by* 

EXPANSION OF STRUCTURES BY HEAT. By John 
Kbily, C.E., late of the Indian Public Works and Victorian Railway Depart- 
ments. Crown 8vo, 35. 6d. cloth. [Just published^ 

Summary of Contents. 



Section I. 
Section II. 
Section III. 
Section IV. 



Formulas and Data. 
Metal Bars. 
Simple Frames. 
Complex Frames ] and 
Plates. 
Section V. Thermal Conductivity. 



Section VI. Mechanical Force of 

Heat. 
Section VII. Work of Expansion 

and Contraction. 
Section VIII. Suspension Bridges. 
Section IX. Masonry Structures. 



** The aim the author has set- before him, viz., to show the effects of heat upon metallic and 
other structures, is a laudable one, for this is a branch of physics upon which the engineer or archi- 
tect can find but little reliable and comprehensive data in books."— Buiid€r. 

" Whoever is concerned to know the effect of changres of temperature on such structures as 
suspension bridges and the like, could not do better than consult Mr. Kelly's valuable and handy 
exposition of the geometrical principles involved in these Qbanges."Scotsman, 

JPractical Mathematics » 

MATHEMATICS FOR PRACTICAL MEN: Being a Common- 
place Book of Pure and Mixed Mathematics. Designed chiefly for the use 
of Civil Engineers, Architects and Surveyors. By Olinthus Gregory, 
LL.D., F.R.A.S., Enlarged by Henry Law, C.E. 4th Edition, carefully 
Revised by J. R. Young, formerly Professor of Mathematics, Belfast College. . 
With 13 Plates, 8vo, £1 is., cloth. 

" The engineer or architect will here find ready to his hand rules for solving nearly every mathe* 
matical difficulty that may arise in his practice. The rules are in all cases explained by means of 
examples, in which every step of the process is clearly worked out." "Bui/d^r. v . 

" One of the most serviceable boolcs for practical mechanics. . t . It is an instructive book 
for the student, and a text-book for him who, having once mastered the subjects it treats of, needs 
occasionally to refresh his memory upon thesa,"--£uiUinji^ News. 

Hydraulic Tables. 

HYDRAULIC TABLES, CO-EFFICIENTS, and FORMULA 
for finding the Discharge of Water from Orifices, Notches, Weirs, Pipes, and 
Rivers, With New Formulas, Tables, and General Information on Rainfall, 
Catchment- Basins, Drainage, Sewerage, Water Supply for Towns and Mill 
Power. By John Neville, Civil Engineer, M.R.I.A. Third Edition, care- 
fully revised, with considerable Additions. Numerous Illustrations. Crown 
8vo, 14$. cloth. 

" It is, of all English books on die subject, the one nearest to completeness. . . . From the 
good arrangement of the matter, the clear explanations, and abundance. of formulae, the carefully 
calculated tables, and, above all, the thorough acquaintance with both theory and constructioD, 
which is displayed from first to last, the book will be found to be an acquisidon. — ^nAtfaicA 

River Engineering. 

RIVER BARS : The Causes oj their Formation, and their Treatment 
by ** Induced Tidal Scour. " With a Description of the Successful Reduction 
by this Method of the Bar at Dublin. By I.J.Mann, Assist. Eng. to the 
Dublin Port and Docks Board. Royal 8vo, 75. 6d. cloth. 

"¥^e recommend all interested in harbour works— and, indeed, those corcemedinthe improTe* 
■oents of rivers generally — to read Mr. Mann's interesting vrork.'—Bnjiineer. 

" A most Tsuuable contribution to the history of this branch of CDginewAag."—JSn£ifuer{H£- 
and Mining youmal. 

Hydravlics. 

HYDRA ULIC MANUAL. Consisting of Working Tables and 
Explanatory Text. Intended as a Guide in Hydraulic Calculations and Field 
Operations. By Lowis D'A. Jackson, Author of '* Aid to Survey Practice," 
"Modem Metrology,'' &c. Fourth Edition. Rewritten and Enlarged. 
Large crown 8vo, i6s. cloth. 

" The author has been a careful observer of the facts which have come under his notice, as 
wen as a painstaking collector and critic of the results of the experiments of others, and from the 
great mass of material at his command he has constructed a manual which may be accepted as a 
trustworthy guide to this branch of the engineer's profession." — Engineering. 

" The standard work in this department of mechanics. The present edition has been brought 
abreast of the most recent ^Ta.c\\c»."— Scotsman. 

" The most useful feature of this work is its freedom from what is superannuated, and its 
thorough adoption of recent experiments ; the text is, in fact, in great part a short account of the 
great modem experiments."— JV0/wfv. 
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I>raina>ge. 

ON THE DRAINAGE OF LANDS, TOWNS AND BUILD- 
INGS. By G. D. Dbmpsby, C.E., Antbor of ** The Practical Railway £n- 
flineer,'* Ac. Revised, with large Additions on Rbcbnt Pbacticb in 
Drainage Enginbbring, by D. Kimnbar Clark, M.Inst. C.E. Author of 
*' Tramways : their Construction and Working," " A Manual of Rules, Tables, 
and Data tor Mechanical Engineers," &c. &c. Crown 8vo» 75. 6d. cloth. 

[yust Published. 
" The new matter added to Mr. Dempsey's excellent work is characterised by the comprehen- 
siTe grasp and accuracy of detail for which the name of Mr. D. K. Clark is a sumdent voucher."— 
AtAetutum. 

" As a work on recent practice in drain^fe engineeiinflf, the book is to be commended to all 
who are making that branch of engineering science their special study." — /ron.^ 

" A comprehensive manual oa drainage engineering, and a useful introduction to the student." 
BuiUiHgr News. 

Tramways and their Working* 

TRAMWAYS: THEIR CONSTRUCTION AND WORKING. 




fi: 



Stock: and ample Details of Cost and Working Expenses: the Progress 
recently made in Tramway Construction, &c. &c. By D. Kinnbar CiIark, 
M. Inst. C.E. With over 200 Wood Engravings, and 13 Folding Plates. Two 
Vols., large crown 8vo, 30s. cloth. 

" All interested in tramways must refer to it, as all railway engineers have turned to the author's 
work ' Railway Machinery.'"— £M^iM««r. 

" An exhaustive and practical work on tramways, in whidi the history of tfali kind of loconio* 
tion, and a description and cost of the varions modes of laying tramways, are to be found."^— 
Buiidingr News. 

" The best form of rails, the best mode of construction, and the best mechanical appliances 
are so fairly indicated in the work under review, that any engineer about to construct a tramway 
will be enabled at once to obtain the practical information which will be of most service to him."— 
AtheH4eutn, 

Oblique Arches, 

A PRACTICAL TREATISE ON THE CONSTRUCTION OP 
OBLiqUE ARCHES, By John Hart. Third Edition, with Plates. Im- 
perial 6vo, 85. cloth. 

CurveSf Tables for Setting-ouU 

TABLES OF TANGENTIAL ANGLES AND MULTIPLES 
for SeUing-out Curves from 5 to 200 Radius. By Alfxandbr Bba2elby, 
M. Inst C.E. Third Edition. Printed on 48 Cards, and sold in a cloth boz« 
waistcoat-pocket size, 3s. 6d. 

" Each table is printed on a small card, whidi, being placed on the theodoHte, leaves the hands 
tree to manipulate the instrument— no small advantage as regards the rapidity of work."— £M^cM«rr. 
" Very handy ; a man may know that all his day's work must fall on two of these caxds^ whidi 
he puts mo his own card-case, and leaves the rest behiad."— A t^efioum, 

^Engineering Fieldwork* 

THE PRACTICE OF ENGINEERING FIELD WORK, applied 

to Land and Hydraulic, Hydrographic, and Submarine Surveying and Levelling, 
Second Edition, Revised, with considerable Additions, and a Supplement on 
Waterworks, Sewers, Sewage, and Irrigation. By W. Davis Haskoll, C.E. 
Numerous Folding Plates. In One Volume, demy 8vo, £1 55. cloth. 

Tunnel Shafts. 

THE CONSTRUCTION OF LARGE TUNNEL SHAFTS : A 
Practical and Theoretical Essay. By J. H. Watson Buck, M. Inst. C.E., 
Resident Engineer, London and North- Western Railway. Illustrated wiUi 
Folding Plates, royal 8vo, 125. cloth. 

" Many of the methods given are of extreme practical value to the mason ; and the observations 

on the form of arch, the rules for orderinip the stone, and the construction of the templates will be 

found of considerable use. We commend the book to the engineering prefession."— i^MtiUwv' f^ems. 

" Will be regarded by civil eneineers as of the utmost value, ai^ calctilatcd to save much tim« 

and obviate many mistakes." — CcUiery Guardian. 

Girders, Strength of. 

GRAPHIC TABLE FOR FACILITATING THE COMPUTA- 
TION OF THE WEIGHTS OF WROUGHT IRON AND STEEL 
GIRDERS, etc., for Parliamentary and 0ther Estimates. By J. H. Watsom 
Buck, M. Inst. C.E On a Sheet, 9s.6d, 
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Trusses* 

TRUSSES OF WOOD AND IRON. Practical Applications oj 
Science in Determining the Stresses, Breaking Weights, Safe Loads, Scantlings, 
and Details of Construction, with Complete Workiiig Drawings. By William 
Griffiths, Surveyor, Assistant Master, Tranmere School of Science and 
Art. Oblong 8vo, 4^. 6d. cloth. 
" This handy little book enters so minutdy into every detaU connected with the constniction of 

voof trasses, that no student need be igpnorant of these matters for want of an easy source to come 

at the knowledge,"— Prudica/ Engineer. 

" From the manner of treating tlie subject, Mr. Giiffiths' book is clear enough to enable a 

student to be his own teacher. It wtU be useful in the science school and in work«hopi."— ^rcAi^^c/. 

Railway Working, 

SAFE RAILWAY WORKING. A Treatise on Railway Acci- 
dents: Their Cause and Prevention; with a Description of Modem Appliances 
and Systems. By Clement E. Strbtton, C.E., Vice-President and Con- 
sulting Bneineer, Amalgamated Society of Railway Servants. With Illus- 
trations and Coloured Plates, crown 8vo, 45. 6d. strongly bound. 

Outline of Contents. 
Chapter I. Summary of Accident^, 1885. — II. Permanent Way. — III. Sig- 
walling; Block System. — IV. Continuous Brakes. — ^V. JBreaking of Rail- 
way Axles.— VI. Railway Couplings. — VII. Railway Servants and the Law 
OF Manslaughter. — Appendix I. Railway Traffic Returns. — II. Railway 
Signal Returns. — III. Continuous Brakes Returns. — IV. Mixed Trains. 

♦»♦ Opinions oe the Press. 

*' A book for the engineer, the directors, the managers ; and, in short, all who wish for informa- 
tion on railway matters will find a perfect encyclopaedia in ' Safe Railway Worldng.' "— 'Railway 
Review. 

" Mr. Clement B. Stretton, the energetic Vice-President of the Amalgamated Society of Rail* 
way Servants, may be congratulated on having collected, in a very convenient form, much valuable 
iafofmation on the principial questions affecting the safe working of railways."— ^at/4tuty Engineer. 

" We commena the remarks on railway signalling to all railway managers, especially where a 
uniform code and practice is advocated."— /frr^^AV Raitway ycurtuU, 

¥ield-Booh for Engineers. 

THE ENGINEER'S, MINING SURVEYOR'S, AND CON- 
TRA CTOR *S FJELD-BOGK. Consisting of a Series of Tables, with Rules. 
Explanations of Systems, and use of Theoaolite for Traverse Surveying and 
Plotting the Work with minute accuracy by means of Straight Edge and Set 
Square only ; Levelling with the Theodolite, Casting-out and Reducing 
Levels to Datum, and Plotting Sections in the ordinary manner; setting-out 
Curves with the Theodolite by Tangential Angles and Multiples, with Right 
and Left-hand Readings of the Instrument: Setting-out Curves without 
Theodolite, on the System of Tangential Angles by sets of Tangents and Off- 
sets : and Earthwork Tables to 80 feet deep, calculated for every 6 inches in 
depth. Bv W. Davis Haskoll, C.E. With numerous Woodcuts. Fourth 
Eaition, Enlarged. Crown 8vo, 125. cloth. 

"The book is very handy, and the author might have added that the separate tables of dnes 
ud tai^ents to every minute will make it useful for many other purposes, the genuine traverse 
tabks existing all the saLme."—j4thenaum. 

"Every person engaged in engineering field operations will estimate the importance of such a 
wmrk and the amount of valuable tune which will be saved by reference to a set of reliable tabdes 
prepared with the accuracy and fulness of those given in this volume."— ^atfaw^ News, 

Earthwork^ Measurement of, 

A MANUAL ON EARTHWORK. By Alex. J. S. Graham, 

C.E. With numerous Diagrams. x8mo, 2S. 6d, cloth. 

*' A great amount of practical information, very admirably arranged, and available for rough 
•sdmates, as well as for the more exact calculations required in the engineer's and contractor's 
offices."— ^rMM»(. 

Strains in Ironwork. 

THE STRAINS ON STRUCTURES OF IRONWORK; with 
Practical Remarks on Iron Construction. By F. W. Sheilds, M. Inst. C.E. 
Second Edition, with 5 Plates. Royal Svo, 55. cloth. 
*' The student cannot find a better fittle book on tiiis sabjed."— Engineer, 

Cast Iron and other Metals, Strength of. 

A PRACTICAL ESSAY ON THE STRENGTH OF CAST 
IRON AND OTHBR METALS, By Thomas Trbogold, C.E. Fifth 
Edition, including Hodgumsom's Experimental Researches. Svo, i». cloth. 
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AROHXTBCTURE, BUILDINOi etc. 



Con^tructiiMU 

THE SCIENCE OP BUILDING : An Elementary Treatise on 
the PrineipUs of Construction, By E. Wyndham Tarn, M.A., Architect. 
Second Edition, Revised, with 58 Engravings. Crown Svo, ys. 6d, cloth. 
*' A very Tahutde book, which w« strons^y recommend to all stadents."— Builder. 
" No architectucal student should be without this handhook oi constmctional knowkdge."— 
Archittet, 

ViUa Architecture. 

A HANDY BOOK OF VILLA ARCHITECTURE : Being a 
Series of Designs for Villa Residences in various StyUs. With OntUne 
Specifications and Estimates. Bv C. Wickbs, Architect, Author of *'The 
Spires and Towers of England," «c. 6x Plates, 4to, £1 11s, 6d. half-inorocoo» 
gut edges. 

** The whole of the destsnns bear evidence of tteir betnff the woric of an artistic architect and 
tiiey will prove very valuable and sugipestive.;'— i9MtfiA«v Avwr. 

Text^Book for Architects. 

THE ARCHITECTS GUIDE: Being a Text-Book of Useful 
Information for ArchitectSt Engineers, Surveyors, Contractors, Clerks of 
Works, &e» &c. By Frbpbrick Roosrs, Architect, Author of *' Specifica- 
tions for Practical Architecture," &c. Second Edition, Revised and Enlarged. 
With numerous Illustrations. Crown 8vo, 6s. doth, 

" As a tezt'book of usefiil information for architects, ensineen^ su rve yo is > Ac, it would be 
hard to find a handier or more complete little vohime."— StoimMtni. 

" A young architect could hardly luive a better guide-book."— 7¥M^«r Trades yaumal, 

Taylor and Oreay's Home. 

THE ARCHITECTURAL ANTIQUITIES OF ROME. By 
the late G. L. Taylor, Esq., F.R.I.B.A., and Edward Crbsy, Esq. New 
Edition, thoroughly revised bv the Rev. Alexander Taylor, M.A. (son-ol 
the late G. L. Taylor, Esq.], FeUow of Queen's College, Oxford, and Chap* 
lain of Gray's Inn. Large folio, with 130 Plates, half-bound, £3 35. 

N.B.—This is the only book which gives on a large scale^ and with the precision 
of architectural measurement^ the principal Monuments of Ancient Rome in plan, 
elevation, and detail, 

"Taylor and Cresy's work has from its first publication been ranked among those pr o fessional 
books which cannot be l>ettered. ... It would be difficult to find esampm of drawings, even 
among those of the most painstaking students of Gothic, more thorough^ worked out than aie the 
one hundred and thirty pktes in this volume. "-vfrcAi^ML 

Architectural DrauHng. 

PRACTICAL RULES ON DRA WING, for the Operative Builder 
and Young Student in A rchitecture. By George Pyne. With 14 Plates, 410, 
75. 6d. boards. 

Civil Architecture. 

THE DECORATIVE PART OF CIVIL ARCHITECTURE, 
By Sir William CHAUBBRd, F.R.S. With Illustrations, Notes, and an 
Examination of Grecian Architecture, by Joseph Gwilt, F.S.A. Edited by 
W. H. Lebds. 66 Plates, 4to, 215. cloth. 

House Building and Repairing. 

THE HOUSE-OWNER'S ESTIMATOR ; or, What wUl it Cost 
to Build, Alter, or Repair? A Price Book adapted to the Use of Unpro- 
fessional People, as well as for the Architectural Surveyor and Builder. By 
the late Jambs D. Simon, A.R.I.B.A. Edited and Revised bv Francis T. W. 
Miller, A.R.I.B.A. With numerous Illustrations. Third Edition, Revised. 
Crown 8vo, 3s. 6d, cloth. 

" In two years it will repay its cost a hundred times cntit''--Fi$Utt 

"A very handy book."~£^irA Mechank* 
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I>e8igningf Measuring^ and Valuing. 

THE STUDENTS GUIDE to th$ PRACTICE of MEASUR- 
ING AND VALUING ARTIFICERS' WORKS. Containing Directions for 
taking Dimensions, Abstracting the same, and bringing the Quantities into 
Bill, with Tables of Constants, and copious Memoranda for the Valuation of 
Labour and Materials in the respective Trades of Bricklayer and Slater, 
Carpenter and Joiner, Painter and Glazier, Paperhanger, &c With 8 Plates 
and 63 Woodcuts. Originally edited by Edward Dobson, Architect. Fifth 
Edition, Revised, with consiaerable Additions on Mensuration and Construc- 
tion, and a New Chapter on Dilapidations, Repairs, and Contracts, by E. 
Wyndham Tarn, M.A. Crown 8vo, 95. cloth. 

"* Wen fulfils the promise of its title-page, and we can tfaoroagfhly recommend it to the class 
for whose use it has been compiled. Mr. Tarn's additions and revisions hare much increased the 
usefulness of the work, and have especially augmented its value to students."— ^m^'m^^tw^. 

"The work has been carefully revised and edited by Mr. E. Wyndham Tarn, M.A., and com- 
prises several valuable additions on construction, mensuratioiv dilapidations and repairs, and other 
matters. . . . This edition will be found the most complete treatise on the principles of mtasux* 
Ins and valuing artificers' work that has yet been putilished."—BuiUlit$£jV€ws, 

JPocket Estimator and Technical Guide. 

THE POCKET TECHNICAL GUIDE, MEASURER AND 
ESTIMATOR FOR BUILDERS AND SURVEYORS. Containing Tech- 
nical Dicections for Measuring Work in all the Building Trades, with a 
Treatise on the Measurement of Timber and Complete Specifications for 
Houses, Roads, and Drains, and an easy Method of Estimating the various 
parts of a Building collectively. By A. C. Beaton, Author of "Quantities 
and Meastirements, &c. Fourth Edition, carefully Revised and Priced 
according to the Present Value of Materials and Labour, with 53 Woodcuts, 
leather, waistcoat-pocket size, is. 6d. gilt edges. 

** No buflder, architect, surveyor, or valuer should be without his ' Beaton's Guide.' "— 
Bttiidinir News. 

"Contains an extraordinary amount of information in daily requisition in measurinsf and 
estimating^. Its presence in the pocket will save valuable time and trouble."— i?Mt^^»^ JVorli. 

" An exceedingly handy pocket companion, thoroughly reliable."— ^M«&/«r'x iVeeJtly Rtporter. 

"This neat little compendium contains all that is requisite in carrying oat contracts for 
excavating, tilinigri bricklaying, paving, Sic' -^British TratU youmal. 

Donaldsan on Specifications. 

THE HANDBOOK OF SPECIFICATIONS: or, Practical 
Guide to the Architect, Engineer, Surveyor, and Builder, in drawing up 
Specifications and Contracts for Works and Constructions. Illustrated by 
Precedents of Buildings actually executed by eminent Architects and En- 
gineers. By Professor T. L. Donaldson, P.R.I.B.A., &c. New Edition, in 
^e large Vol., 8vo, with upwards of 1,000 pages of Text, and 33 Plates, 
£1 us. 6d. cloth. 

"In this work forty-four specifications of executed works are given, including the specifica- 
tions for parts of the new Houses of Parliament, b^ Sir Charles Barry, and for the new Royal 
Exchange, by Mr. Tite, M.P. The latter, in particular, is a very complete and remarkaSlto 
docimient. It embodies to a great extent, as Mr. Donaldson mentions, 'the bill of quantities 
with the description of the works.' ... It is valuable as a record, and more valuable still as a 
book of precedents. . . . Suffice it to say that Donaklson's 'Handbook of Spedficatioos' 
must be bought by all axd)ltccxs."— Builder, 

Bartholomew and Rogers^ Specifications. 

SPECIFICATIONS FOR PRACTICAL ARCHITECTURE. 

A Guide to the Architect, Engineer, Surve^ror^ and Builder. With an Essay 

on the Structure and Science of Modem Buildmgs. Upon the Basis of the 

Work by Alfred Bartholomew, thoroughly Revised, Corrected, a^d greatly 

added to by Frederick Rogers, Architect. Second Edition, Revised, witn 

Additions. With numerous Illusts., medium 8vo, 15$. cloth. 

" The collection of specifications prepared by Mr. Rogers on the basis of Bartholomew's work 

Is too well known to need any recommendation from us. It is one of the books with which every 

yomg architect must be equipped ; ibr time has shown that the spe c i fic a t ions cannot be set aside 

through any defea in them."—- <rc*««#. 

" Good forms for specifications are of considerable value, and it was an excellent idea to com* 
uHe a work on the subject upon the basis of the late Alfred Barthokmiew's vahiaUe work. The 
•econd edition of Mr. Rcwers's book is evidence of the want of a book dealing with modem re* 
qvic«Bwats and materials?— ^iitftf^'»y A'cav. 
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Geometry for the Architect, Engineer, etc. 

PRACTICAL GEOMETRY, for I'll Archittci. EKginter and 
llHhiaic. Giving Rules for Ihs Delineildon »nd AppLLcation ot v«iona 
GBom«riial Unn, Fifara md Cun-ei. Br E, W. T.rn, M.A., ArchHecl. 
AnUiotot "The Seieneo of Bnili3iiiB,"Ae. Seoood EdLlion. With Appen- 
dicu « Dwgranx of Slnioi uid fiomelricia Piiqectioa. With 172 lllni- 
mtloni, dsmT 8vd, gt, cloth. 

■■TliblfBmBiualfordu|>nctic«riniu^ wbaibn ■rchHvci, encianr. or OHcluDkL . , . TIh 
«tl)*etcpftlMBU(borbelivto vnM tU ibsiruEv forniulz as cinnplicAied method^ and to nstda 

The Science of Geometry. 

THE GEOMETRY OF COMPASSES: or. PTobletHS Resolmd 
%mboh. B7 0liviii.Bvr»k. Coloured Plites. Crown 8»o, jj. M.clolh. 
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Woods and Martaes (Imitation of). 

SCHOOL OF PA INTING FOR THE IMITA TION OF WOODS 
AND MARBLES. tiT^agbl and Practised by A. R. Vam DiR Bubo and P. 
ViH nEi Burg. Direclots of Iho Rotterdam Painting Institulion. Rovat Iblia, 
iSt bj 111 !■., lUusnaied wUti M full-siie Coloured Plates: also la plain 
Plalei. comprising IJ4 Figures, Second and Cheaper Edition. Price fi iit.Ciif. 
_List of Plata. 



-« 3. Wiliut: PnllminirvSufoi 
n3 J^.^al Speclmn^— fT^ u>I 



',• OpimOHS Ot THH PRKSS. 
tlw OHHHnDhr » Hudj' It "— ffMftif r. 

House Decoration, 

ELEMENTARY DECORATION. A Gtiide lo the Sim] 
Fotma at Bverjiiiy Art, as applied to Itae Interior iDd Eiterior Decoralii 
Dwelling Hanses, &c. B7 ]«HIB W. F«CE>, Jnn, With bS Cuts, iiiot 



PRACTICAL HOUSE DECORATION : A Guide to the Art of 
Otnamental Painling, llie Ammgemenl of Colours in Apartnients. and the 
^_._.-_i r r y^ Design, With some Romarlts upon the Natnre and 



[□parties of Pigments. B; James 
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Colour. 

A GRAMMAR OF COLOURING. Applied to Decorative 
Painting and the Arts. Bt Gborgb Field. New Edition, Revised, Enlarged, 
and adapted to the use ot the Ornamental Painter and Designer. By Ellis 
A. Davidson. With New Coloured Diagrams and Engravings, zamo, 3s. 6d, 
cloth boards. 

"The book is a most useful rtsutne of the properties of pifipments."— ^w<&fer. 

House JPainting, Chraininff, etc. 

HOUSE PAINTING. GRAINING, MARBLING, AND SIGN 
WRITING, A Practical Manual of. By Ellis A. Davidson. Fifth Edition. 
With Coloured Plates and Wood Engravings. z2mo, 65. cloth boards. 

" A mass of informatioD, of use to the amateur and of value to the practical iDan."—Bfi£Ush 
Mechanic. 

" Simply iuTaluable to the younester entering; upon this particular calling:, and highly serrico- 
able to the man who is practisinsr it.^— Furniture Gazette. 

JDecorators, Receipts for, 

THE DECORATOR'S ASSISTANT: A Modern Guide to De- 
corative Artists and Amateurs, Painters, Writers, Gilders, &c. Containing 
upwards of 600 Receipts, Rules and Instructions ; with a variety of Informa- 
tion for General Work connected with every Class of Interior and Exterior 
Decorations, &c. 152 pp., crown 8vo, is. in wrapper. 

" Full of receipts of value to decorators, painters, gilders. &c. The book contains the gist of 
larger treatises on colour and technical processes. It would be difficult to meet with a work so full 
of varied information on the palnter*sart."— J^wtfi/tM^A'inii'x. 

We recommend the work to all who, whether for pleasure or profit, require a guide to decora- 
tion." — Plumber and Decorator. 

Moyr Smith on Interior Decoration. 

ORNAMENTAL INTERIORS, ANCIENT AND MODERN, 
By J. MoYR Smith. Super-royal 8vo, with 32 full-page Plates and numerous 
smaller lUusts., handsomely bound in cloth, gilt top, price i8s. [Just published, 

fS' In " Ornamental Interiors " the designs of more than thirty artist-' 
decorators and architects of high standing have been illustrated. The book may 
therefore fairly claim to give a good general view of the works of the modem school 
of decoration, besides giving characteristic examples of earlier decorative arrange- 
ments. 

" Ornamental Interiors " gives a short account of the styles of Interior 
Decoration as practised by the'Anctents in Egypt, Greece, Assyria, Rome and Byzan- 
tium. This part is illustrated by characteristic designs. The main body of the 
work, however, is devoted to the illustration of the modem styles of Decorative Art, 
and many examples are given of decorative designs suitable for modem Dining- 
Rooms, Drawing-Rooms, Libraries, Staircases and Halls, Parlours, Studies and 
Smoking-Rooms. The Decoration of Public Buildings is illustrated by views of the 
chief State Apartments in Buckingham Palace and Windsor Castle, the Salle de 
Leys at Antwerp, the Salle de Mariages at Brussels, and of other works which have 
distinctive features suitable for the purpose, 

%♦ Opinions of the Press. 

The book is well illustrated and handsomely got up, and contains some true criticism and a 
good many good examples of decorative treatment. —rA< Buiider. 

" We can greatly commend Mr. Movr Smith's book, for it is the production of one professedly 
capable in decorative work, and abounds with useful hints and descriptions of executed modem 
work, together with a well-put resume of ancient styles. ... As much a book for the drawing- 
voom as for the manufacturer."— rAe British ArchiUct. 

" Well fitted for the dilettante, amateur, and professional desijgpner."— Z>«<vr<c/»#ff. 

" This is the most elaborate, and beautiful work on the artistic decoration of interiors that wa 
have seen. . . . The scrolls, panels and other designs from the author's own pen are very 
beautiful and chaste ; but he takes care that the designs of other men shall figure even more than 
bis owtk."— Liverpool Albion. 

" To all who take an interest in elaborate domestic ornament this handsome volume will be 
welcome."— Graphic. 

" Mr. Moyr Smith deserves the thanks of art workers for having placed within their reach a 
book that seems eminently adapted to afford, by example and precept, that guidance of which 
most craftsmen stand in iMcd."— Furniture Gojtette. 

British and Foreign Marbles. 

MARBLE DECORATION and the Terminology of British and 
Foreign Marbles. A Handbook for Students. By George H. Blaorovb, 
Author of " Shoring and its Application," ftc. With 28 Illustrattdns. Crown 
8vo, 3S. 6i. cloth. , ^ust published. 
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DELAMOTTE'8 WORKS ON ILLUMINATION AND ALPHABETS. 



A PRIMER OF THE ART OF ILLUMINATION, for the Use of 
Begimufs : with a Rudimentary Treatise on the Art, Practi(^ Directions for 
its exercise, and Examples taken from Illuminated MSS., printed in Gold and 
Colours. By F. Dklamottx. New and Cheaper Edition. Small 4to, 6s. oma- 
mentai boards. 
**The examples of ancient MSS. fecommended to the student, which, wifli much good senses 

tibe author chooses from collections accessible to all, are selected with judgment and Knowledge^ 

as wen as tulbt.'*—Atkemntm, 

ORNAMENTAL ALPHABETS, Ancient and Mediavah from the 
Eighth Century, with Numerals; including Gothic, Church-Text, large and 
sinallt German, Italian, Arabesque^ Initials for Illumination, Monograms, 
Crosses, Ac. &c., for the use of Architectural and Engineering Draughtsmen, 
Missal Painters, Masons, Decorative Painters, Lithographers, En^vers, 
Carvers, &c. &c. Collected and Engraved bv F. Dslamotte, and prmted in 
Colours. New and Cheaper Edition. Royal 8vo, oblong, 2S. 6d. ornamental 
boards. 

** For those who insert enamelled sentences round gilded chaHces, who blazon shop legends over 
diop-doors, who letter church walls with pithy sentences from the Decalogue, this book vriU be use- 
tuL—At^etueufM. 

EXAMPLES OF MODERN ALPHABETS, Plain and Ornamental: 
including German, Old English, Saxon, Italic, Perspective, Greek, Hebrew, 
Court Hand, Engrossing, Tuscan, Riband, Gothic, Rustic, and Arabesque ; 
with several Origmal Designs, and an Analysis of the Roman and Old English 
Alphabets, large and small, and Numerals, for the use of Draughtsmen, Sur- 
veyors, Masons, Decorative Painters, Lithographers, Engravers, Carvers, &c. 
Collected and En^;raved by F. Delamottb, smd printed in Colours. New 
and Cheaper Edition. Royal 8vo, oblong, as. 6d. ornamental boards. 

"There is comprised in it erery possible shape into which the letters of the alphabet and 
mmerals can be formed, and the talent which has been expended in the conception of^tibe Tarious 
plain and ornamental letters is woxider[vL"-^Standard. 

MEDIMVAL ALPHABETS AND INITIALS FOR ILLUMI- 
NATORS. B^ F. G. Delamottb. Containing 2i Plates and Illuminated 
Title, printed m Gold and Colours. With an Introduction by T. Willis 
Brooks. Fourth and Cheaper Edition. Small 4to, 4s. ornamental boards. 

" A volume in which the letters of the alphabet come forth glorified in gilding and all the colours 
of the prism interwoven and intertwmed ana intermingled, "—ii^m 

THE EMBROIDERER'S BOOK OF DESIGN. Containing 
Initials, Emblems, Cyphers, Monograms, Ornamental Borders, Ecclesiastical 
Devices, Mediaeval and Modem Alphabets, and National Emblems. Col- 
lected by F. Delamottb, and printed in Colours. Oblong royal 8vo, is. 6d. 
ornamental wrapper. 

"The book will be of great assistance to ladies and voung children who are endowed widi the 
art of plying the needle in this most ornamental and useful pretty work."— for/ Anglian Times. 



Wood Carving. 

INSTRUCTIONS IN WOOD-CARVING, for Amateurs; with 
Hints on Design. By A Ladt. With Ten large Plates, 2S. 6d. in emblematic 
wrapper. 

" The handicraft of the wood-carver, so well as a book can impart it; may be learnt firam * A 
Lady's ' publication."— ^/A«»^n«M. 

" Tba directions given are plain and easily understood."— ^M^fArA Mechanic. 

Glass Painting. 

GLASS STAINING AND THE ART OF PAINTING ON 
GLA SS. From the German of Dr. Gessert and Emanuel Otto Fromberg* 
With an Appendix on The Art of Enamelling. lamo, v. Gd, cloth limp. 

Letter Painting, 

THE ART OF LETTER PAINTING MADE EASY. By 
Tames Greiq Badbnoch. With 12 full-page Engravings of Examples, is. cloth 
limp. 

The system is a simple one, but quite ordinal, and well wortb the caiefiil attention of letter 
painters, tt can he easily mastered and remembered."— ^MiA^uiif News. 
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CARP ENTRY, TIMBE R, etc. 

Tredgold^s Carpentry, JEnlarged by Tarn. 

THE ELEMENTARY PRINCIPLES OF CARPENTRY. 
A Treatise on the Pressure and Equilibrium of Timber Framing, the Resist- 
ance of Timber, and the Construction of Floors, Arches, Bridges, Roofs, 
Uniting Iron and Stone with Timber, Ac To which is added an Essay 
on the Nature and Properties oi Timber, &c., with Descriptions of the kinds 
of Wood used in Building ; also numerous Tables of the Scantlings of Tim- 
ber for different purposes, the Specific Gravities of Materials, &c. Bv Thomas 
Tredgold, C.E. With an Appendix of Specimens of Various Roots of Iron 
and Stone, Illustrated. Seventh Edition, thoroughly revised and considerably 
enlarged by E. Wyndham Tarn, M.A., Author 01 "The Science of Build- 
ing," &c. With 61 Plates, Portrait of the Author, and several Woodcuts. In 
one large vol., 4to, price £1 55. cloth. 
"Oucflit to bo in every architect's and every builder's library."— fw»M^. 



" A work whose monumental excellence must commend it wherever sicUful carpentry is con 
cemed. The author's principles are rather confirmed than impaired by time. The additiona 
plates are of great intrindc yvtao."— Building News. 



Woodworking Machinery. 

WOODWORKING MACHINERY : Its Rise, Progress, and Con- 
struction. With Hints on the Management of Saw MiUs and the Economical 
Conversion of Timber. Illustrated with Examples oi Recent Designs by 
leading English, French, and American Engineers. Bv M. Powis Bale, 
A.M. Inst. C.E., M.I.M.E. Large crown 8vo, 12s. 6d. cloth. 
" Mr. Bale is evidently an expert on the subject and he has collected so much information that 

his book is all-sufficient for builders and others engaged in the converaon of timber."— Architect. 
"The most comprehensive compendium of wood- working machinery we have seen. The 

author is a thorough master of his sahicct."—Bui/diftjrJVews. 

" The appearance of this book at the present time will, we should think, give a considerable 

Impetus to me onward march of the machinist engaged in the designing and manufacture of 

wood-worlcing machines. It shoold be in the office of every wood-working factory."— £ft£iish 

Mechanic. 

Saw Mills. 

SAW MILLS: Their Arrangement and Management, and the 
Economical Conversion of Timber. (Being a Companion Volume to " Wood- 
working Machinery.") By M. Powis Bale, A.M. Inst. C.E., M.I.M.E. 
With numerous Illustrations. Crown 8vo, los. 6d. cloth. 

' The administraiioH of a large sawing establishment is discussed, and the subject examined 
from a financial standpoint. Hence the size, shape, order, and disposition of saw-mills and the 
like are ^one into in detail, and the course of tne timber b traced from its reception to its 
delivery m its converted state. We could not desire a more complete or practical treatise."— 
BuUder. 

" We highly recommend Mr. Bale's work to the attention and perusal of all those who are en* 
gaged in the art of wood conversion, or who are about building or remodelling saw-mills on im- 
proved principles."— J?M<Mk>v News, 

Ca/rpentering. 

THE CARPENTER'S NEW GUIDE ; or, Book of Lines for Car- 
penters ; comprising all the Elementarv Principles essential for acquiring a 
knowledge of Carpentry. Founded on the late Peter Nicholson's Standard 
Work. A New Edition, revised by Arthur Asbpitsl, F.S.A. Together 
with Practical Rules on Drawing, by George Pynb. With 74 Plates^ 
4to, £1 15. cloth. 

Hand/raili/ng. 

A PRACTICAL TREATISE ON HAN DR AILING : Showing 
New and Simple Methods for Finding the Pitch of the Plank, Drawing the 
Moulds, Bevelling, Jointing-up, and Squaring the Wreath. By George 
CoLLiNGS. Illustrated with Plates and Diagrams. X2mo, is. 6d. cloth limp. 

" Will be found of practical utility in the execution of this difficult branch of joinery."— ^wt/iflrr. 

" Almost every difficult phase of this somewhat intricate branch of Joinery s elucidated by the 
aid of plates and explanatory letterpress."— FMmiKwfV Geuette, 

Circular Work. 

CIRCULAR WORK IN CARPENTRY AND JOINERY: A 
Practical Treatise on Circular Work of Single and Double Curvature. By 
George Collings, Author of " A Practical Treatise on Handrailing.*' Illus- 
trated ?rith numerous Diagrams, ismo, su. 6d, cloth limp. Uust published. 
" An excellent example of what a book of this kind should be. Cheap In price, dear in defini- 
t ion and practical in the examples selected."— ^Mi&rry . 
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Timber Merchant's Companion. 

THE TIMBER MERCHANTS AND BUILDER'S COM- 
PANION. ConUining New and Copious Tables of the Redaced Weight and 
Measorement of Deals and Battms, of all sizes, from One to a Thousand 
Pieces, and the relative Price that eaich sixe bears per Lineal Foot to any 
given Price per Petersbnrg Standard Handred ; the Price per Cube Foot of 
Square Timoer to any given Price per Load of 50 Feet ; the proportionate 
Value of Deals and fiiattens by th6 Standard, to Square Timber by the Load 
of 50 Feet ; the readiest mode of ascertainmg the Price of Scantling per 
Lineal Foot of any sixe, to any pven Fi^re per Cube Foot, &c. &c. Bv 
William Dowsing. Fourth Edition, Revised and Corrected. Cr. 8vo, 35. el. 
*' Eveiy timber merchaat and builder oufrht to possess it,"— Hull Advertiser. 
" We are glad to see a fouith edhioii of these admirable tables, which for correctness and 

dmplicity of arrangement leave nothing to be desired."— TVmder Trades Journal. 

"An exceedingly wdl-arranged. diear, and concise manual of tables lor the use of all who buy 

or tell ttmber."— 5^n«a/ ^ Forestry. 

JPraetieal Timber Merchant. 

THE PRACTICAL TIMBER MERCHANT, Being a Guide 
for the use of Building Contractors, Surveyors, Builders, &c., comprising 
useful Tables for all purposes connected with the Timber Trade, Marks of 
Wood, Essay on the Strength of Timber, Remarks on the Growth of Timber, 
&c. By W. Richardson. Fcap. 8vo, y. 6d. cloth. 
" This handy manual contains much Taluable mformation for the use of timber merchants, 

Irailders, foresten, and all others connected with the growth, sale, and manufacture of timber.' — 

youmal qf Forestry. 

THmber Freight Book. 

THE TIMBER MERCHANTS, SAW MILLER'S, AND 
IMPORTER'S FREIGHT BOOK AND ASSISTANT. Comwising Rules, 
Tables, and Memoranda relating to the Timber Trade. By William 
Richardson Timber Broker; together with a Chapter on "Speeds of Saw 
Mill Machinery," by M. Powis Bale, M.I.M.E., &c. zamo, ss. 6d. cl. boards. 
" A very useful manual of rules, tables, and memoranda, relating to the timber trade. We re- 
commend it as a compendium of calculation to all timber measurers and merchants, and as supply- 
ing a real want in the trade."— ^w*&ttn^ News. 

JBaehing-Case Makers^ Tables for, 

PACKING-CASE TABLES ; showing the number of Super- 
ficial Feet in Boxes or Packing-Cases, from six inches square and upwards. 
By W. Richardson, Timber Broker. Second Edition. Oblong 4to, 3s. 6</. cl. 
" Invaluable labour-saving tables." — Ironmottger. " Will save much labour." — Grvcer. 

8uperflci€U Measurement, 

THE TRADESMAN'S GUIDE TO SUPERFICIAL MEA- 
SUREMENT. Tables calculated from x to 200 inches in length, by i to 108 
inches in breadth. For the use of Architects, Surveyors, Engineers, Timber 
Merchants, Builder^ &c. By James Hawkings. Third Edition. Fcap., 
3s. 6d. cloth. 

" A useful collection of tables to facilitate rapid calculation of surfaces. The exact area of any 
surface of which the limits have been ascertained can be instantly determined. The book will be 
found of the greatest utility to all engaged in building opexaJdoDs.''—ScotsmaM, 

Forestry. 

THE ELEMENTS OF FORESTRY. Designed to afford In- 
formation concerning the Planting and Care of Forest Trees for Ornament or 
Profit, with Suggestions upon the Creation and Care of Woodlands. By F. B. 
Hough. Large crown 8vo, los. cloth. 

Tiniber Importer's Ouide. 

THE TIMBER IMPORTER'S, TIMBER MERCHANTS AND 
BUILDER'S STANDARD GUIDE. By Richard E. Grandt. Compris- 
ing an Analysis of Deal Standards, Home and Foreign, with Comparative 
Vaaues and Tabular Arrangements for fixing Nett Landed Cost on Baltic 
and North American Deals, including all intermediate Expenses, Freight, 
Insurance, &c. &c. Together with copious Information for the Retailer and 
Builder. Third Edition, Revised. lamo, as. 6d. cloth boards. 
*' Everything it pretends to be : built up mdually, it leads one from a forest to a treenail and 

throws in, as a makeweight, a host of material concerning bricks, columns, cisterns^ Ac"— ifffyftirA 

Mechanic. 
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NAVAL ARCmTECTURE, NAVIQATION, etc. 

Cfhain Cables, 

CHAIN CABLES AND CHAINS. Comprising Sizes and 
Curves of Links, Studs, &c., Iron for Cables and Chains, Chain Cable and 
Chain Making, Forming and Welding Links, Strength of Cables and Chains, 
Certificates for Cables, Markinjg Cables, Prices of Chain Cables and Chains, 
Historical Notes, Acts of Parliament, Statutory Tests, Charges for Testing, 
List of Manufacturers of Cables, &c. &c. By Thomas W. Traill, F.E.R. N., 
M. Inst. C.E., Engineer Surveyor in Chief, Board of Trade, the Inspector 
of Chain Cable and Anchor Proving Establishments, and General Superin- 
tendent, Lloyd's Committee on Proving Establishments. With numerous 
Tables, Illustrations and Lithographic Drawings. Folio, £2 2s. cloth, 
bevelled boards. 

" The author writes not only with a full acquaintance with scientific formulae and details^ but 
also with a profound and fully-instructed sense of the importance to the safety of our ships and 
sailors of fiaelity in the manufacture of cables,"^— j4thenau*n. 

" The business of chain cable makings is well explained and illustrated. We can safely recom- 
mend this work to all in any way connected with the manufacture of chain cables and chains, as a 
good hook."— JVature. 

" It contains a vast amount of valuable information. Nothing seems to be wanting to make it 
a complete and standard work of reference on the subject."— NauiiccU Magcuiim. 

JBocket-Booh far Naval Architects and Shipbuilders, 

THE NAVAL ARCHITECT'S AND SHIPBUILDER'S 
POCKET-BOOK of Formula, Rules, and Tables.and MARINE ENGINEER*S 
AND SURVEYOR'S Handv Book of Reference. By Clbmbnt Mackrow. 
Member of the Institution of Naval Architects, Naval Draughtsman. Third 
Editi(»i, Revised. With numerous Diagrams, &c. Fcap., 12s. ^. strongly 
bound in leather. 
"Should be used by an who are engaged in the construction or design of vessels. . . . Will 

be found to contain the most useful tables and formulae required by shipbuilders, carefuOy collected 

from the best authorities, and put together in a popular and simple i<am."'~Enginetr. 

" The professional shipbuilder has now, in a convenient and accessible form, reliable data for 

solving many of tlie numerous problems that present themselves in the course of his work."— /rvM. 
"There is scarcely a subject on which a naval architect or shipbuilder can require to refresh 

his memory which will not be found within the covers of Mr. Madcrow's hook."— EntriisA Mechanic 

JPoclcet^Booh fiyr Marine Engineers, 

A POCKET-BOOK OF USEFUL TABLES AND FOR- 
MULM FOR MARINE ENGINEERS. By Frank Proctor, A.I.N.A. 
Third Edition. Royal 32mo, leather, gilt edges, with strap, 45. 
"We recommend it to our readers as going far to supp^ a loiur.felt mat."— Naval SeitfUt, 
"A most useful companion to ail marine eapnoexs."— united Service Gattette, 

Lighthouses. 

EUROPEAN LIGHTHOUSE SYSTEMS. Being a Report of 
a Tour of Inspection made in 1873. By Major Gborgb H. Elliot, Corps of 
Engineers, U.S.A. Illustrated by 51 Engravings and 31 Woodcuts. 8vo, 
2is. cloth. 



\* The fottowing are published in V/KAL^'a Rudimentary Sbribs. 

MASTING, MAST^MAKING, AND RIGGING OF SHIPS. By 
Robert Kipping, N.A. Fifteenth Edition, xzmo, as. 6d. cloth boards. 

SAILS AND SAIL-MAKING. Eleventh Edition, Enlarged, with 
an Appendix. By Robert Kippino, N.A. Illustrated, xamo, 3s. cloth boards. 

NAVAL ARCHITECTURE. By Jambs Peake. Fifth Edition, 
with Plates and Diagrams. i2mo, 45. cloth boards. 

MARINE ENGINES AND STEAM VESSELS {A Treatise on). 
By Robert Murray, C.E., Principal Officer to the Board of Trade for the 
East Coast of Scotland District. Eighth Edition, thoroughly Revised, with 
considerable Additions, by the Author and by Gborgb Carlisle, C.E., 
Senior Surveyor to the Board of Trade at Liverpool, xamo, 5s. cloth boards. 

PRACTICAL NA VIGATION. Consisting of The Sailor's Sea- 
Book, by Tab. Greenwood and W. H. Rosser ; together with the requisite 
Mathematical and Nautical Tables for the Working of the Problems, by 
Henry Law, C.E. and Prof. J. R. Young. Illustrated i2mo,7s. half-bound. 



M CROSBY LOCKWOOD S' SON'S CATALOGUE. 

HININa AND MININa INDUSTRIES. 



MetaUiferaus Mining. 

BRITISH MINING : A Treatise on the History, Discovery, Practical 
Development, and Future Prospects of Metalliferons Mines in the United King' 
dom. By RoBBKT Hunt, F.R.S., Keeper of Mining Records ; Editor of 
" lire's Dictionary of Arts, Manufactures, and Mines," &c. Upwards of 950 
pp^ inih 330 lUostrations. Second Edition, Revised. Super-royal 8vo, £^ zs. 
cloth. {Just publtshed, 

\* Opinions of thb Prsss. 
"One of die BiQSt valuable works (rfiefefence of modern times. Mr. Hunt, as keeper of ndninfl; 
records of die United Kingdom, has bad oMwrtunities for such a task not enjoyed by anyone else, 
and has erideotly made the most of tliem. . . . The languase and style adopted are good, and 
the treatment of the Tarious sabjects laborioos, conscientious, and scientific"— fM;fiM«erteJ^ 

" Probably no one in tbas country was better qualified than Mr. Hunt for undertaking such a 
woik. Brougnt into frequent and close association during a long fife-time with the principal guar* 
dians of our mineral ama metalhugical industries, he enjcved a position exceptionally iaTOUiabla 
for collecting the necessary information. The use wliicn he has made of his opportunities is suffi< 
cieittly attested by the dense mass of information crowded into the handsome vohune which has 
Just been published. ... In placing before the reader a sketch of the present position of 
British Minii^ Mr. Hunt treats his subject so fiilly and illustrates it so amply that this section really 
forms a little tieatisa on practical mining. . . . The book is, in fact, a treasure>house of statistical 
information on mining suUtxXs, and we Imow of no other work embodying so great a mass of matter 
of this kind. Were ms the only merit of Mr. Hunt's volume it would oe sufficient to render it 
IndispensaUe in the library of everyone interested in the development of the mining and metalhur* 
gical faidustries of this country."— ^/A«wtfwm. 

" A mass of information not elsewhere available, and of the greatest value to those who may 
be interested in our jpeat mineral industries."— ^Mtfineer. 

"A sound, busmess-llke collection of interesting facts. . . . The amount of informatioa 
Mr. Hunt has brought together is enormous. . . . The volume appears likely to convey more 
instruction upon the subject than any work hitherto published." — Mining- yourHal. 

" The wmc win be for the mining industry what Dr. Percy's celebrated treatise has been for the 
metaOurgical— a book that cannot with advantage be omitted from the library."— /rvw a$td Coal 
Trades Keview. 

"The titerature of mtnins' has hitherto possessed no work approaching In importance to that 
which has just been publishea. There is much in Mr. Hunt's valuaUe work that every shareh<Mer 
in a mine diould read with close attention. The entire subject of practical mining— from the first 
search for the lode to the latest stages of dressii^ the ore—is dealt with in a masterly manner." 
—Academy, * 

Coal and Iran, 

THE COAL AND IRON INDUSTRIES OF THE UNITED 
KINGDOM. Comprising a Description of the Coal Fields, and of the Princi> 
pal Seams of Coal, with Returns oi their Produce and its Distribution, and 
Analyses of Special Varieties. Also an Account of the occurrence of Iron 
Ores in Veins or Seams : Analyses of each Variety ; and a History of the 
Rise and I^ogress of Pi^ Iron Manufacture since the year 17^0, exhibiting the 
Economies introduced m the Blast Furnaces for its Production and Improve- 
ment. By Richard Meadb, Assistant Keeper of Mining Records. With 
Maps of the Coal Fields and Ironstone Deposits of the United Kingdom. 
8vo, £1 8s. cloth. 

" The book is one which must find a place on the shelves of all interested in coal and iron 
production, and in the iron, steel, and other metalluigical industries." — Engineer. 

" Of tMs book we may unreservedly say that it is the best of its class whicft we have ever met 
... A book of reference which no one engaged in the iron or coal trades should omit from his 
Ubrary." — Iron and Coal Trades Reiriew. 

"An exhaustive treatise and a valuable work of reference."— J/ifotfft^ journal. 

Prospecting for Oold and other Metals, 

THE PROSPECTOR'S HANDBOOK: A Guide for the Pro- 
spector and Traveller in Search of Metal- Bearing or other Valuable Minerals. 
By J. W. Anderson, M.A. (Camb.), F.R.G.S., Author of "Fiji and New 
Caledonia." Third Edition, Revised, with Additions. Small crown 8vo, 
35. &<. cloth. [Just published, 

" Will supply a much felt want, especially among Colonists, in whose way are so often thrown 
many mineralogical specimens the value of which it is difficult for anyone, not a specialist, to 
determine. The author has placed his instructions before his readers in the plainest possible 
terms, and his book is the best of its kind." — Engineer. 

"How to find commercial minerals, and how to identify them when they are fbund, are tfaa 
leading points to which attention is directed. The author has mana^d to pack as much Practical 
detail mto his pages as would supply material for a book three times its size." — MiniMg^oumal. 

" Those toUers who explore the trodden or untrodden tracks on the face of the gloM will find 
much that is useful to them in this \>o6k."—ylehenaum. 
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Mining Notes and Fartnulije. 

NOTES AND FORMULJE FOR MINING STUDENTS. By 
John Herman Merivalb, M.A., Certificated Colliery Manager, Professor of 
Mining in the Durham College of Science, Newcastle-upon-Tyne. Second 
Edition, carefully Revised, small crown 8vo, cloth, price 25. 6d, 

IJust published, 

KSr This book consists of a collection 0/ notes andformiUa drawn front various 
sources, the authority being quoted in most instances. It is hoped that the work wUl 
be useful not only to students but to the profession. 

The principal sources of information upon mining matters are the Transactions 
cf the various engineering Societies to which the student^ in most of out large towns^ 
has access. A great many references to the most familiar of them are given, so that 
the student who wishes to follow up a subject may be in a position to acquaint himself 
with details which could not be included in a work like tnis. 

The examples of the use of theformulte, at the end of the book, are merely given 
to assist students working without a teacher. 

" Invaluable to anyone who is working up for an examination on mining subjects."— Cme/ aM<< 
/rpff TreuUs Remew. 

" The author has done his work in an exoeedingiy creditable manner, and has produced a book 
that win be of service to students, and those who are practically engaged in mining operations." — 
JSngineer. 

" A vast amount of technical matter of the utmost ^ue to mining engineers, and of consider* 
able interest to slt\x6eaxs."— Schoolmaster. 

Mineral Surveying and Valuing. 

THE MINERAL SURVEYOR AND VALUER'S COMPLETE 
GUIDE t comprising a Treatise on Improved Mining Surveying and the Valua- 
tion of Mining Properties, with New Traverse Tables. By Wii. Lintbrn, 
Mining and Civil Engineer. Second Edition, with an Appendix on " Mag- 
netic and Angular Surveying," with Records of the Peculiarities of Needle 
Disturbances. With Four Plates of Diagrams, Plans, &c ismo, 45. cloth. 

[Just published, 
" An enormous fund of information of great ya!tae."^Af{n{H£- journal. 

" Mr. Lintem's book forms a yaluable and thoroughly trustworthy guide."— Iron and Coat 
Trades Review. 

" This new edition most be of the highest value to colliery surveyors, proprietors and mana* 
£en.''—CoUiery Guardian. 

MetaUiferavLS Minerals and Mining. 

TREATISE ON METALLIFEROUS MINERALS AND 
MINING. Bv D. C. Davies, F.G.S., Mining Engineer, &c., Author of "A 
Treatise on Slate and Slate Quarrying." Illustrated with numerous Wood 
Engravings. Fourth Edition. Crown 8vo, las. 6d, cloth. 

"Neither the practical miner nor the general reader interested in nunes, can have a better book 
Cor his companion and his guide."— J/ifiwA^ yo%imal. 

"The v<dume is one which no student of mineralogy should be without."— CtftfilfO' Guardian, 

" We are doiitf our readers a service in calling their attention to this valuable •woA."— Mining 

World. 

" A bo(dc tiiat win not only be useful to tiie geologist, the practical miner, and the metallurgist, 
but also very interesting to the general public."— -/rvn. 

" As a history of the present state of mining throughout the world this bo<dc has a real valne^ 
and it supplies an actual want, for no such information has hitherto been brought together within 
such limited sp9cit.''~-Athetuntin, 

Earthy Minerals and Mining* 

A TREATISE ON EARTHY AND OTHER MINERALS 
AND MINING. By D. C. Davies, F.G.S. Uniform with, and forming a 
Companion Volume to, the same Author's ' "Metalliferous Minerals and 
Mining." With 76 Wood Engravings. Second Edition. Crown 8vo, 12s. 6d, 
cloth. 
" It is essentially a practical work, intended primarily for the use of practical men. . . . We 

4o not remember to have met with any English work on mining matters that contains the samis 

amount of information packed in equally convenient form."— ^a»2emy. 

" The book is clearly the result of many years' careful work and thought, and we should be 

inclined to rank it as among the very best of the handy technical and trades manuals which have 

recently appeared."— iBHMr A Quarterly Review. 

" The volume contains a great mass of practical information, carefully methodised and pre* 

sented in a very intelligible shape."— Scotsman. 

" The subject matter of the volume will be found of high value by aU— and they are a nnmer« 

ous class— who trade in earthy mxnexais."'^Athenaum, 
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Underground JPutnping Machinery. 

MINE DRAINAGE. Being a Complete and PnCbtical Treatise 
■n Direct-Adiiig Under g round Steam Pumping Machinery, with a Descrip- 
tion of a large nnmber ol the best known Engines, their Greneral Utility and 
the Special Si^iere of their Action, the Mode of their Application, and 
their meiits compared with other forms of Pomping Machinery. By Stbphbn 
MicHBix. 8to, iss. doth. 

~^WB bs hlffiiy utef ad b^ coBerr owneis and lessee^ ndnincr eneineeia; and stndeats 
lai^ whD i w iuiie to be aoqaamted wiui the best means of securing' the orainage of mines. It 

in tiw Itteiatnre of steam pompinsr machinery."— 




is gireB, so that the book b thoroughly worthy of an extensive 
and purchasers of machinery."— 1/twtwy yourna/. 

Minit%g Tods. 

A MANUAL OP MINING TOOLS. For the Use of Mine 
Managers, Agents, Students, Ac. By Wiluam Morgans, Lecturer on Prac- 
tical Mining at the Bristol School of Mines, ismo, 35. cloth boards. 

ATLAS OP ENGRAVINGS to Illustrate the above, contain- 
ing S35 lUoatiations of Mining Tools, drawn to scale. 4to, 45. 6d, cloth. 



hi the s c ienr e of waiaiaf^ and w e iui e u , captain^ managers and Tiewers may gain 
and nseAd hints by the study of Mr. Morgans' manual —<^oUitry GuaraioH, 
A vahable woi^ adikh wiB land mateiiany to improTe our mining literature."— lfi£n«>y 



€UhU Mining, 

COAL AND COAL MINING: A Rudimentary Treatise on. By 
Sir Warxkotoii W. Smtth, M.A., F.R.S., &c., Chief Inspector of the Mines of 
the Crown. New Edition, Revised and Cwrected. With numerous lUustra- 
tions. ismo, 45. cloth boards. 

** As an ontBne is given of every knovn ooal-fidd in this and odier coontries, as weO as of the 

the book - - - .... 



me t hods of w mkin g , the book wiH doubtless interest a very laqpe number of readers.*— 



Subterraneous Surveying. 

SUBTERRANEOUS SURVEYING, Elementary and Practical 
TreoHu om; with and without the Magnetic Needle. By Thomas Fbnwick. 
Surveyor of Mines, and Thomas Bakbr, C.B. Illustrated, zzmot 3s. cloth 
rda. . — -. 

NATURAL AND APPLIED SCIENCE. 



Text Book of Electricity, 

THE STUDENTS TEXT-BOOK OP ELECTRICITY. Bv 
Hbmrt M. NoAD, Ph.D., F.R.S., F.CS. New Edition, carefully RevisecL 
With an Introduction and Additional Chapters, by W. H. Prbbcb, M.I.C.E., 
Vice-President of the Society of Telegraph Engineers, &c With 470 Illustra" 
tions. Crown 8vo, 12s. 6d, cloth. 

"Tiie original plan of this book has been caieAdiy adhered to so as to make It a leilex of die 
'State of electrical science, adapted for students. . . . Discovery seems to have pr» 
, with marrdlous strides ; nevertheless it has now apparently ceased, and practical appBca- 
uww have commenced their career: ifed it is to give a faithful account of these that this fteih 
edition of Dr. Noad's vahiable text-book b launched forth."- iEx^radyWm Introduction ky H^. H» 
Frteet, Esq. 

"We can recommend Dr. Noad's book for dear style, great range of subject, a good indei^ 
and a plethora of woodcuts. Such coDections as the present are indispensable."— ^/'A^m^vkm. 

** ur. Noad's text-book has earned for itself the reputation of a truly scientific manual for tlie 
student of ele ctr ic ity, and we gladly hafl this new amended edition, which brinn it once more to 
the fnmt. Mr. Preece as reviser, with the asastance of Mr. H. R. Kempe and Mr. T. P. Edwards, 
has added aU die practical results of recent invention and research to die admiraole theoretical 
expositions of the author, so that the book is about as complete and advanced as it is possible fbe 
any book to be withhi the limits of a text-book."— r^il^fnc/A^ youmoL 

Electricity. 

A MANUAL OP ELECTRICITY: Including Galvanism, Mag- 
netism, Dia-Magnetismt Electro-Dynamics, Magno-Eledricify, and the Electric 
Telegraph, l&j Hbnrt M. Noad, Ph.D., F.R.S., F.CS. Fourth Edition. 
With SCO Woodcuts. 8vo, £1 4*. cloth. 

.. ^ "T!** ^coints given of electricity and galvanism are not only complete in a scientific sense 

but, which IS a rarer thing, are popular and interestinir."— .^»<«/. 

*'It is worthy of a place in the library of every public institution."— jl/t'Mt»r ymtmal. 
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JSHectric JAghU 

ELECTRIC LIGHT : Its Production and Use. Embodying Plain 
Directions for the Treatment of Voltaic Batteries, Electric Lamps, and 
Dsmamo-Electric Machines. By J. W. Ur^^uhart, C.E., Author of " Electro- 
plating." Second Edition, with large Additions and 128 Illusts. 75. 6d, cloth. 

*' The book is by far the best that we have yet met with on the subject."— jitk^naum. 

"It is the only work at present available wmch gives, in language intelligible for the most part 
to the ordinary reader, a general but concise history of the means which have been adopted up to 
the preseat time in producing the electric light."— ikfe^irvi^iAiM. 

'The book contains a general account of the means adopted in producing the electric Ugh^ 
not only as obtained from voltaic or galvanic batteries^ but treats at length of the dynamo^lectric 
machine in several of its ioTtos."—Coiliery Guardian, 

Electric Lighting. 

THE ELEMENTARY PRINCIPLES OF ELECTRIC LIGHT- 
ING. By Alan A. Campbell Swinton, Associate S.T.E. Crown 8vo, 
15. 6d. cloth. 

"Anyone who desires a short and thoroughly clear exposition of the elementary principles of 
electric-l^rhting cannot do better than read this little yiox}^^*— Bradford Obstrvtr. 

J>T. Lardner^s School Handbooks. 

NATURAL PHILOSOPHY FOR SCHOOLS. By Dr. Lardner. 

328 Illustrations. Sixth Edition. One Vol., 3s. 6d» cloth. 

" A very convenient class-book for junior students in private schools. It is intended to convey. 
In clear and precise terms, general notions of all the principal divisions of Physical Science. "-~ 
British Quarterly Review. 

ANIMAL PHYSIOLOGY FOR SCHOOLS. By Dr. Lardner. 
With igo Illustrations. Second Edition. One Vol., 35. 6d. cloth. 
*' Clearly written, well arranged, and excellently Ulustrated." — Gardener's Chronicle, 

Dr. Lardner^s Electric Telegraph. 

THE ELECTRIC TELEGRAPH. By Dr. Lardner. Re- 
vised and Re-written by E. B. Bright, F.R.A.S. 140 Illustrations. Small 
8vo, 2S. 6d. cloth. 
" One of the most readable books extant on the Electric Tdqi^raph."— f M^/irA Mechanic. 

Storms. 

STORMS : Their Nature, Classification^ and Laws; with the Means 
of Predicting them by their Embodiments, the Clouds. By Wm. Blasius. 
With Coloured Plates and Woodcuts. Crown 8vo, los. 6d. cloth. 

" A very readable book. . . . The fresh facts contained in its pages, collected with evident 
care, form a useful repository for meteorofc^fists in the study of atmospherical disturbances. . . . 
The book will pay perusal as beii^ the prcxluction of one who gives evidence of acute observao 
^oa."— Nature. 

The Blotupipe. 

THE BLOWPIPE IN CHEMISTRY, MINERALOGY, AND 
GEOLOGY. Containing all known Methods of Anhydrous Analysis, many 
Working Examples, and Instructions for Making Apparatus. By Lieut.- 
Colonel W. A. Ross, R.A. With xso Illustrations. Cr. 8vo, 35. 6d. cloth. 

" The student who goes conscientiously through the course of experimentation here laid down 
irll gain a better insight into inorganic chemistry and mineral^y than if he had 'got up' any of 
the DMt text-books ot the day, and passed any number of examinations in their contents.' —CAcm^. 
col News. 

The Military Sciences. 

AIDE-MEMOIRE TO THE MILITARY SCIENCES. Framed 
from Contributions of Officers and others connected with the di£ferent Ser^ 
vices. Originally edited by a Committee of the Corps of Royal En^neers. 
Second Edition, most carefully revised b^ an Officer of the Corps, witn many 
Additions; containing nearly 350 Engravmgs and many hundred Woodcuts. 
Three Vols., royal 8vo, extra cloth Ix^ds, and lettered, £4 xos. 

"A compendious encyclopaedia of military knowledge, to which we are greatly indebted."^ 
Edinburgh Review. 

Field Fortification. 

A TREATISE ON FIELD FORTIFICATION, THE ATTACK 
OF FORTRESSES, MILITARY MINING, AND RECONNOITRING. By 
Colonel I. S. Macaulay, late Professor of Fortification in the R.M.A., WooP 
wich. Sixth Edition, crown 8vo, cloth, with separate Atlas of za Plates, zas. 
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Tevnperatnents. 

OUR TEMPERAMENTS, THEIR STUDY AND THEIR 
TEACHING. A Popular Outline. By Alezamdbr Stewart, F.R.C.S. 
Edin. In one lai^e 8vo volume, with 30 Illustrations, including A Selection 
from Lodge's '* Historical Portraits,'* showing the Chief Forms of Faces. 
Price 155. cloth, gilt top. 

" The book is ocoeediaiihr interesting; even for those who are not systematic students of an- 
Chropology. ... To those wno think the proper study of mankind is man, it will be fuil of attrac- 
tionr—Uaily Ttlq^rt^k. 

" The author's object is to enable a student to read a man's temperament in his aspect. The 
«rork is well adapted to its end. It is worthy of the attention of students of human nature."— 
Scotsman, 

" The Tohime is heavy to hold, but light to read. Thongrh the author has treated his subject 
exhaustiTdy, he writes in a popular and pleasant manner that renders it attractiTe to the general 
reader."— AcncA. 

I^neufnatics and Acoustics* 

PNEUMATICS : including Acoustics and the Phenomena of Wind 
Currents, for the Use of Beginners. By Charles Tomlihsom, F.R.S., 
F.C.S., &C. Fourth Edition, Enlarged. With numerous Illustrations. 
X2mo, 15. 6d. cloth. {.J**st published, 

" Beginneis in the study of this important application of sdenoe could not have abetter manual." 
^-Srotstnan. 

*' A TalnaUe and suttaUe text-book for students of Acoustics and the Phenomena of Wind 
Currents."— 5ieA«v/iMaj'^r. 

Concholofftf. 

A MANUAL OF THE MOLLUSCA : Being a Treatise on Recent 
and Fossil Shells. By S. P. Woodward. A.L.S., F.G.S., late Assistant 
Palaeontologist in the British Museum. Fifth Edition. With an Appendix 
on Recent and Fossil Conchological Discoveries, by Ralph Tate A.L.S., 
F.G.S. Illustrated by A. N. Waterhouss and Joseph Wilson Lowry. 
With 23 Plates and upwards of 300 Woodcuts. Crown 8vo, ys. 6d, cloth 
boards. 
" A most valuable storehouse of conchological and geological information."— &«mcir Goss^, 

Astronomy. 

ASTRONOMY. By the late Rev. Robbrt Main, M.A., F.R.S., 
formerly Raddiflfe Observer at Oxford. Third Editicm, Revised and Cor- 
rected to the present time, by William Thymme Lynn, B.A., F.R.A.S.9 formerly 
of the Royal Observatory, Greenwich. lamo, 7s. cloth limp. 

"A sound uid simple treatise^ very carefully edited, and a capital book for beginners."— 
SCnowiedgpt. 

" Accuratdjy brought down to tiie requirements of the present time by Mr. hjuxi."— Edu- 
cational TUnes. 

Geology. 

RUDIMENTARY TREATISE ON GEOLOGY, PHYSICAL 
AND HISTORICAL. Consisting of "Physical Geology," which sets forth 
the leading Principles of the Science ; and " Historical Geology,** which 
treats of the Mineral and Organic Conditions of the Earth at each successive 
epoch, especial reference being made to the British Series of Rocks. By 
Ralph Tate, A.L.S., F.G.S., &c., &c. With 250 Illustrations, zamo. 5$. 
cloth boards. 

" The fulness of the matter has elevated the book into a manuaL Its information is ediaustiv« 
«nd well arranged."— >Sc%«0/ Board Chronicle, 

Geology and Genesis. 

THE TWIN RECORDS OF CREATION; or. Geology and 
Genesis : their Perfect Harmony and Wonderful Concord. By Gborgb.W. 
Victor lb Vaux. Numerous Illustrations. Fcap. 8vo, 5s. cloth. 

" A valuable contribution to the evidences of Revdadon, and disposes very condudvehr of the 
arguments of those who would set God's Works against God's WM-d. No real difficulty is shirked. 
and no sophistry is left unexposed."— rA« Rock. ' 

" The remarkable peculiarity of this author is that he combfaies an unbounded admiration of 
science with an unbounded admiration of the Written record. The two impulses are balanced to 
a nicety ; and the consequence is that difSculties, which to minds less evenly poised would be seri* 
ous, find immediate solutions of the happiest kinds. '-^London Review, 
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DR. LARDNER'S HANDBOOKS OF NATURAL PHILOSOPHY. 



THE HANDBOOK OF MECHANICS. Enlarged and almost re- 
written by Benjamin Lobwy, F.R.A.S. With 378 Illastrations. Post 8tO| 
6s. cloth. 

" The perspicuity of the original lias been retained, and chapters iffaich had become obsolete 
have been replaced by others of more modem character. The explanations throughout are 
studiously popular, and care has been taken to show the application of the various branches of 
physics to the industrial arts, and to the practical business of hfe."— A/wttnc youmai. 

"Mr. Loewy has carefully revised the book, and brought it up to modem requirements."— 
JVaiurt. 

" Natural philoaophy has had few exponents more able or better skilled in tiie art of popu- 
larising the subject than Dr. Lardner ; and Mr. Loewy is doing good service in fitting this treatise, 
and the others of the series^ for use at the present tima."— Scotsman. 

THE HANDBOOK OF HYDROSTATICS AND PNEUMATICS. 
New Edition, Revised and Enlarged, by Benjamin Loewy, F.R.A.S. With 
236 Illustrations. Post Svo, 5s. cloth. 

"For those 'who desire to attain an accurate Imowledge of physical science without the pro* 
fbimd methods of mathematical investigation,' this work is not merely intended, but well adapted.'' 
^-Chemical News. 

" The volume before us has been careftiUy edited, augmented to nearly twice the bulk of th« 
former edition, and aU the most recent matter has been aaded. . . . It is a valuable text-book." 
—JVitUttrt. 

" Candidates for pass exanunatlons win find it, we think, specially suited to their requirements." 
English Mechanic 

THE HANDBOOK OF HEAT. Edited and almost entirely re- 
written by Benjamin Loewy, F.R.A.S., &c. xiy Illustrations. Post 8to, 6s. 
cloth. 

" The style is always clear and precise, and conveys instruction without leaving any cloudiness 
«r lurldng doubts \)tAaadi."--EngiM€ering. 

"A most exhaustive book on the subject on which it treats, and is so arranged that it can be 
understood by all who desire to attain an accurate knowledge of physical science. .... Mr. 
Loewy has included all the latest discoveries in the varied kiws and effects of heat."— 5/ayMEam/. 

"A complete and handy text-hook for the use of students and general readers."— i^Myf/ifrA 
Mechanic 

THE HANDBOOK OF OPTICS. By Dionysius Lardner, D.C.L., 
formerly Professor of Natural Philosophy and Astronomy in University 
College, London. New Edition. Edited by T. Olvsr Harding, B.A. Lond., 
of University College, London. With 398 Illustrations. Sniall 8vo, 448 
psLges, 55. cloth. 

"Written by one of the ablest English scientific writers, beautifully and elaborately Illustrated." 
Mechanics Magazine 

THE HANDBOOK OF ELECTRICITY, MAGNETISM, AND 
ACOUSTICS. By Dr. Lardner. Ninth Thousand. Edit, by George Carey 
Foster, B.A., F.C.S. With 400 Illustrations. Small Svo, 5s. cloth. 

" The book could not have been entrusted to anyone better calculated to preserve the terse and 
fcicid style of Lardner, while correcting his errors and bringing up his woric to the present state of 
sdentinc knowledge."— /V^M/»r Sdertce Revitw. 

\* The above Five Volumes, though each is Complete in itself, form A Com- 
plete Course op Natural Philosophy. 



Dr. JLardner^s Mandbooh of Astronomy. 

THE HA NDBOOK OF A STRONOMY. Forming a Companion 
to the " Handbook of Natural Philosophy.'* By Dionysius Lardner, D.C.L., 
formerly Professor of Natural Philosophy and Astronomy in University 
College, London. Fourth Edition. Revised and Edited by Edwin Dunkin, 
F.R.A.S., Royal Observatory, Greenwich. With 38 Plates and upwards of 
100 Woodcuts. In One Vol., small 8vo, 550 pages, gs. 6d. cloth. 

" Probably no other book contains the same amount of information in so compendious and weO- 
arranged a fonxk— certainly none at the price at which thU is offered to the putiiic."—Athenaum. 

" We can do no other than pronounce this work a most valuable manual of astronomy, and we 
strongly recommend it to all who wish to acquire a general— but at the same time correct— acquaint* 
ance with this sublime science."— j^aMtriSerO' yonrmU qf Science. 

"One of the most deservedly popular books on the subject . . . We would recommend not 
only the student of the elementary principles of the science, but he who aims at mastering the 
higher and mathematical branches of astronomy, not to be without this work beside him."— ^r«£M> 
ctuMagatim. 
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DR. LARDNER'8 MUSEUM OF SCIENCE AND ART, 



THE MUSEUM OF SCIENCE AND ART. Edited by 
D10NTSIU8 Lardnbr, D.C.L., formerly Professor of Natural Philosophy and 
Astronomj in University College, London. With upwards of z,aoo Snerav- 
ings on Wood. In 6 Double Volumes, £1 is., in a new and elegant cloth bind* 
ing ; or handsomely bound in half-morocco, 31s, 6d, 

Contents : 
TbeFluMts: Are th«y Inhabited WoridsT— I motiTe — Th e rmometer — New Planets; La* 



Weather Prognostics — Popular Fallacies in 
Questions of Avsical Science— Latitudes and 
Longitudes — Lunar Influences — Meteeric 
Stones and .Shooting^ Stars— Railway Accidents 

:omotion 



siones ana anoocnvstars— Kaiiwaj ai 
— Light— Common ^liinffs: Air— Loc( 



Terrier and Adams's Planet— Magnitude and 
Minuteness— Common Things : The Almanack 
—Optical Images— How to obserre the Heavens 
_ Common Things : The Looking-glass —- 
Stellar Universe— The Tides— Colour— Com- 
te tSe Umted States— C«netarf Itafluences— \ mon Thlnfi;s: Man— Magnifying Glasses— In> 

stinct and Intelligence— The Solar Microscope 
—The Camera Ludda — The Magic Lantern— 
The Camera Obscure- The Microscope— The 
White Ants: Their Manners and Habits— The 
Surface of the Earth, or First Notions of 
Geography— Science and Poetry — The Bee- 
Steam Navi^tion — Electro-Motive Power — 
Thunder, Lightning, and the Aurora Borealis 
—The Printing Press— The Crust of the Earth 
—Com e ts T he Ste r eoscope— The Pre-Adam- 
ite Earth— Eclipses— Soond. 



Common Things : Water— The Potter's Art— 
Coounoa Things: Fire — Locomotion and 
TnnqMrt, their Influence and Progress— The 
Moon— Common Things: The Earth— The 
Electric Telegraph — Terrestrial Heat — The 
Sun— Earthquakes and Volcanoes — Barometer, 
Safety Lamp, and Whitworth's Micrometric 
Apparatus— Steam— The Steam Engine— The 
Eve— The Atmosphere ^ Tune — Common 
Things : Pumps— Common Things : Spectacle^ 
the Kaleidoecope — Clocks and Watches — 
Micvoeoopic Drawing and Engraving- Loco- 



- *«* Opinions op the Press. 

** TMs aeile^ besides alToiding popular but sound instruction on scientific subjects, with which 
tile humblest man in tlie country ought to be acquainted, also undertakes that teaching of * Com- 
mon Things ' wliich every well-wisher of hb kind is amdotts to promote. Many thousand copies of 
tliis ser v ic e a ble publication have been printed, in the bdief and hope diat the desire for instruction 
and improvement widely prevails ; and we have no fear that such enlightened fiiith wiD meet w^ 
dis^ipointment."— r«Micr. 

" A cheu> and interesting publication, alike infbrming and attractive. The papers combine 
subjects of unportanoe and gr^st scient^ knowledge^ considerable inductive powers, and a 
popular style of treatment."— ^^/cdia/pr. 

" The * Museum of Science and Art ' b the most vahiable contribution that has ever been 
made to the Scientific Instruction a< every dass of sodety."— Sir DAVID BRBWSTBK. in the 
Nfrth BritisA Review, 

** Whedier we consider tiie HberaUty and beauty of the flhistration^ the diarm of die writing; 
or the durable interest of the matter, we must express our belief that there is hardly to be found 
among tlie new boola one that would be welcomed by people of so many ages ana classes as a 
valuable presenL" 



*•* SepuraU boohs formed from the above^ suitable for Worhmen's Libraries^ 

Science Classes, etc. 

Cotntm&H Things Eocpiained. Containing Air, Earth, Fire, Water, Time, 
Man, the Eye, Locomotion, Colour, Clocks and Watches, &c. 233 Illus' 
trations, cloth gilt, 5s. 

The Mieroaeope. Containing Optical Images, Magnifying Glasses, Origin 
and Description of the Microscope, Microscopic Object^ the Solar Micro- 
scope, Microscopic Drawing ana Engraving, &c. 147 Illustrations, doth 
gilt, as. 

Popular Goology* Containing Earthquakes and Vdcanoes, the Crust of 
the Earth, &c. 201 Illustrations, cloth ^t, 2$. 6d. 

Popular Bhyaies* Containing Maaiitude and Minuteness, the Atmo- 
sphere, Meteoric Stones, Popular Fallacies, Weather Pro^ostics, the 
'Hiennometer, the Barometer, Sound, ftc. 85 Illustrations, cloth gilt, 2s. 6d. 

Steam, and Uo ITite*. Including the Steam Engine, the Locomotive, and 
Steam Navigation. 89 Illustrations, cloth gilt, as. 

Popular Attronowy, Containing How to observe the Heavens— The 
Earth, Sun, Moon, Planets, Light> Comets, Eclipses, Astronomical Influ- 
ences, &c Z82 Illustrations, 4s. 6d, 

The Boo and WhUo Ants : Their Manners and Habits. With Illustra- 
tions of Animal Instinct and Intelligence. 135 Illustrations, cloth gilt, 2s. 

Tho Bloehrie Telegraph Poptdarised, To render intelligible to all who 
can Read, irrespective of any previous Scientific Acquirements, the various 
forms of Telegraphy in Actual Operation, zoo lllustrationSa cloth gil^ 
iu6d. 
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COUNTING-HOUSE WORK, TABLES, etc. 

j±ccount8 for Manufacturers. 

FACTORY ACCOUNTS: Their Principles and Practice. A 
Handbook for Accountants apd Manufacturers, with Appendices on the No- 
menclature of Machine Details ; the Income Tax Acts ; the Rating of Fac- 
tories; Fire and Boiler Insurance; the Factory and Workshop Acts, &c., 
including also a Glossary of Terms and a large number of Specimen Rulings. 
B^ Emile Garcke and J. M. Fells. Second Edition. Demy 8vo, 250 pages, 
price los. 6d, strongly bound. [jfust pubUshed, 

"One of the most important works ever published dealing with these matters. The authors 

have treated the subject from the standpoint of the factory, as practical men speakings to practical 

men, and not, as has been too often the case, as schoolmasters to schoolboys."— £^etrician. 

" A vei^interestingr description of the requirements of Factory Accounts. . . . the principle 

of assimilatin£f the Factory Accounts to the general commercial books is one which we thoroughly 

agree ■mth."—Aecountanis' journal. 

" Characterised by extreme thoroughness. There are few owners of Factories who would 

not derive great benefit from the perusal of this most admirable yioxk."— Local Government 

Chronicle. 

Foreign Commercial Correspondence. 

THE FOREIGN COMMERCIAL CORRESPONDENT: Being 
Aids to Commercial Correspondence in Five Languages — English, French, 
German, Italian and Spanish. By Charles 'E. Baker. Crown 8vo, price 
about 5s. [/» Preparation. 

Intuitive Calculations. 

THE COMPENDIOUS CALCULATOR ; or, Easy and Con- 
cise Methods of Performing the various Arithmetical Operations required in 
Commercial and Business Transactions, together with Useful Tables. By 
Daniel O'Gorman. Corrected and Extended by J. R. Young, formerly 
Professor of Mathematics at Belfast College. Twenty-sixth Edition, care- 
fully Revised by C. Norris. Fcap. 8vo, 35. 6d. strongly half-bound in leather. 

" It would be difficult to exaggerate the usefulness of a book like this to everyone engaged in 
commerce or manufacturins' industry. It is crammed full of niles and formulae for shortening and 
employing calcvlations."— Knowledge. 

" Supplies special and rapid methods for all kinds of calculations. Of great utility to persons 
engaged in any kind of commercial transactions." — Scotsman. 

Modern Metrical Units and Systems. 

MODERN METROLOGY : A Manual of the Metrical Units 

>posed 
'•Aid 




" The author has brought together much valuable and interesting information. . . . We 
cannot but recommend the work to the consideration of all interested in the practical reform of our 
weights and measures." — Nature. 

"For exhaustive tables of equivalent weights and measures of all sorts, and for clear demonstra* 
tions of the effects of the various systems that have been proposed or adopted, Mr. Jackson's 
treatise is without a nval."^Academy. 

The Metric System and the British Standards. 

A SERIES OF METRIC TABLES, in which the British Stand- 
ard Measures and Weights are compared with those of the Metric System at Present 
in Use on the Continent. By C. H. Dowling, C.E. 8vo, ios. 6d. strongly bound. 
"Their accuracy has been certified by Professor Airy, the Astronomer-Royal." — Builder. 
"Mr. Dowling's Tables are well put together as a ready-reckoner for the conversion of one 
system into the ottiet."-^Athenetum. 

Iron and Metal Trades^ Calculator. 

THE IRON AND METAL TRADES' COMPANION. For 
expeditiously ascertaining the Value of any Goods bought or sold by Weight, 
from IS. per cwt. to ii2s. per cwt., and from one farthing per pound to one 
shilling per pound. Eacn Table extends from one pound to xoo tons. To 
which are appended Rules on Decimals, Square and Cube Root, Mensuration 
of Superficies and Solids, &c. ; Tables ot Weights of Materials, and other 
Useful Memoranda. By Thos. Downie. 396 pp., 9s. Strongly bound in leather. 
" A most useful set of tables, and will supply a want, for nothing like them before existed." — 

Burning News. 

" Although specially adapted to the iron and metal trades; the tables will be found use&l In 

every otber business in which merchandise is bought and sold by weight."— ie«tfwa[y News, 
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Caiculatar for Numbers and Weights Combined. 

THE COMBINED NUMBER AND WEIGHT CALCU- 
LA TOR, Containing upwards of 250,000 Separate Calculations, showing at 
a glance the value at 421 difierent rates, ranging from ^th of a Penny to 20s. 
each, or per cwt., and £90 per ton, of any number of articles consecutively, 
from X to 470. — Any number of cwts., qrs., and lbs., from i cwt. to 470 cwts.— 
Any number of tons, cwts., qrs., and lbs., from z to 23) tons. By William 
Chadwick, Public Accountant. Imp. 8vo, 30s. strongly bound for Office wear 
and tear. 

tsr This comprehensive and entirely unique and original Calculator is adapted 
for the uu of Accountants and Auditors, Railway Companies, Canal Companies, 
Shippers, Shipping Agents, General Carriers, etc. Ironfounders, Brassfounders, 
Metal Merchants, Iron Manufacturers, Ironmongers, EngtHeers^ Machinists, Boiler 
Makers, Millwrights, Roofing, Bridge and Girder Makers, Collury Proprietors, etc. 
Timber Merchants, Builders, Contractors, Architects, Surveyors, Auctioneers, 
Valuers, Brokers, Mill Owners and Manufacturers, Mill Furnishers, Merchants and 
General Wholesale Tradesmen. 

*,* Opinions of the Press. 

"The book contains the answers to questions, and not simply a set of bupenloos puzzle 
methods of anivinff at results. It is as easy of reference for any answer or any mimber of answers 
as a dictionary, ud the references are even more quicldy made. For making ui> accounts or esti- 
mates, the book must prove invaluable to all who liave any c on siderable quantity of calculations 
involving price and measure in any combination to do."— EMfineer. 

" The most complete and practical ready reckoner which it has been our fortune yet to see. 
It b difficult to imagme a trade or 'occupation in which it could not be of the greate s t use^ either 
ia saving human labour or in checkine work." — TA^ Miller. 

" The most perfect work of the kind yet prepared."— C/oj/vw Herald, 

Comprehe^nsive Weight Calculator* 

THE WEIGHT CALCULATOR. Being a Series of Tables 
upon a New and Comprehensive Plan, exhibiting at One Reference the exact 
^^ue of any Weight from z lb. to 15 tons, at 300 Progressive Rates, from id. 
to z68s. per cwt., and containing z86,ooo Direct Answers, which, with their 
Combinations, consisting of a smgle addition (mostly to be performed at 
sight), will afford an aggregate of zo,266,ooo Answers ; the whole being calcu* 
lated and designed to ensure correctness and promote despatch. By Henry 
Harbbn, Accountant. Fourth Edition, carefuUy Corrected. Royal 8vo, 
strongly half-bound, £1 5s. \Just published. 

" A practical and useful work of reference for men of buaness generally ; it is the best of the 

kind we have s«eD."^Ir<mmonfer. 

" Of priceless value to busmess men. Its accuracy and completeness have secured for it a 

reputation which renders it quite unnecessary for us to say one word in its praise. It is a necessary 

book in all mercantile oBnoes.'''SM^eld IndepetuUnt. 

Comprehensive Discount Guide* 

THE DISCOUNT GUIDE. Comprising several Series of 
Tables for the use of Merchants, Manufacturers, Ironmongers, and others, 
by which may be ascertained the exact Profit arising from any mode of using 
Discounts, either in the Purchase or Sale of Goods, and the method of either 
Altering a Rate of Discount or Advancing a Price, so as to produce, by one 
operation, a sum that will realise any required profit after allowing one or 
more Discounts : to which are added Tables of Profit or Advance from z| to 
90 per cent., Tables of Discount from z} to 98I per cent., and Tables of Com- 
mission, &c., from \ to zo per cent. By Henry Harbbn, Accountant, Author 
of " The Weight Calculator." New Edition, carefully Revised and Corrected. 
Demy 8vo, 544 pp. half-bound, £i ss. 
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' A book such as this can only be appreciated by bu^ess men, to whom the saving of tfane 

" lueh authority of Profi 

1 strictly accurate prtnapi 
of great value to merchants, manufacturers, and general traders."— British Trade youmal. 



means saving of money. We have the high authority of Professor T. R. Young that the tables 
throughout the work are constructed upon strictly accurate principles. The work must prove 



Iron Shipbuildera' and Merchants^ Weight Tables* 

IRON 'PLATE WEIGHT TABLES: For Iron Shipbuilders, 
Engineers and Iron Merchants. Containing the Calculated Weights of up- 
wards of Z50.000 dififerent sizes of Iron Plates, from i foot by 6 in. by } in. to 
zo feet by 5 teet by z in. Worked out on the basis of ao lbs. to the square 
foot of Iron of z mch in thickness. Carefully compiled and thoroughly Re- 
vised by H. BuRLiNSON and W. H. Simpson. Oblong 4to. 25s. hali-lx>und. 
"This work will be found of great utility. The authors have had much practical experience 

of what is wanting in makmg estimates; and the use of the book will save much time in making 

elaborate calculanona, —EftgUsh MuManic, 
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INDUSTRI AL AND USEF UL ARTS. 

Soap-makingm 

THE ART OF SOAP-MAKING : A Practical Handbook of the 
Manufacture of Hard and Soft Soaps, Toilet Soaps, etc. Inclading many New 
Processes, and a Chapter on the Recovery of Glycerine from Waste Leys. 
By Albxander Watt, Anthor of " Electro-Metallurgy Practically Treated," 
&c. With numerous Illustrations. Third Edition, Revised. Crown 8vo, 
75. 6d. cloth. 
"The work will prov« very useful, not merely to the technological student^ but to the practical 

soap-boiler who wishes to understand the theory of his art." — Chentical News. 

"ReaUy an excellent example of a technical manual, entering, as it does; thoroughly and 

ezhaustiveW both into the theory and practice of soap manufacture. The book is well and honestly 

done, and deserves the considerable circulation with which it will doubtless meet."— A:M0n//«a^e. 
"Mr. Watt's book is a thoroughly practical treatise on an art which has almost no literature i& 

our langua^. We congratulate the author on the success of his endeavour to fill a void in English 

technical hterature."— Aa/wr«. 

Jaeafher Manufacture. 

THE ART OF LEATHER MANUFACTURE. Being a 
Practical Handbook, in which the Operations of Tanning, Currying, and 
Leather Dressing are fully Described, and the Principles of Tanning Ez- 

flained, and many Recent Processes introduced; as also Methods for the 
Estimation of Tannin, and a Description of the Arts of Glue Boiling, Gut 
Dressing, &c. By Alexander Watt, Author of " Soap-Making," " Electro- 
Metallursy," &c. With nimierous Illustrations. Second EdiUon. Crown 
8vo, 95. cloth. [Just published. 

"A sound, comprehensive treatise on tanning and its accessories. The book is an eminently 
valuable production, which redounds to the credit of both author and publishers."— CA<m&»/ 
Review. 

"This volume is technical without being tedious, comprehensive and complete without being 

£rosy, and it bears on every pag^ the impress of a master hand. We have never come across a 
stter trade treatise, nor one that so thoroughly supplied an absolute want."— ^Ao^ and Leather 
Traded Chronicle. 

Boot and Shoe Making. 

THE ART OF BOOT AND SHOE-MAKING. A Practical 
Handbook, including Measurement, Last-Fitting, Cutting-Out, Closing and 
Making, with a Description of the most approved Machinery employed. 
By John B. Lend, late Editor of 5^ Crispin, and The Boot and Shoe-Maker, 
With numerous Illustrations. Second Edition. Crown 8vo, 2S. 6i. cloth. 

[Just published. 

" Thb excellent treatise is by far tiie best work ever written on the subject. A new work, 

embracing aU modem improvements, was much wanted. This want is now satisfied. The chaptet 

on clicking, which shows now waste may be prevented, will save fifty times the price of the book." 

—Scottish Leather Trader, 

" This volume is replete with matter well worthy the perusal of boot and shoe manufacturers 
and expetienced craftsmen, and instructive and valuable in the highest degree to all youuji* 
b^finners and craftsmen in the trade of which it treats."— Z,^a/A<r Trades' Circular. 

I>enti8try. 

MECHANICAL DENTISTRY: A Practical Treatise on the 
Construction of the various kinds of Artificial Dentures. Comprising also Use* 
ful Formulas, Tables and Receipts for Gold Plate, Clasps, Solders, &c. &c. 
By Charles Hunter. Third Edition, Revised. With upwards of 100 
Wood Engravings. Crown 8vo, 35. 6d. cloth. [just published. 

" The work is very practicaL"— A/(p«/A/y Review of Dental Surgery. 

" We can strongly recommend Mr. Hunter's treatise to aU students preparing for.the profession 
of dentistry, as welTas to every mechanical deatist."—Du6lin journal <if Medical Sdenu. 

Wood ^Engraving. 

A PRACTICAL MANUAL OF WOOD ENGRAVING. With 

a Brief Account of the History of the Art. Bv William Noruan Brown. 

With numerous Illustrations, urown 8vo, 25. cloth. 

*' The author deals with the subject in a thoroughly practical and easy series of representative 
ltsaao&."—Pa^er and Printing- Trades youmal. 

" The book is clear and complete, and will be useful to anyone wantmg to understand the first 
elements of the beautiful art of wood engraving."— (^m/Atc. 

Paper Making. 

A TREATISE ON PAPER; with an Outline of its Manufacture, 
Compute Tables of Sixes, etc. For Printers and Stationers. By Richardson 
Parkinson. 8vo, 3*. cloth ; as. 6d. paper wrapper. 
M An admirable handbook by a man who understands his subject**— Pr^n/lfrx* Register. 
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LOOKWOOD'S HANDYBOOKS FOR HANDICRAFTS. 

t^ These Handybooks are wriUen to supply Handicraftsmen with informo' 
tion on workshop practice, and are intended to convey , in platn language, technical 
knowledge of the several crafts. Workshop terms are used, and workshop practice 
descried, the text being freely illustrated with drawings of modem tools, appliances 
4Md processes, uuful ahke to the young beginner and to the old hand, whose range 
of experience has been narrowed under a system of divided labour, as well as to 
amateurs. 

The following Volumes are already published. 



Metal Turning* 

THE MET A L TURNER'S HA ND YBOOK, A Practical Manual 
for Workers at the Foot-Lathe: Embracing Information on the ToolSi 
Appliances and Processes employed in Metal Turning. By Paul N. Has- 
LUCK, A.I.M.E., Author of " Lathe- Work." With upwards of One Hundred 
Illustrations. Second Edition, Revised. Cr. 8vo, 25. cloth. [Just published. 

" Altogether admirably adapted to initiate students into the art of tarmng."— Leicester Post. 

" Cleany and concisely written, excellent in every way, we heartily conunend it to all interested 
in metal tumii^." — ATecAanical fVorld. 

" With the assistance of a clever master, a clear and vivid expounder, and an abundance at 
Illustrations, the work lets handicraftsmen know what are the resources of the turning-lathe and how 
these may be deveioped.''—DuMdee Advertiser. 

Wood Turning. 

THE WOOD TURNER'S HANDYBOOK. A Practical Manual 
for Workers at the Lathe : Embracing Information on the Tools, Appliances 
and Processes Employed in Wood Turning. By Paul N. Hasluck, A.I.M.E., 
Author of " Lathe- Work." "The Metal Turner's Handybook," &c. With 
upwards of One Hundrea Illustrations. Crown 8vo, 25, cloth. [Just published. 

" The volume is well and dearly written in a lucid style, and all the instructions are fully ^ven. 
It will be found of great value to workmen and amateurs, and forms a safe and reliable guide to 
every branch of the lathe manipulation." — Carpenter and Builder. 

" An excellent manual for workers at the uaihe."—Glasg'tra/ Herald. 

"We recommend the book to youn^ turners and amateurs. A multitude of workmen have 
hitherto sought in vain for a manual of this special industry."— AftfcAantca/ World. 

Watch Repairing. 

THE WATCH JOBBER'S HANDYBOOK. A Practical Manual 
on Cleaning, Repairing and Adjusting, Embracing Information on the Tools, 
Materials, Appliances and Processes Employed in Watchwork. By Paul N. 
Hasluck, A.I.M.E., Author of " Lathe-Work," "The Metal Turner's Handy- 
Book." "The Wood Turner's Handybook," &c. With upwards of One 
Hundred Illustrations. Crown 8vo, 2S. cloth. [Just published. 

" Written in a clear style exactly suited to beginners and amateurs. We heartily recommend 
it." — Practical Engineer. 

" We recommend it to craftsmen in watchmaking as a useful and well-written grammar of their 
art." — Scotsman. 

" All young persons connected with the trade should acquire and study this excellent, and at 
the same time, inexpensive work.."— ClerJ^ntvell Cfironicle. 

Pattern Making. 

THE PATTERN MAKER'S HANDYBOOK, A Practical 
Manual, embracing Information on the Tools, Materials and Appliances em- 
ployed in Constructing Patterns for Founders. By Paul N. Hasluck, 
A.I.M.E. With One Hundred Illustrations. Cr. 8vo, 2s. cloth. [Just published. 
" Mr. Hasluck's ' Lathe Work ' and kindred productions have acquired a high reputation. 

His new volume, ' Pattern Making,' contains invaluable advice, and furnishes the studious workman 

with a very large amount of practical information." — Lloyds News. 

" Especially useftil to the beginner. We commend It to all who are interested in the counsels 

it so ably gives." — Colliery Guardian. 

"This handy volume contains sound information of considerable value to students and 

artificers."— ^arflfwartf TreuU journal. 

Mechanical Manipulation. 

THE ME CHA NICS WORKSHOP HA ND YBOOK. A Practical 
Manual on Mechanical Manipulation. Embracing Information on various 
Handicraft Processes, with useful Notes and Miscellaneous Memoranda. 
By Paul N. Hasluck, A.I.M.E. Author of " Lathe- Work," " The Metal 
Turner's Handybook," « The Wood Turner's Handybook." &c Crown 8vo, 
25. cloth. [Just ready. 
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Mectrolyais of C^ld, Silver, Copper, etc. 

ELECTRO-DEPOSITION : A Practical Treatise on the Electrolysis 
of Gold, Silver, Copper, Nickel, and other Metals and Alloys. With descrip- 
tions of Voltaic Batteries, Magnet and Dynamo-Electric Machines, Ther- 
mopiles, and of the Materials and Processes used in every Department of 
the Art, and several Chapters on ELECTRO-METALLURGY . By Alex- 
ander Watt, Author of " Electro-Metallurgy," &c. With numerous Illus- 
trations. Second Edition, Revised and Corrected. Crown 8vo, 9s. cloth. 

[Just published, 

*'ETkIenthf written by a practical man who has spent a lonr period of time in electro-plate 

workshops. The informanon given respecting the details of worksnop manipulation is remarkably 

complete. . . . Mr. Watt's book will prove of great value to electro«depositors, Jewellers, and 

various other workers in metal."— AV(A<r«. 

" Eminently a book for the practical worker In electro^lepositlon. It contains minute and 
practical descriptions of methods processes and materials as actually pursued and used in the 
workshop. Mr. Watt's book recommends itself to all interested in its subjects."— £ti£infer, 

ElectrO'MetaXI/wrgy. 

ELECTRO-METALLURGY ; Practically Treated. By Alexander 

Watt, F.R.S.S.A. Eighth Edition, Revised, with Additional Matter and 

Illustrations, including the most recent Processes, xamo, 3s. 6d. cloth boards. 

"From this book both amateur and artisan may learn everything necessary for the successful 

prosecution of electroplating."— /»v». 

E^ctroplating. 

ELECTROPLATING : A Practical Handbook. By J. W. Urqu. 

HART, C.E. With numerous Illustrations. Crown 8vo, s^. cloth. 
" The information given appears to be based on direct personal knowledge. . . Its science 
is sound and the style is always dear." — Athefueum 

Electrotyping. 

ELECTROTYPING : The Reproduction and Multiplication of Prints 

ing Surfaces and Works of Art by the Electro-deposition of Metals, By J. W. 

Urquhar r, C.E. Crown 8vo, 5s. cloth. 

"The book is thoroughly practical. The reader is, therefore^ conducted through the leading 
laws of electricity, then through the metals used by electrotypers, the apparatus, and the depositing 
processes, up to the final preparation of the work."— Art youmal. 

" We can recommend this treatiseb not merely to amatmirs, but to those actually engaged in the 
trade."— CA^iwAfloi/ Neivs. 

Ootdsmiths' Work. 

THE GOLDSMITH'S HANDBOOK. By George E. Gee, 

Jeweller, &c. Third Edition, considerably Enlarged. zamo, 35. %d. cloth 

Boards. 

" A good, sound, technical educator, and will be generally accepted as an authority. It exactly 
fillfils the purpose intended."— //i^ro^ieifi^ youmal. 

"Will speedily become a standard book which few will care to be without."— yifwf^&r and 
Metalworker^, 

SUverstniths' Work. 

THE SILVERSMITH'S HANDBOOK. By George E. Gee, 

Jeweller, &c. Second Edition, Revised, with numerous Illustrations. i2mo, 

3s. 6d. cloth boards. 

"Thechief merit of the work is its practical character. . . . The workers in the trade will 
speedily discover its merits when they sit down to study it."— English Mechanic. 

"This work forms a valuable sequel to the author^ 'Goldsnuth's l^aa^!boc^i.'"— Silversmiths 
Trad* youmal. 

♦#* The above two works together, strongly half'bound, price ys. 

Textile Manufacturers* Tables. 

UNIVERSAL TABLES OF TEXTILE STRUCTURE. 

For the use of Manufacturers in every branch of Textile Trade. By Joseph 

Edmondson. Oblong folio, strongly bound in cloth, price 7s. 6d. 

■^ The principle on which the tables are founded is well known, and much 
used in the muslin manufacture, but the intricacy of the calculations hitherto 
required (especuUly where warp and weft differ in counts and in the closeness of the 
threads) has prevented its general aptHicaHon. By these tables a II the adjustments 
may be made without calculation. Mere references to the proptr places bring out 
the required information. 

" Immense labour has been bestowed on the work by the author. Tlie tables are adaptea to 
every mode of numbering yams and setts, and apply to all the branches of textile manufiurture."— 
Textile Recorder. 

D 
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Horology. 

A TREATISE ON MODERN HOROLOGY, in Theory and Prac- 
tice. Translated from the French of Claudius Saunier, ex-Director of the 
School of Horology at Macon, hy Tulibn Tripplin, F.R.A.Sm Besancon 
Watch Manufiactnrer, and Edward Rigg, M.A., Assayer in the Royal Mint. 
Wilh Seventy-eight Woodcuts and Twenty-two Coloured Copper Plate& 
Second Edition. Super-royal 8vo, £2 ss. cloth, £2 10s. half-caU. 

** There is no horoloeical work in the En8:lish langaage at all to be compared to this produc* 
tion of M. Sauaier's for aeamess and comideteness. It is alilce good as a gfuide for the student and 
as a reference for the experienced horologist and skilled wotkjmn."—Ii'orolo£icai yournal. 

" The latest, the most complete, and the most reliable of those literary productions to which 
continental watchmakers are indebted for the mechanical superiority over their English brethren 
—in fact, the Book of Books, is M. Saunier's 'TTea!dsit."'''tVatehmaker, yeTotlUrandSUversmUh, 

*' This magnificent treatise is one of the most valuable and comprc^ensire contributions to the 
fiterature of horcdogical art and science ever produced, and cannot Be too highly commended. It 
Is a perfect cyclopaedia of watch and dockmaldng."— T^Af Orventry Watch and Clockmafcer. 

Watchmaking. 

THE WATCHMAKER'S HANDBOOK. Intended as a Work- 
shop Companion for those engaged in Watchmaking and the Allied Mechani- 
cal Arts. Translated from the French of Claudius Saunier, and consider- 
ably Enlarged by Tulien Tripplin, F.R.A.S., Vice-President of the Horologi- 
cal Institute, and Edward Rigg, M.A., Assayer in the Royal Mint. With 
Numerous Woodcuts and Fourteen Copper Plates. Second Edition, Revised. 
With Appendix. Crown 8vo, 9s. cloth. {Just published, 

" Each part is trulj a treatise in itself. The arrangement is jrood and the langaage is dear and 
condse. It is an admirable guide for the young yrAtcAaaak&t. "—Engineering^. 

" It is imposdble to speak too highly of its excellence. It fulfils every requirement in a hand- 
book intended for the use of a workman. Should be fotmd in every worlcshop."— /f^o/cA and 
Cicckmafcer. 

" This book contains an immense number of practical details bearing on the daily occupation 
of a watchmaker, and it will be found of great use to an army of yTQn.'ets."—lVatcHmaker and 
MOalworker (Chicago). 



CHEMICAL MANUFACTURES & COMMERCE. 



The Alkali Trade, Sulphuric Acid, etc. 

A MANUAL OF THE ALKALI TRADE, including the 
Manufacture of Sulphuric Acid, Sulphate of Soda, and Bleaching Powder. 
By ToHM LoMAS, Alkali Manufacturer, Newcastle-upon-Tyne and London. 
With 232 Illustrations and Working Drawings, and containing 390 pages of 
Text. Second Edition, with Additions. Super-royal 8vo, £1 los. cloth. 

** This book is written by a manu&cturer for manufkcturers. The working details of the most 
approved forms of apparatus are given, and these are accompanied byno less than asa wood en- 
gravings, all of which may be used for the purposes of construction. Every step in the manu&c- 
ture is very fully described in this manual, and each improvement explained." — Athenautn, 

' ' The author is not one of those clever compilers who, on short notice, will ' read up ' any concehr- 
able subject, but a practical man in the best sense 01 the word. We find here not merefy a sound 
and lummous explanation of the chemical principles of the trade, but a notice of numerous matters 
which have a most important bearing on the successful conduct of alkali works, but which are 
generally overlooked by even the most experienced technological authors." — Chemical Review. 

Brewing. 

A HANDBOOK FOR YOUNG BREWERS. By Herbert 

Edwards Wright, B.A. Crown 8vo, 35. 6d. cloth. 

" This little volume, containing such a large amount of good sense in so small a compass^ ought 
to recommend itself to every brewery pupH/'— Brewers' Guardian. 

Commercial ChemictU Analysis. 

THE COMMERCIAL HANDBOOK OF CHEMICAL ANA- 
LYSIS; or. Practical Instructions for the determination of the Intrinsic or 
Commercial Value of Substances used in Manufactures, in Trades, and in the 
Arts. By A. Normandy, Editor of Rose's "Treatise on Chemical Analysis.'* 
New Edition, to a great extent Re-written by Henry M. Noad, Ph.D., 
F.R.S. With numerous Illustrations. Crown 8vo, 12s. 6d. cloth. 

We strongly recommend this book to our readers as a guide, alike indispensable to the house- 
wife as to the pharmaceutical practitioner." — Medical Times. 

" Essential to the analysts appointed under the new Act. The most recent results are efven, 
and the work is well edited and carefully written."— Ais/Mrv. 
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JDye^Wares and Colours. 

THE MANUAL OF COLOURS AND DYE-WARES: Their 
PropertuSf Applications, Valuation, Impurities, and Sophistications, For the 
use of DyerSj Printers, Drysalters, Brokers, &c. By J. W. Slatbr. Second 
Edition, Revised and greatly Enlarged. Crown 8vo, ys. 6d. cloth. 
" A complete encyclopaedia of the mtUeria Hnctoria. The infonnation given respectinsr each 

article is full and precise, and the methods of determining the value of articles such as these, so 

liable to sophistication, are given with cleamess, and are practical as well as valuable."— CA^xnii/ 

and Drttggist. 

" There is no other work which covers precisely the same ground. To students preparing 

for examinations in dyeing and printing it will prove exceedingly viSi/^"—Chemical News, 

JPigments. 

THE ARTISTES MANUAL OF PIGMENTS. Showing 
their Composition, Conditions of Permanency, Non- Permanency, and Adul- 
terations; Effects in Combination with Each Other and with Vehicles ; and 
the most Reliable Tests of Puritjr. Together with the Science and Arts 
Department's Examination Questions on Painting. By H. C. Standagb. 
Second Edition, Revised. Small crown 8vo, as, 6d. cloth. [Just published. 
" This work is indeed tnuttum^n-parvo, and we can, with good conscience, recommend it to 

all who come in contact with pigrnients, whether as makers, deaters or xxsaxs."— Chemical Review. 
"This manual cannot fau to be a very valuable aid to all painters who wish their work to 

endure and be of a sound character ; it is complete and comprehensive."— ^S^ee/a/or. 

" The autlior supplies a great deal of very valuable information and memoranda as to the 

chemical qualities ana artistic effect of the principal pigments used by painters."— ^w^l&Arr. 

Gauging. Tables and Rules for Revenue Officers^ 

JBretoera, etc, 

A POCKET BOOK OF MENSURATION AND GAUGING: 
Containing Tables, Rules and Memoranda for Revenue Officers, Brewers, 
Spirit Merchants, &c. By J. B. Mant (Inland Revenue). Oblong x8mo, 4s. 
leather, with elastic band. [^^^ published. 

" This handy and useful book is adapted to the requirements of the Inland Revenue Depart- 
ment, and will be a favourite book of reference. The range of subjects is comprehensive, and the 
arrangement simple and dear."— Ctz/i7ta». 

" A most useful book. It should be in the hands of every practical brewer."— ^r«wrrr' 
y^mal. 
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AgrictUtureU Facts and Figures. 

NOTE-BOOK OF AGRICULTURAL FACTS AND FIGURES 
FOR FARMERS AND FARM STUDENTS. By Primrosb McConnbll, 
Fellow of the Highland and Agricultural Society ; late Professor of Agricul- 
ture, Glasgow Veterinary College. Third Edition. Royal s^mo, full roan, 
gilt edges, with elastic bcmd, 4s. 
" The most complete and comprehensive Note-book for Fanners and Farm Students that we 

have seen. It literally teems with information, and we can cordially recommend it to all connected 

with agriculture."— A'JwtA British jigricHlturist. 

Touatt and Burn^s Complete Orazier. 

THE COMPLETE GRAZIER, and FARMERS and CATTLE^ 
BREEDER'S ASSISTANT. A Compendium of Husbandry; especially in 
the departments connected with the Breeding, Rearing, Feeding, and General 
Management of Stock ; the Management of the Dairy, &c. With Directions 
for the Culture and Management of Grass Land, of Grain and Root Crops, 
the Arrangement of Farm Offices, the use of Implements and Machines, and 
on Draining, Irrigation, Warping, &c. ; and the Application and Relative 
Value of Manures. By William Youatt, Esq., V.S. Twelfth Edition, En- 
larged by Robert Scott Burn, Author of " Outlines of Modem Farming," 
" Systematic Small Farming," &c. One large 8vo volume, 860 pp., with 244 
Illustrations, £1 is. half-bound. 

*' The standard and text-book with the fkrmer and gmicr."— Farmers Metgrnmine. 
"A treatise which will lemahi a standard work on the subject as long as British agriculture 
•nduxes."— ifoTit Lane Express (First Notice). 

" The book deals with all departments of agriculture, and contams an immense amount of 
valuable infonnation. It is, in fact, an encyclopaedia of agriculture put into readable form, and It 
is the only work equally comprehensive brought down to present date. It is excellently^ prmted on 
thick paper, and strongly bound, and deserves a place in the library of ever]' agriculturist."— J/arA 
iMtte Express (Second Notice). 
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JP2aur Manufctcture, MiUing, etc. 

FLOUR MANUFACTURE : A Treatise on MiUing Science 
and Practice. By Fribdrich Kick, Imperial Regierungsrath, Professor ot 
Mechanical Technology in the Imperial German Polytechnic Institute, 
Prague. Translated from the Second Enlarged and Revised Edition with 
Supplement. By H. H. P. Powlbs, Assoc. Memb. Institution of Civil En- 
gineers. Nearly 400 pp. Illustrated with 38 Folding Plates, and 1G7 Wood- 
cuts. Royal 8vo, 25s. cloth. \Just published. 

" This valuable work is, and will remain, the standard authority on the science of milling. . 
The miller who has read and digested this work will have laid the foundation, so to speak, of a suc- 
cessful career ; he will have acquired a number of g'eneral principles which he can proceed to 
apply. In this handsome volume we at last have the accepted text-book of modem millins^ in good, 
sound Enelish. which has little, if any. trace of the German idiom."— FA^ Miller. 

" Professor Kick treats the subject so thoroughly both on its theoretical and practical sides that 
his work is well suited to be a text -book of techmcal education anywhere."— SanCrvHaM. 

" The appearance of this celebrated work in English is very opportune, and British millers 
will, we are sure, not be slow in availing themselves of its pages.''-'JUillers' Geuette. 

8m€KU Farming. 

SYSTEMATIC SMALL FARMING; or, The Lessons of my 
Farm. Being an Introduction to Modern Farm Practice for Small Farmers 
in the Culture of Crops ; The Feeding of Cattle ; The Management of the 
Dairy, Poultry and Pigs ; The Keeping of Farm Work Records |The Ensilage 
System, Construction of Silos, and other Farm Buildings ; The Improve- 
ment of^Neglected Farms, &c. By Robert Scott Burm, Author of ** Out- 
lines of Landed Estates' Management," and " Outlines of Farm Manage- 
ment," and Editor of '* The Complete Grasier." With numerous Illustrations, 
crown 8vo, 65. cloth. 

"This is the completest book of its dass we have seen, and one idiich every amateur fiumev 
will read with pleasure and accept as a guide."— FielA 

" Mr. Scott Bum's pag^es are severely practical, and the tone of the practical man is felt 
throughout. The book can only prove a treasure of aid and suggestkm to the small fanner of 
intell&ence and ^kngy."— British Quarterly Review, 

" The volume contains a vast amount of useful information. No branch of fiuming is left 
untouched, from the labour to be done to the results achieved."— {r/aissw Herald. 

Modem Farming. 

OUTLINES OF MODERN FARMING. By R. Sccyrr Btjrn. 
Soils, Manures, and Crops — Farming and Farming Economy — Cattle, Sheep, 
and Horses— Management oi the Dairy, Pigs and Poultry— Utilisation of 
Town-Sewage, Irri|;ation, &c. Sixth Edition. In One Vol., 1,250 pp., half- 
bound, profusely Illustrated, 125. 

"The aim of the author has been to make his work at once comprehensive and trustworthy, 
and in this aim he has succeeded to a degree which entitles him to much credit."— if0r»«u' 
Advertiser. 

"Eminently calculated to enlighten the agricultural community on the varied sul^ects of 
which it treats, and hence it should find a place in every farmer's \ihnry,''—Ci(y Prtss, 
" No farmer should be without this book."— Bandury Guardian. 

AgrictUtural Engineering. 

FARM ENGINEERING, THE COMPLETE TEXT-BOOK OF. 
Comprising Draining and Embanking; Irrigation and Water Supply; Farm 
Roads, Fences, and Gates ; Farm Buildings, their Arrangement and Con- 
struction, with Plans and Estimates; Bam Implements and Machines; Field 
Implements and Machines; Agricultural Surveying, Levelling, &c. By Prof. 
John Scott, Editor of the Farmers* Gaxette, late Professor of Agriculture 
and Rural Economy at the Royal Agricultural College, Cirencester, &c. &c« 
In One Vol., 1,150 pages, half-bound, with over 600 Illustrations, las. 

"Written with great care, as well as with knowledge and ability. The author has done Us 
work weU ; we have found him a very trustworthy guide wherever we have t^»ted his statements. 
The volume will be of great value to agricultural students."— ^orA Lane Express. 

"For a young agriculturist we know of no bandy volume so likely to be more usefiiQjr studied.' 
—BelTs IVeeAly liesseneer. 

English, Agriiyultwre. 

THE FIELDS OF GREAT BRITAIN : A Text-Book of 
Agriculture, adapted to the Syllabus of the Science and Art Department. 
For Elementary and Advanced StudenU. By Hugh Clbmknts (Board of 
Trade). i8mo, as. 6d. cloth. 

"A most comprehensive volume, giving a mass of iaforma.tioa.''— Arricultural Econamisi. 
It is a long tune since we have seen a book which has pleased us more^ or uMA contains 
such a vast and useful fund of knowledge."— £^rf»«»/i«>«a/ TiftusT^ w«»wm 
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Ffirtn and Estate Book-keeping* 

BOOK-KEEPING FOR FARMERS S- ESTATE OWNERS. 

A Practical Treatise, presenting, in Three Plans, a Svstem adapted to all 

Classes of Farms. By Johnson M. Woodman, Cbarterea Accountant. Crown 

8vo, 3S. 6d. cloth. 

"Will be foaad of gnat assistance by those who intend to commence a system of book-keep- 
ing, the author's examples beinsf dear and explicit, and his explanations^ while full and accurate^ 
beinf to a laise extant free from technicalities."— Z.rtv StocJk youmal. 

Farm Account Book. 

WOODMAN'S YEARLY FARM ACCOUNT BOOK. Giving 
a Weekly Labour Account and Diary, and showing the Income and Expen- 
diture under each Department of Crops, Live Stock, Dairy, &c &c. With 
Valuation, Profit and Loss Account, and Balance Sheet at the end of the 
Year, and an Appendiz of Forms. Ruled and Headed for Entering a Com- 
plete Record ot the Farming Operations. By Johnson M. Woodman, 
Chartered Accountant, Author of "Book-keeping for Farmers." Folio, 
75. 6d. half-bound. 

'^Contains every requisite form for keeping farm accounts readily and accurately."— 4£t^ 
euUure. 

Early Fruits^ Flowers and Vegetables, 

THE FORCING GARDEN ; or, How to Grow Earljr Fruits, 
Flowers, and V^etables. With Plans, and Estimates for Building Glass- 
houses, Pits and Frames. Containing also Original Plans for Double Clazin^, 
a New Method of Growing the Gooseberry under Glass, &c. &c., and on Venti> 
lation. Protecting Vine Borders, &c. With Illustrations. By Samubl Wood. 
Crown 8vo, 3s. 6a. cloth. 

■*Mr. Wood's book Is an original and exhaustive answer to toe question 'How to Grow Early 
Fmits, Flowers and V^^etables V "—Land atid IVaier, 

Good Gardening. 

A PLAIN GUIDE TO GOOD GARDENING ; or, How to Grow 
Vegetables, Fruits, and Flowers. With Practical Notes on Soils, Manures, 
Seeds, Planting, Laying-out of Gardens and Grounds, &c. By S. Wood. 
Third Edition, with considerable Additions, &c., and numerous Illustrations. 
Crown 8vo, 5s. cloth. 

" A very good book, and one to be highly recommended as a practical gulde."^A(h€futuiH, 
*' May be recommended to young gardeners, cottagers, and spedaUy to amateurs, for the plain 
and trustworthy information it gives on common jaaXteis."—GatxUn€rs^C/uvHide, 

Gainful Gardening, 

MULTUM-IN-PARVO GARDENING; or, How to make One 

Acre of Land produce ^620 a-year by the Cultivation of Fruits and Vegetables ; 

also, How to Grow Flowers m Three Glass Houses, so as to realise £176 per 

annum clear Profit. By Samuel Wood, Author of " Good Gardening,*' &c. 

Fourth and cheaper Edition, Revised, witii Additions. Crown 8vo, is. sewed. 

** We are bound to recommend it as not only suited to the case of the amateur and gentleman's 
gardener, but to the market grower." — Gardeners' Magagine, 

Gardening for Ladies. 

THE LADIES* MULTUM-IN-PARVO FLOWER GARDEN, 
and Amateurs* Complete Guide, With Illustsations. By Samubi. Wood. 
Crown 8vo, «. 6d. cloth. 
*' FuU of shrewd hints and useful instructions, based on a Ufetime of experience."— tS^o^SrMaM, 

Beceipts for Gardeners. 

GARDEN RECEIPTS, Edited by Charles W. Quin, lamo, 
IS. 6d. cloth limp. 
"A useful and han<fy book, containing a good deal of valuable information."— ^M«M<rwM. 

Kitchen Gardening. 

THE KITCHEN AND MARKET GARDEN. By Contributors 
to " The Garden." Compiled by C. W. Shaw, xamo, 35. 6d. cloth boards. 
" The most valuable compendium of kitchen and market-garden work published."— iF«rm«r. 

Cottage Gardening. 

COTTAGE GARDENING; or, Flowers, Fruits, and Vegetables for 
Small Gardens, By B. Hobday, zomo, u. 6d, cloth limp. 
" Contafatt much oaafti information at a small charge."— (^Augrvw Herald. 
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Hudson's Land Valuer's Bocket^Booh. 

THE LAND VALUERS BEST ASSISTANT: Being Tables 
on a yety much Improved Plan, for Calculating the Valne of Estates. With 
Tables for reducing Scotch, Irish, and Provincial Customary Acres to Statute 
Measure, &c. By R. Hudson, C.E. New Edition. Royal 32mo, leather, 
elastic band, 4s. 

"This new edition indudet tables for ascertaining: the vahie of leases for any term of years : 
and for showioff how to by out plots of rroond of certain acres in fonns; square, round, &c^ 7"^^ 
valuable rales tor ascertaming: the probable worth of standing timber to auv amount ; and is of 
incalnilable value to the country gentleman and professional maii."—Farm€ri yottmak 

Eiwart's Land Improver's Pocket^Book. 

THE LAND IMPROVER'S POCKET-BOOK OF FORMUL/E, 
TABLES and MEMORANDA required in any Computation relating to the 
Permanent Improvement of Landed Property, By John jSwart, Land Surveyor 
and Agricultural Engineer. Second Edition, Revised. Royal 32010, oblong, 
leather, gilt edges, with elastic band, 4s. 
" A compendious and handy little Tohime."— k^i^tttoiSw. 

Complete Agricultural Surveyor's Bocket'Book. 

THE LAND VALUER'S AND LAND IMPROVEI^S COM- 
PLETE POCKET-BOOK. Consisting of the above Two Works bound to- 
gether. Leather, gilt edges, with strap, 7s. 6d. 

" Hudson's book is the best ready-reckoner on matters re1atiiM[ to the valuation of land and 
crops, and its combination with Mr.Ewart's woik neatly enhances die value and usefulness of the 
latterHnentioned. ... It is most useful as a manual for raference."— JVior/A ^Bt^Uttuf Farmer* 

Auctioneer's Assistant. 

THE APPRAISER, A UCTIONEER, BROKER, HOUSE AND 
ESTATE AGENT AND VALUER'S POCKET ASSISTANT, for the Valua- 
tion for Purchase, Sale, or Renewal of Leases, Annuities and Reversions, and 
of property generally; with Prices for Inventories, &c. Bv John Whbblbr, 
Vuuer, &c. Fifth Edition, re-written and greatly extended by C. Norus, 
Surveyor, Vaduer, &c. Royal 32mo, 5s. cloth. 

" A neat and condse book of reference, coatainingf an admirable and dearly-arranged list of 
prices for inventories, and a very practical guide to determine the value of {vamitaxe,Ac"— Standard. 

" Contains a laige quantity of varied and useful information as to the valuation for purchase, 
sale, or renewal of leases, annuities and reversions, and of property generally, with prices for 
Inventories, and a guide to determine the value of interior fittings and other cSoct&,"—BuiUer, 

Auctioneering. 

AUCTIONEERS : ThHr Duties and LiabiUtUs. By Robert 

Squibbs, Auctioneer. Demy 8vo, zos. M, cloth. 

"The position and duties of auctioneers treated compendiously and dearfy."— Atfiftbr. 

"Every auctioneer ought to possess a copy of this excellent yioxk.''^Ironmrnger. 

" Of great value to the profession. . . . We readily wdcome this book from the feet that it 
treats the subject in a manner somewhat new to the ipxowssiiaa,''— Estates Gazette. 

Legal Guide for Pawnbrokers. 

THE PAWNBROKERS*, FACTORS' AND MERCHANTS' 
GUIDE TO THE LAW OF LOANS AND PLEDGES, With the 
Statutes and a Digest of Cases on Rights and Liabilities, Civil and Criminal, 
as to Loans and Pledges of Goods, Debentures, Mercantile and other Se* 
curities. By H. C. Folkard, Esq., Barrister-at-Law, Author of *' The Law 
of Slander and Libel," &c. With Additions and Corrections to 1876. Fcap. 
8vo, 3s. 6d. cloth. 

" This work contains simply everything that requires to be known ooocerniag the depaxtacnt 
of die law of which it treats. We can safely commend the book as unique and veiy nearly perfect." 

" The task undertaken by Mr. Folkard has been very satlsfkctorily performed. . . . Such ec* 
planations as are needful have been supplied with great deamess and with due regard to biwhy." 
City Press. 
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Haw to Invest* 

HINTS FOR INVESTORS : Being an Explanation of the Mode 
of Transactiiig Business on the Stock Exchange. To which are added Com- 
ments on the Fluctuations and Table of Quarterly Average prices of Consols 
since 1750. Also a Copy of the London Daily Stock and Share List By 
Walter M. Playford, Sworn Broker. Crown 8vo, 25. cloth. 
"An invaluable ffidde to investors and speculators."— ^M/Mmir/ 

Metropolitan Mating Appeals. 

REPORTS OF APPEALS HEARD BEFORE THE COURT 
OF GENERAL ASSESSMENT SESSIONS, from the Year 1871 to 1885 
By Edward Rydb and Arthur Lyon Rydb. Fourth Edition, brought down 
to the Present Date, with an Introduction to the Valuation (Metropolis) Act, 
x8^, and an Appendix by Walter C. Rydb, of the Inner Temple, barrister- 
at-Law. 8vo, z6s. cloth. 

" A useful work, occupying a place mid- way between a handbook for a lawyer and a guide to 
the surveyor. It is compilea by a gentleman eimnent in his profession as a land agent, whose spe- 
cialty, it IS acknowledged, lies in the direction of assessing property for rating purposes."— Z^a^uf 
A^etits' Record. 

Souse Property, 

HANDBOOK OF HOUSE PROPERTY. A Popular and Practical 
Guide to the Purchase, Mortgage^ Tenancy, and Compulsoty Sale of Houses and 
Land, including the Law of Dilapidations and Fixtures ; with Examples of 
all kinds of Valuations, Useful Information on Buildings, and Suggestive 
Elucidations of Fine Art. By E. L. Tarbuce, Architect and Surveyor. 
Fourth Edition, izmo, 55. cloth. IJ^st published. 

** The advice is thoroughly practical."— i^aw youfjiat. 

"This is a well-written and thoughtful work. We commend the work to the carefiil study of all 
interested in questions affecting houses and )ajaA,"—Land AgetUi Record (First Notice). 

"Carefully brought up to date, and much improved by the addition of a division on fine art." 
^Lattd Agents Record (Second Notice) 

Inwood^s Estate Tables. 

TABLES FOR THE PURCHASING OF ESTATES, Freehold, 
Copyhold, or Leasehold; Annuities, Advowsons, etc., and for the Renewing of 
Liaises held under Camedral Churches, Colleges, or other Corporate bodies, 
for Terms oi Years certain, and for Lives ■ also tor Valuing Reversionary 
Estates, Deferred Annuities, Next Presentations, &c. ; together with Smart's 
Five Tables of Compound Interest, and an Extension of the same to Lower 
and Intermediate Rates. By W. Inwood. 32nd Edition, with considerable 
Additions, and new and valuable Tables of Logarithms for the more Difficult 
Computations of the Interest of Money, Discount, Annuities, &c. , by M. Fbdor 
Thoman, ot the Soci^t^ Cr6dit Mobilier of Paris. i2mo, 8s. cloth. 

"Those faiterested in the purchase and sale of estates, and in the adjustment of compensation 
cases, as well as in transactions in annuities, life insurances^ &C., will find the present edition of 
eminent service."— Bngifteerittg. 

" ' Inwood's Tables ' still mahitain a most enviable reputation. The new issue has been enriched 
by large additional contributions by M. Fedor Theman, whose carefuUy arranged Tables cannot 
&a to be of the utmost utility."— AfiEwwisr youmal, 

Agricvltural and Tenant-Might Valuation. 

THE AGRICULTURAL AND TENANT-RIGHT-VALUER'S 
ASSISTANT. A Practical Handbook on Measuring and Estimating the 
Contents, Weights and Values of Agricultural Produce and Timber, the 
Values of Estates and Agricultural Labour, Forms of Tenant-Right- Valua- 
tions, Scales of Compensation under the Agricultural Holdings Act, 1883, 
&c. &c. By Tom Bright, Agricultural Surveyor, Author of '*The Live 
Stock of North Devon," &c. Crown 8vo, 3s. 6d. cloth. [Just published. 

" Full of tables and examples in connection with the valuation of tenant-right, estates, labour, 
contents, and weights of timber, and farm produce of all kinds. The book is wdl calculated to 
; the valuer in the discharge of his dntf?'—AgricuUural GoMette. 



" An eminently practical handbook, full of practical tables and data of undoubted interest and 
value to surveyors and auctioneers in preparing valuations ot all kinds.'— Farmer. 

" Shows at a glance the value of land, crops, and the cost of seeding, harvesthig, &c. &c. It 
is a really practical and useful handbook, for which we anticipate a very large um."'— Reading 
Mercury' 
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A Complete JEpitome of the Laws of this Country. 

EVERY MA ITS OWN LAWYER: A Handy-book of the 
Principles of Law and Equity. Bv A Barrister. Twenty-fifth Edition. 
Reconstmcted, Thoroughly Revisea, and much Enlarged. Brought down to 
the end of last Session, ana including careful Difi;ests of— CoroM^rs Act, 1H87 ; 
Probation of First Offenders Act^ 1887; Margartne Act, 1887; Agricultural 
Holdings (England) Act, 1883 ; Cottage Gardens {Compensation for Crops) Act, 
1887; Bankn^tcy Act, 1883; Allotments Act, 1887; Merchandise Trade Marks 
Act, 1887; Truck Amendment Act, 1887; Water Companies {Regulation of 
Powers) Act, 1887 ; Registration of Deeds of Arrangements Act, 1887. Crown 
8vo, 684 pp., price 6s. Cm. (saved at every consultation 1), strongly bound in 
cloth. \Just published, 

VTHE BOOK WILL BE FOUND TO COMPRISE (AMONGST 
OTHER MATTER)— 

THB Rights and wrongs of Individuals— mkrcantilb and commbrciai. Law 
—Partnerships, Contracts and agreements — Guarantees, Principai3 and 
Agents— Criminal U^w- Parish Law— County Court Law-^amb and Fishery 
Laws— Poor Men's LAwsurrs— Laws of Bankruptcy— Wagers— Cheques, Bills 
AND Notes— Copyright— Elections and registration— Insurance— Libel and 
Slander— Marriage and divorce— merchant shipping— Mortgages— Settle- 
ments— Stock EXCHANGE PRACTICE— TRADE MARKS AND PATENTS— TRESPASS— NUI- 
SANCES— TRANSFER OF Land— Wills, &c. &c. AJso Law for Landlord and Tenant 
—Master and Servant— Heirs— Devisees and Legatees— Husband and wife- 
Executors and Trustees— guardian and Ward— Married Women and Infants 
—Lender, Borrower and Sureties— Debtor and Creditor— Purchaser and 
VENDOR— Companies— Friendly societies— Clergymen-Churchwardens— Medi- 
cal Practitioners— Bankers— Farmers— Contractors— STOCK brokers— Sports- 
men— Gamekeepers— Farriers- Horse Dealers— auctioneers— House Agents- 
Innkeepers— Bakers— Millers— Pawnbrokers— Surveyors— Railways AND Car- 
RiBRS— Constables— Seamen— Soldiers, &c. &c. 

var The following subjects may be mentioned as some of those which have re- 
ceived special attention during the present revision :-:-Marriage of British Subjects 
Abroaa| Police Constables; Pawnbrokers; Intoxicating Liquors Licensing; 
Domestic Servants; Landlord and Tenant; Vendors and Purchasers; Parlia- 
mentary Elections ; Municipal Elections ; Local Elections ; Corrupt Practices at 
all Elections ; Public Health and Local Government and Nuisances ; Highways ; 
Churchwardens ; Vestry Meetings ; Rates. 

It is believed that the extensions and amplifications of the present edition, 
while intended to meet the requirements of the ordinary Englishman, will also 
have the effect of rendering the book useful to the legal practitioner in the 
country. 

One result of the reconstruction and revision, with the extensive additions 
thereby necessitated, has been the enlargement of the book by nearly a hundred and 
fifty pages, while the price remains as before. 

%* Opinions of the Press. 

•'It is a complete code of Eiuflish Law, written in plain lan^fuage, which all can understand. 
.... Should be in the hands orevery business man, and all who vnsh to abolish lawyers' bills."— 
fVeeify Times. 

"A useful and concise epitome of the law, compiled with condderable care."— Zow MaguMtne, 

" A concise, cheap and complete epitome of the English law. So plainly written that he who 
runs may read, and he who reads may understand."— /^<p-ar0. 

'• A dictionary of legal facts well put together. The book is a very useful one." > S/ecteUor. 

" A work which has long been wanted, which is thoroughly well done, and which we most 
cordially ncommend."— Sunday Times. 

Private BiU Legislation and Provisional Orders^ 

HANDBOOK FOR THE USE OF SOLICITORS AND EN- 
GINEERS Engaged in Promoting Private Acts of Parliament and Provi- 
sional Orders, tor the Authorization of Railwavs, Tramwavs, Works for the 
Supply of Gas and Water, and other undertakings of a like character. By 
L. Livingston Macassey, of the Middle Temple, Barrister- at-Law, and 
Member of the Institution of Civil Engineers; Author of "Hints on Water 
Supply." Demy 8vo, 950 pp., price 25s. cloth. [Just published. 

" The volume is a desideratum on a subject which can be onlv accjuired by practical expert 
ence, and the order of procedure in Private Bill Legislation and Provisional Orders is followed. 
The autiior's suggestions and notes will be found of great value to engineers and others professioiH 
ally engaged in this class of pxsictice.''—£uiidif^ News. 

" The author's double experience as an engmeer and barrister has eminently qualified him for 
the task, and enabled him to approach the subject alike from an engineering and l^al point ot 
view. The volume will be found a great help both to engineers and lawyers engaged in promoting 
Private Acts of Parliament and Provisional Orders."— Z.Ma/ Gcvemment Chroniae, 

J. OQDBN AND CO. LfMITBD, PRINTERS, GREAT SAFFRON HILL, B.C. 
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AND CLASSICAL. 
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miy ami Hcienlific Initibitimi, CoIIega, Sciee^, 



" WEALE'S SERIES includes Toit-Books on almost every branch of 
■a and Industry, comprising such subjects as Agriculture, Architecture 
and Building, Civil Engineering, Fins Arts, Mechanics and Mechanical 
Engineering, Physical and Chemical Science, and many miscellaneous 
Treatises. The whole are constantly undergoing revision, and new editions, 
brought up to the latest discoveries in scianlihc research, are constantly 
' "' at which they are sold are as low as their eicellence ir 

n Literary ~ 



Amongst the literature of technical education, Weale's Series has ever 
enjoyed a high reputation, and the additions being made by Messrs. Chosby 
LOCKWOOD & SON render the series even more complete, and bring the infor- 
mation upon the several subjects down to the present time," — SiiniHg 
Journal. 

" tl is not too much to say that no books have ever proved more popnlai 

ith, or more useful to, young engineers and others than the oicellent 

eatises comprised in Weale's Sb.R!ZS."— Engineer. 

"Tba excellence of Wealb's Series is now so well appreciated, that it 
would bo wasting our space to enlarge upon their general usefulness and 
WlUB."— BiiiWer. 

"WEALE'S SERIES has become a standard as well as an unrivalled 
collection of treatises in all branches of art and science."— PuiiZic Opinion. 
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THE PRIZE MEDAL 

Wu awarded to the PublitlienfoT 

Booki : Bndimeatarjp, Ecientillo, 
"WEALE'S SERIES," ETt. 

CROSBY LOCKWOOD & SON, 

7, OTATIONZRS' HALL COURT, LUDGATE RILL, LONDON, E.C. 



WEALS'S RUDIMENTARY SERIES. 



MINING, METALLURGY, ETC. 

4. MINERALOGY^ Rudiments of; a concise View of the Geneial 
Properties of Minerals. By A. Ramsay, F.G.S., F.R.G.S., &c. Third 
Edition, revised and enlarged. Illustrated. 3s. 6d.t 

117. SUBTERRANEOUS SURVEYING, with and without the Mag- 
netic Needle. By T. Fbnwick and T. Baker, C.E. Illustrated. 2s. 6d. X 

133. METALLURGY OF COPPER ; an Introduction to the Methods 
of Seeking, Mining, and Assaying Copper. By R. H. Lamborn. 2s. 6d. t 

135. ELECTRO-METALLURGY; Practically Treated. By Alex- 
andbr Watt, F.R.S.S.A. Eighth Edition, revised, with additional Matter 
and Illustrations, including the most recent Processes, js.t 

172. MINING TOOLS, Manual of. ^ox the Use of Mine Managers, 
Agents, Students, 8cc. By William Morgans. 2s. 6d.t 

172* MINING TOOLS, ATLAS of Engraving to Illustrate the above, 
containing 235 Illustrations, drawn to Scale. 4to. 4s. 6d. ; cloth boards, 6s. 

176. METALLURGY OF IRON Containmg History of Iron Manu- 
facture, Methods of Assav, and Analyses of Iron Ores, Processes of Manu- 
facture of Iron and Steel, &c. By H. Bauerman, F.G.S. Fifth Edition, 
revised and enlarged. 5s.t 

180. COAL AND COAL MINING, By Warington W. Smyth, 

M.A., F.R.S. Sixth Edition, revised. 3s. 6d.t 

195. THE MINERAL SURVEYOR AND VALUER'S COM- 
PLETE GUIDE. Comprising a Treatise on Improved Mining Surveying 
and the Valuation of Mining Properties, with new Traverse Tables. By W. 
Lintbrn, Mining Engineer. Second Edition, with an Appendix on Magnetic 
and Angular Surveying. With Four Plates. 3s. 6d.t \^usi Published. 

214. SLATE AND SLATE ^C^^^^I^/A^^, Scientific, Practical, and 
Commercial. By D. C. Daviks, F.G.S., Mining Engineer, &c. 3S.t 

264. A FIRST BOOK OF MINING AND QUARRYING, with the 
Sciences connected therewith, for Primary Schools and Self Instruction. By 
J. H. Collins, F.G.S. Second Edition, with additions, is. 6d. 

[Just published, 

ARCHItECTURE, BUILDING, ETC. 

16. ARCHITECTURE— ORDERS— ^ht Orders and their -Esthetic 

Principles. By W. H. Leeds. Illustrated, is. 6d. 

17. ARCHITECTURE— STYLES— The History and Description of 

the Styles of Architecture of Various Countries, from the Earliest to the 
Present Period. By T. Talbot Bury, F.R.I.B.A., «cc. Illustrated. 2s. 
%* Orders and Styles of Architbcturb, t'n One Vol., 3*. 6d. 

18. ARCHITECTURE— DESIGN— Th^ Principles of Design in 

Architecture, as deducible from Nature and exempliibcd in the Works of the 

Greek and Gothic Architects. ByE.L.GARBBTT, Architect. Illustrated. 2s.6d. 

%• The three preceding IVorks^ in One handsome Vol., half bound, entitled 

"Modern Architecture," /rrc^ 6f. 

22. THE ART OF BUILDING, Rudiments of. General Principles 
of Construction, Materials used in Building, Strength and Use of Materials, 
Working Drawings, Specifications, and Estimates. By E. Dobson, 2s.t 

25. MASONRY AND STONE CUTTING : Rudimentary Treatise 
on the Principles of Masonic Projection and their application to Con> 
struction. By Edward Dobson, M.R.I.B.A., &c. 2s. 6d.t 

42. COTTAGE BUILDING, By C. Bruce Allen, Architect 

Tenth Edition, revised and enlarged. With a Chapter on Economic Cottages 
for Allotments, by Edward E. Allen, C.E. 2s. 

45. LIMES, CEMENTS, MORTARS, CONCRETES, MASTICS, 
PLASTERING, &c. By G. R. Burnell, C.E. Thirteenth Edition, i s. 6d. 

The t indicates that these vols, may be had strongly bound at 6d. extra. 
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Architecture, Building, etc., continued. 

57. WARMING AND VENTILATION, An Exposition of the 
General Princii>les as applied to Domestic and Public .Buildings, Mines, 
Lighthouses, Ships, &c. By C. Tomlinson, F.R.S., &c. Illustrated. 3s. 

III. ARCHES, PIERS, BUTTRESSES, &*c,: Experimental Essays 
- on the Principles of Construction. By W. Bland. Illustrated, is. 6d. 

116. THE ACOUSTICS OF PUBLIC BUILDINGS; or, The 
Principles of the Science of Sound applied to the purposes of the^rchitect and 
Builder. By T. Rogbr Smith, M.K.I.B.A., Architect. Illustrated, is. 6d. 

127. ARCHITECTURAL MODELLING IN PAPER, the Art of. 

By T. A. Richardson, Architect. Illustrated, is. 6d. 

128. VITRUVIUS — THE ARCHITECTURE OF MARCUS 

VITRUVIUS POLLO. In Ten Books. Translated from the Latin by 
Joseph Gwilt, F.S.A., F.R.A.S. With 23 Plates, ss. 

130. GRECIAN ARCHITECTURE, An Inquiry into the Principles 
of Beauty in ; with an Historical View of the Rise and Progress of the Art in 
Greece. By the Earl of Abbrdbbn. is. 
*•* The iwo preceding Works in One handsome Vb/,, half bound, entitled "Ancibnt 

Architbcturb," ^rice 6s. 
132. THE ERECTION OF DWELLING-HOUSES. lUustrated by 
a Perspective View, Plans, Elevations, and Sections of a pair of Semi- 
detached Villas, with the Specification, Quantities, and EstimateSf &c. By 
S. H. Brooks. New Edition, with Plates. 2s. 6d.t 

156. QUANTITIES 6r* MEASUREMENTS in. Bricklayers', Masons', 
Plasterers*, Plumbers'^ainters'^aperhangers', Gilders', Smiths', Carpenters' 
and Joinera* Work. By A. C. Bbaton, Surveyor. New Edition, is. 6d. 

175. LOCK WOOD dr- CO:S BUILDER' SAND CONTRACTOR'S 
PRICE BOOK, containing the latest Prices of all kinds of Builders' Materials 
and Labour, and of all Trades connected with Building, &c., &c. Edited 
by F..T. W. MiLLBR, Architect. Published annually. 3s. 6d. ; half bound, 4s. 

182. CARPENTRY AND JOINERY— Tb.^ Elementary Prin- 

ciPLBS OF Carpbntry. Chiefly composed from the Standard Work of 
Thomas Trbdgold, C.E. With a TREATISE ON JOINERY by E. 
Wyndham Tarn, M.A. Fourth Edition, Revised. 3s. 6d.t 
i82«. CARPENTRY AND JOINERY. ATLAS of 35 Plates to 
accompany the above. With Descriptive Letterpress. 4to. 63. 
185. THE COMPLETE MEASURER ; the Measurement of Boards, 
Glass. &c. ; Unequal-sided, Square-sided, Octagonal-sided, Round Timber 
and Stone, and Standing Timber, &c. By Richard Horton. Fifth 
Edition. 4s. ; strongly bound in leather, 5s. 

187. HINTS TO YOUNG ARCHITECTS. By G. WiQHTWiCK. 

New Edition. By G. H. Guillaumb. Illustrated, js. 6d.| 

188. HOUSE PAINTING, GRAINING, MARBLING, AND SIGN 

WRITING : with a Course of Elementary Drawing for House- Painters, Sign- 
Writers, &c., and a Collection of Useful Receipts. By Ellis A. Davidson. 
Fifth Edition. With Coloured Plates. 5s. cloth limp ; 6s. cloth boards. 

189. THE RUDIMENTS OF PRACTICAL BRICKLAYING. 

In Six Sections: General Principles; Arch Drawing, Cutting, and Setting: 
Pointing; Paving, Tiling, Materials; Slating and Plastering; Practical 
Greometry, Mensuration, &c. By Adam Hammond. Sixth Edition, is. 6d. 

191. PLUMBING. A Text-Book to the Practice of the Art or Craft of 

the Plumber. With Chapters upon House Drainage. Fourth Edition. 
With 330 Illustrations. By W. P. Buchan. 3s. 6d.t 

192. THE TIMBER IMPORTER'S, TIMBER MERCHANTS, 

and BUILDER'S STANDARD GUIDE. By R. E. Grandy. 2s. 
206. A BOOK ON BUILDING, Civil and Ecclesiastical, including 
Church Rbstoration. With the Theoir of Domes and the Grreat Pyramid, 
&c. By Sir Edmund Bbckbtt, Bart., LL.D., Q.C., F.R A.S. 48. 6d.t 
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Architecture, Building, etc, continued, 
226. THE JOINTS MADE AND USED BY BUILDERS in the 

Constmction of various kinds of Fngineering and Architectural Works. By 
Wyvill J . CRRisrv, Architect. With upwards of 160 Engravings on Wood, js.t 

228. THE CONSTRUCTION OF ROOFS OF WOOD AND IRON 

By E. WrwDMAM Tarn , M.A., Architect. Second Edition, revised, is. Cd 

229. ELEMENTARY DECORATION : as applied to the Interior 

and Exterior Decoration of Dwelling-Houses, &c. By J. W. Facby. zs. 

257. PRACTICAL HOUSE DECORATION. A Guide to the Art 

of Ornamental Painting, the Arrangement of Colours in Apartments, and 
the Principles of Decorative Design. With Remarks on tne Nature and 
Prope l ti es of Pigments. By Jambs W. Facby. 2s. 6d. 
•,• The two preceding Works, in One handsome Vol., half -bound, entitled** Housk 
Dbcoration, Elbsientary and Practical/' price 5^ . 

230. HANDRAILING, Showing New and Simple Methods for finding 

tibe Htch of the Plank. Drawing the Moulds, Bevelling, Jointing-up, and 
Squaring the Wreath. By Gborgb Collings. Plates and Diagrams. zs.6d, 

247. Building ESTA TES : a Rudimentary Treatise on Qie Develop- 

meot. Sale, Porchase, and General Management of Building Land. By 
FowLBR Maitland, Surre}'or. Second Edition, rerised. 2s. 

248. PORTLAND CEMENT FOR USERS. By Henry Faija, 

Assoc. M. Inst. C.E. Second Edition, corrected. Illustrated. 2S. 

252. BRICKWORK: a Practical Treatise, embodying the General 
and Uig&er Principles of Bricklaying, Cutting and Setting, &c. By F. 
Walrbr. Second Edition, Revised and Enlarged, is. 6d. 

23. THE PRACTICAL BRICK AND TILE BOOK. Comprising: 
:^9. Bjuck and Tilb Making, by E. Dobson, A.I.C.E.; Practical Bricklay- 
25^. ntG, 1^ A. Hammond ; Bi^ickwork, by F. Waucer. 550 pp. with 270 lUus- 
tratioDS. 6s. Strongly half-bound. 

ZII.THE TIMBER MERCHANT'S, SAW-MILLER'S, AND 
IMPORTER'S FREIGHT-BOOK AND ASSISTANT. By Wm. Rich- 
ardson. With a Chapter on Speeds of Saw-Mill Machinery, &c. By 
M. Powis Balb, A.M.Inst.C.E. xi.t 

258. CIRCULAR WORK IN CARPENTRY AND JOINERY. 

A Practical Treatise on Circular Work of Single and Double Curvature. 
By Gborgb Collings, Author of " A Treatise on Handrailing." 2s. 6d. 

259. GAS FITTING: A Practical Handbook treating of every 

Description of Gas Laying and Fitting. By John Black. With 122 Illus- 
trations. 2s. 6d.t 
261. SHORING AND ITS APPLICATION: A Handbook for the 
Use of Students. By Gborgb H. Bijigrovb. is. 6d. [ynst published. 



SHIPBUILDING, NAVIGATION, MARINE 

ENGINEERING, ETC. 

51. NA VAL ARCHITECTURE. An Exposition of the Elementary 
Principles of the Science, and their Practical Application to Naval Construc- 
tion. By J. Pbakb. Fifth Edition, with Plates and Diagrams. 3s. 6d4 

S3». SHIPS FOR OCEAN <&• RIVER SER VICE, Elementary and 
Practical Principles of the Construction of. By H. A. Sommbrfbldt. is. 6d. 
53*». AN ATLAS OF ENGRA VINGS to lUustrate the above. Twelve 
large folding plates. Royal 4to, cloth. 7s. 6d. 

54. MASTING, MAST-MAKING, AND RIGGING OF SHIPS, 
Also Tables of Spars, Rigging, Blocks ; Chain, Wire, and Hemp R(q>es, 
Ike., rdative to every class ^ vessels. By Robbrt Kipping, N A. as. 

S4». IRON SHIP-BUILDING. With Practical Examples and Details. 
By John Grantham, C.E. 5th Edition. 4s. 

The t indic a te s thai these vols, may be had strongly bound mi 6d. extra. 
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Shipbuilding, Navigation, Marine Engineering, etc., cont. 

55. THE SAILOR'S SEA BOOK: a Rudimentary Treatise on 
Navigation. By Jambs Greenwood, B.A. With numerous Woodcuts and 
Coloured Plates. New and enlarged edition. Hy W. H. Rossbr. as. 6d.t 

80. MARINE ENGINES AND STEAM VESSELS, By Robert 
Murray, C.E. Eighth Edition, thoroughly Revised, with Additions by the 
Author and by George Carlisle, C.E., Senior Surveyor to the Board of 
Trade, Liverpool. 4s. 6d. limp ; 5s. cloth boards. 

%lbis. THE FORMS OF SHIPS AND BOATS, By W. Bland. 

Seventh Edition, Revised, with numerous Illustrations and Models, is. 6d. 
99. NAVIGATION AND NAUTICAL ASTRONOMY, in Theory 

and Practice. By Prof. J. R. Young. New Edition, as. 6d. 
io6. SHIPS* ANCHORS, a Treatise on. By G. Cotsell, N.A. is. 6d. 
149, SAILS AND SAIL-MAKING, With Draughting, and the Centre 

of E£fort of the Sails ; Weights and Sizes of Ropes : Masting, Rigging, 

and Sails of Steam Vessels, &c. lath Edition. By R. Kipping, N.A., as. 6d.t 
155. ENGINEER'S GUIDE TO THE ROYAL &* MERCANTILE 

NAVIES. By a Practical Engineer. Revised by D. F. McCarthy. 3s. 

55 PRACTICAL NAVIGATION. Consisting of The Sailor's 
Sea- Book. By Jambs Greenwood and W. H. Rossbr. Together with 



2/vi ^^ requisite Mathematical and Nautical Tables for the Workmg of t 
^"^* Problems. By H. Law, C.E., and Prof. J. R. Young. 7s. Half-bound. 

AGRICULTURE, GARDENING, ETC. 

6i». A COMPLETE READY RECKONER FOR THE ADMEA- 

SUREMENT OF LAND, &c. By A. Arman. Third Edition, revised 
and extended by C. Norris, Surveyor, Valuer, &c. 2s. 

131. MILLER'S, CORN MERCHANTS, AND FARMER'S 
READY RECKONER. Second Edition, with a Price List of Modem 
Flour-Mill Machinery, by W. S. Hutton, C.E. as. 

140. SOILS, MANURES, AND CROPS. (Vol. i. Outlines of 

Modbrn Farming.) By R. Scott Burn. Woodcuts. M. 

141. FARMING 6* FARMING ECONOMY, Notes, Historical and 

Practical, on. (Vol. 2. Outlines of Modbrn Farming.) By R. Scott Burn. 3*. 

142. STOCK; CATTLE, SHEEP, AND HORSES, (Vol. 3. 

Outunbs op Modbrn Farming.) By R. Scott Burn. Woodcuts, at. 6d. 

. 145. DAIRY, PIGS, AND POULTRY, Management of the. By 
R. Scott Burn. (Vol. 4. Outunbs of Modbrn Farming.) as* 

146. UTILIZATION OF SEWAGE, IRRIGATION, AND 
RECLAMATION OF WASTE LAND. (Vol. <. Outlines of Modbrm 
Farming.) B^ R. Scott Burn. Woodcuts, as. od. 
*«* Nos, 140-X-2-5-6, tn One Vol., handsomely half-bound, entiiled " Outlinbs of . 
Modbrn Farming." By Robbrt Scott Burn. Pri^ 12s, 

177. FRUIT TREES, The Scientific and Profitable Culture of. Firom 
the French of Du Brbuil. Revised by Gbo. Glbnny. 187 Woodcuts. 3s. 6d.| 

198. SHEEP; THE HISTORY, STRUCTURE, ECONOMY, AND 
DISEASES OF. By W. C. Spoonbr, M.R.V.C, &c. Fourth Edition, 
enlarged, including Specimens of New and Improved Breeds. 3s. 6d.t 

20I. KIICHEN GARDENING MADE EASY. By George M. F. 
Glbnny. Illustrated, is. 6d.t 

207. OUTLINES OF FARM MANAGEMENT, and the Organu 

zaiion of Farm Labour, By R. Scott Burn. as. 6d.t 

208. OUTLINES OF LANDED ESTATES MANAGEMENT. 
By R. Scott Burn. as. 6d.t 

%• Nos. ao7 ^ ao8 in One Vol., handsomely half-bound, entitled " Outunbs o* 
Landbd Estatbs and Farm Managbmbnt." By R. Scott Burn. Price 6s. 

The X indicates thai these vols, may be had strongly bound at 6d. extra. 
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Agriculture, Gardening, etc., continued, 

209. THE TREE PLANTER AND PLANT PROPAGATOR. 

A Practical Mannal on the Propagation of Forest Trees, Fruit Trees, 
Flowering Shmbs, Flowering Plants, &c. By Samubi. Wood. z&.X 

210. THE TREE PRUNER. A Practical Manual on the Pruning of 

Fruit Trees, including also their Training and Renovation ; also the Pruning 
of Shrubs, Climbers, and Flowering Plants. By Samubl Wood, as.t 
*•* Nm. ao9 &» sxo in One Vol., handsomely half-bound, entitled "Thb Trbb 
Plamtbr, Propaoator, and Prunbr." By Samubl Wood. Price <fi. 

218. THE HA Y AND STRA W MEASURER : Being New Tables 
for Uie Use of Auctioneers, Valuers, Farmers, Hay and Straw Dealers, ftc- 
By John Stbblb. Fourth Edition, as. 

221. SUBURBAN FARMING, The Laying-out and Cultivation of 
Fazms^ a d a p ted to the Produce of Milk, Butter, and Cheese, Eggs, Poultry, 
and Pigs. By Pro£ John Donaldson and R. Scott Burn. 3s. 6a,t 

231. THE ART OF GRAFTING AND BUDDING. By Cham.es 

Baltbt. With Illustrations. 2s. 6d.t 

232. COTTAGE GARDENING; or, Flowers, Fruits, and Vegetables 

for Small Gardens. By £. Hobday, is. 6d. 

233. GARDEN RECEIPTS, Edited by Charles W. QuiN. is.6d. 

234. THE KITCHEN AND MARKET GARDEN. Compiled 

by C. W. Shaw, Editor of " Gardening Illustrated." js.t 

239. DRAINING AND EMBANKING. A Practical Treatise, em« 

bodying the most recent experience in the Application of Improved MeUiods. 
By John Scott, late ProiiE»sor of Agriculture and Rural jSconomy at the 
Rojvl Agricultural College, Cirencester. With 68 Illustrations, is* 6d. 

240. IRRIGA TION AND WA TER SUPPL Y. A Treatise on Water 

Meadows, Sewage Irrigation, Warpingf, he, ; on the Construction of Wells,. 
Ponds, and Reservoirs ; and on Raismg Water by Machinocy for Agricul- 
tural and DoBMstic Purposes. By Prof. John Scott. With 34 lllus. is. 6d. 

241. FARM ROADS, FENCES, AND GATES, A Practical 

Treatise on the Roads, Tramwajrs, and Waterways of the Farm; the 
Principles of Enclosures ; and the different kinds of Fences, Gates, and 
Stiles. By Professor John Scott. With 75 Illustrations, is. 6d. 

24s. FARM BUILDINGS. A Practical Treatise on tbe Buildings 
necessaxy for various kinds of Farms, their Arrangement and Construction, 
including Plans and Estimates. By Prof. John S«)TT. With 105 lllus. as. 

243. BARN IMPLEMENTS AND MACHINES, A Practical 

Treatise on the Application of Power to the Operations of Agriculture: and 
on various Machines used in the Threshing-bam, in the Stock-jrard, and m the 
Dairy, Jtc. By Pkx>f. J. Scott. With 123 Illustrations. 2s. 

244. FIELD IMPLEMENTS AND MACHINES. A Practical 

Treatise on the Varieties now in use, with Principles and Detauls of Con- 
stmction^eir Points of Excellence, and Management. By lYofessor John 
Scott, with 138 Illustrations, as. 

245. AGRICULTURAL SURVEYING. A Practical Treatise on 

Land Surveying, Levelling, and Setting-out : and on Measuring and Esti- 
mating Quantities, Wei^ts. and Values of Materials, Produce, Stock, ftc. 
By Prof. John Scott. With 6a Illustrations, is. 6d. 

*•* Nos. 239 ^ 245 in One Vol., handsomely half-bound, entitled " Thb Complbtb 
TaxT-BooK OF Farm Enginbbring.** By Professor John Scott. Price lav. 

250. MEAl PRODUCTION. A Manual for Producers, Distributors, 
ftc. By John Ewart. as. 6d.t 

The % indicates that these vols, may be had strongly bound at 6d, extra. 
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MATHEMATICS, ARITHMETIC, ETC. 

32. MATHEMATICAL INSTRUMENTS, a Treatise on; Their 
Construction, Adjustment, Testine, and Use concisely Explained. By T. F. 
Hbathbr, M.A. Fourteenth Edition, revised, with additions, by A. T. 
Walmisley, M.I.C.E., Fellow of the Surveyors' Institution. Original Edi- 
tion, in z vol.. Illustrated. 2s.t [^usi published. 

\* In ordering the above^ be careful to say, " Original Edition " {No. 32), to distin- 
guish it front the Enlarged Edition in 3 vols. {Nos. 168-9-70.) 

76. DESCHIPTIVE GEOMETRY, an Elementary Treatise on; 
with a Theory of Shadows and of Perspective, extracted from the French of 
G. MoNGB. To which is added, a description of the Principles and Practice 
of Isometrical Projection. By J. F. Hbathbr, M.A. With 14 Plates. 2s. 

178. PRACTICAL PLANE GEOMETRY: giving the Simplest 
Modes of Constructing Figures contained in one Plane and Geometrical Con- 
struction of the Ground. By J. F. Hbathbr, M.A. With 215 Woodcuts. 2S. 

83. COMMERCIAL BOOK-KEEPING. With Commercial Phrases 

and Forms in Bnglish, French, Italian, and Grerman. By Jambs Haddon, 
M.A., Arithmetical Master of King's College School, London, is. 6d. 

84. ARITHMETIC, a Rudimentary Treatise on : with full Explana- 

tions of its Theoretical Principles, and numerous Examples for Practice. By 
Professor J. R. Young. Eleventh Edition, is. 6d. 
84*. A Kby to the above, containing Solutions in full to the Exercises, together 
with Comments, Explanations, and Improved Processes, for the Use of 
Teachers and Unassisted Learners. By J. R. Youno. is. 6d. 

85. EQUATIONAL ARITHMETIC, appUedto Questions of Interest, 

Annuities, Life Assurance, and General Commerce ; with various Tables by 
which all Calculations may be greatiy facilitated. By W. Hipslby. as. 

86. ALGEBRA, the Elements of. By James Haddon, M.A. 

With Appendix, containing miscellaneous Investigations, and a CoUection 
of Problems in various parts of Algebra. 2s. 
86*. A Kby and Companion to the above Book, forming an extensive repository of 
Solved Examples and Problems in Illustration of the various Expedients 
necessary in Algebraical Operations. By !• R> Young, is. 6d. 

88. EUCLID, The Elements of : with many additional Propositions 
8q. and Explanatory Notes : to which is prefixed, an Introductory Essay on 
Logic. By Hbnry Law, C.E. 2s. 6d4 

•»• Sold also separately, viz. .•— 

88. EucuD, The First Three Books. By Hbnry Law, C.E. is. 6d. 

89. EucuD, Books 4, 5, 6, zi, 12. By Hbnry Law, C.E. is. 6d. 

9a ANALYTICAL GEOMETRY AND CONIC SECTIONS, 
By Jambs Hann. A New Edition, by Professor J. R. Young. 2S.} 

91. PLANE TRIGONOMETRY, the Elements of. By James 

Hann, formerly Mathematical Master of King's College, London, is. 6d. 

92. SPHERICAL TRIGONOMETR Y, the Elements of. By James 

Hann. Revised by Charlbs H. Dowling, C.E. is. 
%• Or with " The Elements of Plane Trigonometry** in One Volume, zs. 6d. 

93. MENSURATION AND MEASURING, With the Mensuration 

and Levelling of Land for the Purposes of Modem Engineering. By T. 
Bakbr, C.E. New Edition by E. Nugbnt, C.E. Illustrated, is. 6d. 

loi. DIFFERENTIAL CALCULUS, Elements of the. By W. S. B. 
WooLHOusB, F.R.A.S., &c. IS. 6d. 

102. INTEGRAL CALCULUS, Rudimentary Treatise on the. By 
HoMBRSHAM Cox, B.A. Illustrated, is. 

136. ARITHMETIC, Rudimentary, for the Use of Schools and Self- 
Instruction. By Jambs Haddon, MA. Revised by A. Arbian. is. 6d. 

137. A Kby to Haddon's Rudimbntary Arithmbtic. By A. Arman. is. 6d. 
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Mathematics, Arithmetic, etc., continued, 
i68. DRAWING AND MEASURING INSTRUMENTS. Inclnd- 

ing— I. Instruments employed in Geometrical and Mechanical Drawing, 
and in the Construction, Copying, and Measurement of Maps and Plans. 
II. Instruments used for the puiposes of Accurate Measurement, and for 
Arithmetical Computations. By f. F. Hbathbr, M.A. Illustratea. is. 6d. 

169. OPTICAL INSTRUMENTS. Including (more especially) Tele- 

scopes, Microscopes, and Apparatus for producing copies of Maps and Plans 
by Photography. By J. F. Heather, M.A. Illustrated, xs. 6d. 

170. SURVEYING And astronomical INSTRUMENTS. 

Inclndtng — I. Instruments Used for Determining the Greometrical Features 
of a portion of Ground. II. Instruments Employed in Astronomical Observa- 
tions. By J. F. Heather, M.A. Illustrated, xs. 6d. 
*«• 77ie eibove three volutnes form an enlargement of the Author's original laork, 
** Mathematical Instruments.** {See No. 32 t'n the Series.) , 

xGA^i MATHEMATICAL INSTRUMENTS. By J. F. Heather, 

169. r M.A. Enlarged Edition, for the most part entirely re-written. The 3 Parts as 

170.^ above, in One thick Volume. With numerous Illustrations. 4s. 6d.t 

158. THE SLIDE RULE, AND HOW TO USE IT; contaming 

full, easy, and simple Instructions to perform all Business Csdculations with 

unexampled rapidity and accuracy. By Charles Hoarb, C.E. Fifth 

Edition. With a Slide Rule in tuck of cover. 2s. 6d.t 

196. THEORY OF COMPOUND INTEREST AND ANNUI- 
TIES ; with Tables of Logarithms for the more Difficult Computations of 
Interest, Discount, Annuities, &c. By F^dor Thoman. 4s.t 

199. THE COMPENDIOUS CALCULATOR; or, Easy and Concise 
Methods of Performing the various Arithmetical Operations reouired in 
Commercial and Business Transactions ; together with Useful Tables. By 
D. O'GoRMAN. Twenty-sixth Edition, carefully revised by C. Norris. 3s., 
cloth limp ; 3s. 6d., strongly half-bound in leather. 

204. MATHEMATICAL. tL^^Z^^', for Trigonometrical, Astronomical, 
and Nautical Calculations ; to which is prefixed a Treatise on Logarithms. 
By Henry Law, C.E. Together with a Series of Tables for Navigation 
and Nautical Astronomy. By Prof. J. R. Young. New Edition. 4s. 
i!04*. LOGARITHMS. With Mathematical Tables for Trigonometrical, 
Astronomical, and Nautical Calculations. By Henry Law, M.Inst.CE. New 
and Revised Edition. ( Forming part of the above Work). 3s. 

221. MEASURES, WEIGHTS, AND MONEYS OF ALL NA- 
TIONS, and an Analysis of the Christian, Hebrew, and Mahometan 
Calendars. By W. S. B. Woolhousb, F.R.A.S., F.S.S. Sixth Edition. ss4 

227. MATHEMATICS AS APPLIED TO THE CONSTRUC- 
TIVE ARTS. Illustrating the various processes of Mathematical Investi- 
fation, by means of Arithmetical and Simple Algebraical Ec^uations and 
'ractical Examples. Bv Francis Campin. C.E. Second Edition. 3S.t 

PHYSICAL SCIENCE, NATURAL PHILO- 
SOPHY, ETC. 

1. CHEMISTRY. By Professor George Fownes, F.R.S. With 

air Appendix on the Application of Chemistry to Agriculture, is. 

2. NATURAL PHILOSOPHY, Introduction to the Study of. By 

C. ToMLiNSON. Woodcuts, xs. 6d. 

6. MECHANICS, Rudimentary Treatise on. By CHARLES ToM- 

LiNSON. Illustrated, is. 6d. 

7. ELECTRICITY; showing the General Principles . of Electrical 

Science, and the purposes to which it has been applied. £|y Sir W. Snow . 
Harris, F.R.S., &c. With Additions by R. Sabine, C.E., F.S.A. is. 6d. 
7*. GALVANISM. By Sir W. Snow Harris. New Edition by 
Robert Sabine, C.E., F.SJV.. is. 6d. 

8. MAGNETISM; being a concise Exposition of the General Prin- 

ciples of Magnetical Science. By Sir W. Snow Harris. New Edition, 
revised by H. M. Noap, Ph.D. With 165 Woodcuts. 3s. 6d.% 

7'he t indicates that these vols, may be had strongly bound at 6d. extra. 
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Physical Science, Natural Philosophy, etc., continued. 

11. THE ELECTRIC TELEGRAPH; its History and Progress; 

with Descriptions of some of the Apparatus. By R. Sabinb, C.E., F.S.A. 3s. 

12. PNEUMATICS, including Acoustics and the Phenomena of Wind 

Currents, for the Use of Beginners By Charlbs Tomlinson, F.R.S. 
Fourth Edition, enlarged. Illustrated, xs. 6d. \_Jusi published, 

72. MANUAL OF THE MOLLUSCA; a Treatise on Recent and 
Fossil Shells. By Dr. S. P. Woodward, A.L.S. Fourth Edition. With 
i^pendix by Ralph Tate, A.L.S., F.G.S. With numerous Plates and 300 
Woodcuts. 6s. 6d. Cloth boards, 7s. 6d. 

96. ASTRONOMY, By the late Rev. Robert Main, M.A. Third 

Edition, by William Thynnb Lynn, B.A., F.R.A.S. 2s. 

97. STATICS AND DYNAMICS, the Principles and Practice of; 

embracing also a clear development of Hydrostatics, Hydrodynamics, and 
Central Forces. By T. Bakbr, C.E. Fourth Edition, is. 6d. 

138. TELEGRAPH, Handbook of the ; a Guide to Candidates for 
Employment in the Telegraph Service. By R. Bond. 3s.* 

173. PHYSICAL GEOLOGY, partly based on Major-General Port- 

lock's "Rudiments of Geology." By Ralph Tatb,A.L.S.,&c. Woodcuts. 2s. 

174. HISTORICAL GEOLOGY, partly based on Major-General 

Portlock's " Rudiments." By RalI^u Tatb, A.L.S., &c. Woodcuts. 2S. 6d. 

173 RUDIMENTARY TRTEATISE ON GEOLOGY, Physical and 

& Historical. Partly based on Major-General Portlock's "Rudiments of 

174. Geology." By Ralph Tatb, A.L.S., F.G.S., &c. In One Volume. 43. 6d.* 

183 ANIMAL PHYSICS, Handbook of. By Dr. Lardnkr, D.C.L., 
& formerly Professor of Natural Philosophy and Astronomy in University 
l8d College, Lend. With 520 Illustrations. In One Vol. 7s. 6d., cloth boards. 
** %* Sold also in Two Paris^ as follows : — 

183. Animal Physics. By Dr. Lardnbr. Part I., Chapters I.^VII. 4s. 

184. Animal Physics. By Dr. Lardnbr. Part II., Chapters VIII.— XVIII. 3s. 



FINE ARTS. 

20. PERSPECTIVE FOR BEGINNERS, Adapted to Young 
Students and Amateurs in Architecture, Painting, 8cc. By Gborob Pynb. 2s. 

40 GLASS STAINING, AND THE ART OF PAINTING ON 
GLASS. From the German of Dr. Gbssert and Emanuel Otto Frow- 
BBR6. With an Appendix on The Art of Enamelling. 2s. 6d. 

69. MUSIC, A Rudimentary and Practical Treatise on. With 

numerous Examples. By Charles Child Spbncbr. 2s. 6d. 
71. PIANOFORTE, The Art of Playing the. With numerous Exer- 
cises & Lessons firom the Best Masters. By Charles Child Spencer. is.6d. 
69-71. MUSIC <y THE PIANOFORTE. In one vol. Half bound, 5s. 

181. PAINTING POPULARLY EXPLAINED, including Fresco, 
Oil, Mosaic, Water Colour, Water-Glass, Tempera, Encaustic, Miniatureu 
Painting on Ivory, Vellum. Pottery, Enamel, Glass, &c. With Historic^ 
Sketches of the Progress of the Ait by Thomas John Gullick, assisted bt 
John Times, F.S.A. Fifth Edition, revised and enlarged, ss.t 

£86. A GRAMMAR OF COLOURING, applied to Decorative 
Painting and the Arts. By George Field. New Edition, enlarged and 
adapted to the Use of the Ornamental Painter and Designer. By Ellis A. 
Davidson. With two new Coloured Diagrams, &c. 3s.t 

246. A DICTIONARY OF PAINTERS, AND HANDBOOK FQR 
PICTURE AMATEURS ; including Methods of Painting, Cleaning, Re- 
lining and Restoring, Schools of Painting, &c. IVith Notes on the Copyists 
and Imitators of each Master. By Philippe Daryl. 2s. 6d.t 



The X indicates thai these vols, may be had strongly bound at 6d. extra. 
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INDUSTRIAL AND USEFUL ARTS. 

23. BRICKS AND TILES, Rudimentary Treatise on the Manofac- 
tare of. By E. Dobson, M.R.I.B.A. Illustrated, 334 

67. CLOCKS, WATCHES, AND BELLS, a Rudimentary Treatise 
on. By Sir Edmund Bbckxtt, LL.D., Q.C. Seventh Edition, revised and en- 
larged. iS. 6d. limp ; <8. 6d. cloth boards. 

83«». CONSTRUCTION OF DOOR LOCKS, Compiled from the 
Papers of A. C. Hobbs, and Edited by Charles Tomunson. F.R.S. 2s. 6d. 

162. THE BRASS FOUNDER'S MANUAL; Instructions for 
Modelling, Pattern-Making-, Moulding, Turning, Filing, Burnishing, 
Bronzing, &c. With copious Receipts. 8cc. By Walter Graham. 2n,% 

205. THE ART OF LETTER PAINTING MADE EASY. By 
J. G. Badbnoch. Illustrated with xa full -page Engravings of Examples, is. 6d 

215. THE GOLDSMIJIPS HANDBOOK, contining fuU Instruc- 
tions for the Alloying and Working of Gold. By Gborgb E. Gbb, 3s.^ 

225. THE SILVERSMITIPS HANDBOOK, containing full In- 
structions for the Allo3ring and Working of Silver. By Gborgb E. Gbb. js.t 
•«* The two preceding Works, in One handsome Vol,, half-hound, eniiiled " The 
Goldsmith's & Silversmith's Complete Handbook,'' ^s. 

249. THE HALL MARKING OF JEWELLERY PRACTICALLY 
CONSIDERED, By George E. Gee. is.t 

224. COACH BUILDING, ^ Practical Treatise, Historical and 
Descriptive. By J. W. Burobss. ss. 6d.t 

235. PRACTICAL ORGAN BUILDING. By W. E. DiCKSON, 
M.A., Precentor of Ely Cathedral. Illustrated. 2s. 6d.t 

262. THE ART OF BOOT AND SHOEMAKING, including 

Measurement, Tast-fitting, Cutting-out, Closing and Making. By John 
Bedford Lbno. Numerous Illustrations. Second Edition. 7%.% 

263. MECHANICAL DENTISTRY: A Practical Treatise on the 

Construction of the Various Kinds of Artificial Dentures, with Formulae, 
Tables, Receipts, &c. By Charles Hunter. Third Edition. ^%,X 



MISCELLANEOUS VOLUMES. 

16. A DICTIONARY OF TERMS used in ARCHITECTURE, 
BUILDING, ENGINEERING, MINING, METALLURGY, ARCHE- 
OLOGY, the FINE ARTS, &v. By John Wbalb. Fifth Edition. Revised 
by Robert Hunt, F.R.S. Illustrated. 5s. limp ; 6s. cloth boards. 

5a THE LAW OF CONTRACTS FOR WORKS AND SER- 
VICES. By David Gibbons. Third Edition, enlarged. 3s.t 

12. MANUAL OF DOMESTIC MEDICINE. By R. GooDiNQ, 
B JV.., M.D. A Family Guide in all Cases of Accident*and Emergency. 2s.t 

2: MANAGEMENT OF HEALTH. A Manual ol Home and 
Personal Hygiene. By the Rev. James Baird, B.A. is. 

5a LOGIC, Pure and Applied. By S. H. Emmens. is. 6d. 

53. SELECTIONS FROM LOCKE'S ESSAYS ON THE 

HUMAN UNDERSTANDING. With Notes by S. H. Emmbns. es. 

54. GENERAL HINTS TO EMIGRANTS. 2s. 

57. THE EMIGRANTS GUIDE TO NATAL. By Robert 
James Mann, F.R.A.S., F.M.S. Second Edition. Map. ss. 

93. HANDBOOK OF FIELD FORTIFICATION. By Majo 

W. W. Knollys, F.R.G.S. With i63Woodcuts. js.t 

94. THE HOUSE MANAGER: Being a Guide to Housekeeping. 

Practical Cookery, Pickling and Preserving, Household Work, Dairy 
Management, &c. By An Old Housekeeper. 33. 6d.t 

94, HOUSE BOOK {The). Comprising :-— I. The House Manager. 
12 & Bv an Old Housekeeper. II. Domestic Medicine. By R. Gooding, M.D. 
1 12*. III. Management of Health. By J. Baird. In One vol., half-bound, 6s. 

The t indicates that these vols, may be had strongly bound at 6d. extra. 
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EDUCATIONAL AND CLASSICAL SERIES. 



HISTORY. 

I. England, Outlines of the History of; more especially with 

reference to the Origin and Progress of the English Constitution. By 
William Douglas Hamilton, F.S.A.. of Her Majesty's Public Record 
Office. 4th Edition, revised. 5s. ; clotn boards, 6s. 

5. Greece, Outlines of the History of; in connection with the 
Rise of the Arts and Civilization in Europe. By W. Douglas Hamilton, 
of University College, London, and Edward Lbvibn, M.A., of Balliol 
College, Oxford. 2s. 6d. ; cloth boards, 3s. 6d. 

7. Rome, Outlines of the History of: from the Earliest Period 

to the Christian Era and the Commencement of the Decline of the Empire. 
By Edward Lbvibn, of Balliol College, Oxford. Map, 2s. 6d. ; cl. bds. 3s. 6d. 

9. Chronology of History, Art, Literature, and Progress, 

from the Creation of the World to the Present Time. The Continuation by 
W. D. Hamilton, F.S.A. 3s. ; cloth boards, 3s. 6d. 

50. Dates and Events in English History, for the use of 

Candidates in Public and Private Examinations. By the Rev. E. Rand. is. 



ENGLISH LANGUAGE AND MISCELLANEOUS. 

11. Grammar of the English Tongue, Spoken and Written. 

With an Introduction to the Study of Comparative Philology. By Hydb 
Clarkb, D.C.L. Fourth Edition, xst 6d. 

II*. Philology : Handbook of the Comparative Philology of English, 
Anglo-Saxon, Frisian, Flemish or Dutch, Low or Piatt Dutch, High Dutch 
or German, Danish, Swedish, Icelandic, Latin, Italian, French, Spanish, and 
Portuguese Tongues. By Hydb Clarkb, D.C.L. is. 

12. Dictionary of the English Language, as Spoken and 

Written. Containing above xoo,ooo Words. By Hydb Clarkb, D.C.I<. 
3s. 6d. ; cloth boards, 4s. 6d. ; complete with die Grammar, cloth bds., <s.6d. 

48. Composition and Punctuation, familiarly Explained for 

those who have neglected the Study of .Grammar. By Justin Brbnan. 
X7th Edition, is. 6a. 

49. Derivative Spelling-Book : Giving the Origin of Every Word 

from the Greek, Latin, Saxon, German, Teutonic, Dutch, French, Si>anish, 
and other Languages ; with their present Acceptation and Pronunciation. 
By J. RowBOTHAM, F.R.A.S. Improved Edition, is. 6d. 

51. The Art of Extempore Speaking : Hints for the Pulpit, the 

Senate, and the Bar. By M. Bautain, Vicar-General and Professor at the 
Sorbonne. Translated from the French. 8th Edition, carefully corrected. 2s. 6d. 

53. Places and Facts in Political and Physical Geography, 

for Candidates in Examinations. By the Rev. Edgar Rand, B.A. is. 

54. Analytical Chemistry, Qualitative and Quantitative, a Course 

of. To which is prefixed, a BrieiTreatise upon Modem Chemical Nomencla- 
ture and Notation. By Wm. W. Pink and Gborob E. Wbbstbr. 2s. 

THE SCHOOL MANAGERS' SERIES OF READING 

BOOKS, 

Edited by the Rev. A. R. Grant, Rector of Hitcham, and Honorary Canon of Ely ; 

formerly H.M. Inspector of Schools. 
Introductory Primbr, id, 

s, d. 
Fourth Standard . . z a 

Fifth „ . 16 

Sixth „ . x 6 

Lbssons from thb Biblb. Part I. Old Testament, is. 
Lbssons from thb Biblb. Part II. New Testament, to which is added 
Thb Gbography of thb Biblb, for very young Children. By Rev. C. 
Thornton FoRSTBR. is. 2d. %* Or the Two Parts in One Volume. 2s. 
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FRENCH. 

24. French Grammar. With Complete and Concise Rules on the 

Genders of French Nouns. By G. L. Strauss, Ph.D. is. 6d. 

25. French-English Dictionary. Comprising a large number of 

New Terms used in Engineering, Mining, 8tc. By Alfred Elwes. is. 6d. 

26. English-French Dictionary. By Alfred Elwks. 2s. 
15,26. French Dictionary (as above). Complete, in One VoL, 3s. ; 

cloth boards, 3s. 6d. *#* Or with the Grammar, cloth boards, 4s. 6d. 

47. French and English Phrase Book : containing Intro- 
ductory Lessons, with Translations, several Vocabularies of Wor^, a Col- 
lection of suitable Phrases, and Easy Familiar Dialogues, is. 6d. 

GERMAN. 

39. German Grammar. Adapted for English Students, from 

Heyse's Theoretical and Practical Grammar, by Dr. G. L. Strauss, is. 6d. 

40. German Reader : A Series of Extracts, carefiilly culled from the 

most approved Authors of Germany; with Notes, Philological and Ex- 
planatory. By G. L. Strauss, Ph.D. is. 

41.43. German Triglot Dictionary. By N. E. S. A. Hamilton. 

In Three Parts. Part I. German -French- English. Part II. English-Ger- 
man-French. Part III. French-Grerman-English. 3s., or cloth boards, 4s. 

41-43 German Triglot Dictionary (as above), together with German 

Sc 39. Grammar (No. 39), in One Volume, cloth boards, 5s. 

ITALIAN. 

27. Italian Gramnaar, arranged in Twenty Lessons, with a Course 

of Exercises. By Alfrbd Elwbs. is. 6d. 

28. Italian Triglot Dictionary, wherein the Genders of all the 

Italian and French Nouns are carefully noted dawn. By Alfrbd Elwbs. 
Vol. X. Italian-English-French. 2s. 6d. 

30. Italian Triglot Dictionary. By A. Elwes. Vol 2. 

English-French-Italian. 2S. 6d. 

32. Italian Triglot Dictionary. By Alfred Elwes. Vol. 3. 

French-Italian-English. 2S. 6d. 

*8,3o, Italian Triglot Dictionary (as above). In One Vol., 7s. 6d. 

32. Cloth boards. 

SPANISH AND PORTUGUESE. 

34. Spanish Gramnaar, in a Simple and Practical Form. With 

a Course of Exercises. By Alfrbd Elwbs. is. 6d. 

35. Spanish-English and English-Spanish Dictionary 

Including a large number of Technical Terms used in Mining, Engineering, &c. 
with the proper Accents and the Grender of every Noun. By Alfrbd Elwbs 
4s. ; cloth boards, 5s. %* Or with the Grammar, cloth boards, 6s. 

55. Portuguese Grammar, in a Simple and Practical Form. 

With a Course of Exercises. By Alfrbd Elwes. is. 6d. 

56. Portuguese- English and English-Portuguese Dic- 

tionary. Including a large number of Technical Terms used in Mining, 
Engineering, &c., with the proper Accents and the Gender of every Noun. 
B^ Alfred Elwbs. Second Edition, Revised, 5s. ; cloth boards, 6s. *«* Or 
with the Grammar, cloth boards, 7s. 

HEBREW. 

46*. Hebrew^ Grammar. By Dr. Bresslau. is. 6d. 
44. Hebrew and English Dictionary, Biblical and Rabbinical ; 

containing the Hebrew and Chaldee Roots of the Old Testament Post- 
Rabbinical Writings. By Dr. Brbsslau. 6s. 

46. English and Hebremr Dictionary. By Dr. B&esslau. 3s. 
44,46. Hebrew Dictionary (as above), in Two Vols., complete, with 

46*. the Grammar, cloth boards, 12s. 
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LATIN. 

19. I^tin Grammar. Containing the Inflections and Elementary 

Principles of Translation and Construction. By the Rev. Thomas Goodwin, 
M JL., Head Master of the Greenwich Proprietary School, is. 6d. 

20. Latin-English Dictionary. By the Rev. Thomas Goodwin, 

M.A. 2s. 
22. English- Latin Dictionary; together with an Appendix of 

French and Italian Words which have their origin from the Latin. By ihe 
Rev. Thomas Goodwin, M.A. is. 6d. 
20,22. X4atin Dictionary (as above). Complete in One Vol., 3s. 6d. 
cloth boards, 4s. 6d. %* Or vrith the Grammar, cloth boards, 5s. 6d. 
LATIN CLASSICS. With Explanatory Notes in English. 

1. Latin Delectus. Containing Extracts from Classical Authors, 

with Genealogical Vocabularies and Explanatory Notes, by H. Youno. is. 6d. 

2. Csesaris Commentarii de Bello Galileo. Notes, and a Geographical 

Register for the Use of Schools, by H. Young. 2s. 

3. Cornelius Nepos. With Notes. By H. Young, is. 

4. Virgilil Maronis Bucolica et Georgica. With Notes on the Buco- 

lics by W. Rushton, M.A., and on the Georgics by H. Young, is. 6d. 

5. Yirgilii Maronis -Siineis. With Notes, Critical and Explanatory, 

bv H. Young. New Edition, revised and improved With copious Addi- 
tional Notes by Rev. T. H. L. Lbary, D.C.L., formerly Scholar of Brasenose 
College, Oxford. 3s. 
§• ^— — — Part I. Books i.— -vi., is. 6d. 
5** Part 2. Books vii. — xii., as. 

6. Horace; Odes, Epode, and Carmen Saeculare. Notes by H. 

Young, is. 6d. 

7. Horace ; Satires, Epistles, and ArsPoetica. Notes by W. B&OWN- 

RiGG Smith, M.A., F.R.G.S. is. 6d. 

8. Sallustii Crispi Catalina et Bellum Jugurthinum. Notes, Critical 

and Explanatory, by W. M. Donnb, B.A., Trin. Coll., Cam. is. 6d. 

9. Terentii Andria et Heautontimorumenos. With Notes, Critical 

and Explanatory, by the Rev. Jambs Davibs, M.A. is. 6d. 

10. Terentii Adelphi, Hecyra, Phormio. Edited, with Notes, Critica 

and Explanatory, by the Rev. Jambs Davibs, M J^. 2s. 

11. Terentii Eunuchus, Comcedia. Notes, by Rev. J. Davies, M.A. 

12. Ciceronis Oratio pro Sexto Roscio Amerino. Edited, with an 

Introduction, Analysis, and Notes, Explanatory and Critical, by the Rev. 
Jambs Davibs, M.A. is. 6d. 

13. Ciceronis Orationes m Catilinam, Veirem, et pro Archia. 

With Introduction, Analysis, and Notes, Explanatory and Critical, by Rev. 
T. H. L. Lbary, D.C.L. formerly Scholar of Brasenose College, Oxford. 

14 Ciceronis Cato Major, Laelius, Brutus, sive de Senectute, de Ami- 
citia, de Claris Oratoribus Dialogi. With Notes by W. Brownrigg Smith, 
M.A., F.R.G.S. 2s. , „, ^ „ 

16. Livy ! History of Rome. Notes by H. YouNO and W. B. Smith, 

M.A. Part i. Books i., ii., is. 6d. 

,6». Part 2. Books iii., iv., v., is. 6d. 

17. Part 3. Books xxi., xxii., is. 6d. 

19. Latin Verse Selections, from Catullus, Tibullus, Propertius, 

and Ovid. Notes by W. B. Donnb, M.A., Trinity College, Cambridge. 2s. 

20. Latin Prose Selections, from Varro, Columella, Vitruvius, 

Seneca Quintilian, Floras, Velleius Paterculus, Valerius Maximus Sueto- 
nius, Apuleius, &c. Notes by W. B. Donnb, M.A. 2s. 

21. Juvenalis Satirae. With Prolegomena and Notes by T. H. S. 

EscOTT, B.A-, Lecturer on Logic at King's College, London. 2S. 

7, stationers' hall COURT, lxjdgate hill, e.c 
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GREEK. 
14. Greek Grammar, in accordance with the Principles and PhOo- 

logrical R^earches of the most eminent Scholars of our own day. Bv Hans 
Claudb Hamilton, is. 6d. ' ' 

15,17. Greek Lexicon. Containing all the Words in General Use, with 

their Significations, Inflections, and Doubtful Quantities. Bv Hrnrv R 
Hamilton Vol. I. Greek-Eodish «. 6d.j Vol^. EngUd-GI^™? Or 
the Two Vols, m One, 4s. 6d. : cloth boards, ss. 

14,15. Greek Lexicon (as above). Complete, with the Grammar, in 

Z7. One Vol., cloth boards, 6s. 

GREEK CLASSICS. With Explanatory Notes in EngUsh. 
I. Greek Delectus. Containing Extracts from Classical Auth(tes, 
with Genealogical Vocabularies and Explanatory Notes, byH. Young. New 
Edition, with an improved and enlarged Supplementary Vocabulary, bv Tohn 
Hutchison, M.A., of the High School, Glasgow, is. 6d. ■'' -^ J 

2, 3. Xenophon's Anabasis ; or, The Retreat of the Ten Thousand. 
Notes and a Geographical Register, by H. Young. Part i. Books i. to iii., 
IS. Part 2. Books iv. to vii., is. 

4. Lucian's Select Dialogues. The Text carefully revised, with 

Grammatical and Explanatory Notes, by H. Young, is. 6d. 
5-12. Homer, The Works of. According to the Text of Baeumlein. 
With Notes, Critical and Explanatory, drawn from the best and latest 
Authorities, with Preliminary Observations and Appendices, by T. H. L. 

Thb Iliad : Part i. Books i. to vi., is.6d. Part 3. Books xiii. to xviii., is. 6d. 
Part 2. Books vii. to xii., is. 6d. Part 4. Books xix. to xxiv., is. 6d. 
Thb Odyssby: Part i. Books i. to vi., is. 6d Part 3. Books xiii. to xviii., is. 6d. 
Part 2. Books vii. to xii., is. 6d. Part 4. Books xix. to xxiv., and 

Hymns 2s 
13. Plato's Dialogues : The Apology of Socrates, the Crito, and 
the Phasdo. From the Text of C. F. Hermann. Edited with Notes, Critical 
and Explanatory, by the Rev. Jambs Davibs, M.A. 2s. 
14-17. Herodotus, The History of, chiefly after the Text of Gaisford 
With Preliminary Observations and Appendices, and Notes, Critical and 
Explanatory, by T. H. L. Lbary, M.A., D.C.L. 

Part I. Books i., ii. (The Clio and Euterpe), 2s. 
Part 2. Books iii., iv. (The Thalia and Melpomene), 2s. 
Part 3. Books v. -vii. (The Terosichore, Erato, and Polynmia), 2S. 
Part 4. Books viii., ix. (The Urania and Calliope) and Index, is. 6d. 
18. Sophocles: CEdipus Tyrannus. Notes by H. Young, is. 
20. Sophocles : Antigone. From the Text of Dindorf. Notes, 

Critical and Explanatory, by the Rev. John Milnbr, B.A. 2s. 
23. Euripides : Hecuba and Medea. Chiefly from the Text of Din- 
dorf. With Notes, Critical and Explanatory, by W. Brownrigg SBnnt 
M.A., F.R.G.S. IS. 6d. * 

26. Euripides: Alcestis. Chiefly from the Text of Dindorf. With 

Notes, Critical and Explanatory^ by John Milnbr, B.A. is. 6d. 
30. -^schylus : Prometheus Vmctus : The Prometheus Bound. From 
the Text of Dindorf. Edited, with English Notes, Critical and Explanatory, 
by the Rev. Jambs Davibs, M.A. is. 

32. -^schylus : Septem Contra Thebes : The Seven against Thebes. 
♦ From the Text of Dindorf. Edited, with English Notes, Critical and Ex- 
planatory, by the Rev. Jambs Davibs, M.A. is. 

40. Aristophanes : Achamians. Chiefly from the Text of C. H. 

Wbisb. With Notes, by C. S. T. Townshbnd, M.A. is. 6d. 

41. Thucydides: History of the Peloponnesian War. Notes by H. 

Young. Bodk i. is. 6d. 

42. Xenophon's Panegyric on Agesilaus. Notes and Intro- 
duction by Ll. F. W. Jewitt. is. 6d. 

43. Demosthenes. The Oration on the Crown and the Philippics. " 
With English Notes. By Rev. T. H. L. Lbary, D.C.L., formerly Scholar of 
Brasenose College, Oxford, is. 6d. 
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